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The increase of refugee status claiming 


immigrants in Canada has led to a review of the 
immigration policy concerning this group. This 
PE report looks at the weaknesses of current 
Microfiche legislation which is linked to the Geneva 
Accession Number Convention and its Protocol, studying Canada's 
past adherence to the rights afforded under its 
protection. Also discusses public and 
government opinion on support for a 
humanitarian and generous refugee policy and 
questions of balancing efficiency with procedural 
fairness to claimants. Gives a chronology of 
events since 1969. 
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Titre ——__ statut de réfugié au sens de la 
Convention 


par M. Young. Ottawa. Bibliothèque du 
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14 p. Bibliogr. (Bulletin d'actualité ; 86-26F) 
L’éd. anglaise (The Convention refugee. . .) sur 
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Auteur, Lieu de publication, 
Editeur, Date de publication, 
Pagination 


Collection 


Notes 


Le processus de reconnaissance du statut de 
réfugié au sens de la Convention de Genève, tel 
qu'il est énoncé dans la Loi sur l'immigration, 
sert à déterminer si les personnes qui 

Numéro d'ordre revendiquent ce statut y ont effectivement droit 
de la microfiche et peuvent bénéficier de la protection accordée 
aux réfugiés au sens de la Convention. Ce 
processus s’est avéré inadéquat, tant au point de 
vue juridique que pratique. Dans ce bulletin, on 
examine les mécanismes en vigueur 
actuellement et le projet de réforme contenu 
dans la loi C-55 déposé en mai 1987. 
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Introduction 


The Canadian Research Index - Microlog puts all of 
Canada's hard-to-find government and research 
literature at your fingertips. Canadian Research 
Index in print is a monthly indexing and abstracting 
service. An electronic version on CD-ROM or via the 
Internet is also available. Microlog represents our 
fulltext document service. Most titles included in 
Canadian Research Index are available in paper as 
well as microfiche format. Together, these services are 
a powerful tool for finding Canadian report 
publications. 


The Canadian Research Index includes scientific and 
technical research papers in physical, natural and social 
sciences. It also includes policy papers, important 
statistical publications, and annual reports. 


Documents issued in English or French are catalogued, 
indexed and abstracted in the language of the 
publication, while bilingual documents are catalogued, 
indexed and abstracted in both languages. 


Every effort is made to ensure the currency of the 
index. For instance, documents appearing in the 
checklist of Canadian Government Publications are 
delivered by the Microlog Service approximately two 
months after publication of the list. 


SOURCES 


e government publications from the federal, 
provincial and municipal levels 

e depository publications of reference value 

e non-depository publications issued by government 
organizations, laboratories and research centres 

e non-profit organizations, educational institutions 
and research groups 

e some monographs and serials issued by Statistics 
Canada 


ORGANIZATION 


Canadian Research Index comprises the following 
sections: 


Titles and abstracts: A full bibliographic citation and 
a descriptive abstract for each title. 


Corporate name index: Access by controlled format 


corporate names based on Canadiana Authorities. 


Personal name index: Access by personal name. 
Subject index: Subject terms based on Library of 
Congress and Canadian Subject Headings are assigned 
to each document. A cross-referencing structure assists 
searchers. 

Series titles: Lists by title and numbers all reports in a 
series; series are available as an on-going subscription 
or retrospective collection. 

Microfiche collections: Lists contents of each fiche 
collection for quick reference. These collections can be 
used as current awareness lists in broad subject areas to 
notify users of new acquisitions. 


ELECTRONIC ACCESS 


The full Canadian Research Index file from 1982 to 
date is available in electronic formats on the 
SilverPlatter SPIRS platform. It is accessible on CD; it 
may be licensed for network use on a local server or on 
a SilverPlatter ERL server; and it is available for 
Internet subscription. Reports may be ordered through 
the National Technical Information Service in the 
U.S.A., or directly through Micromedia's Technical 
Information Centre. All catalogued documents issued 
by Statistics Canada are now included in electronic 
versions of Canadian Research Index. For 
information, contact Micromedia's CD Centre at 1-800- 
387-2689. 


DOCUMENT DELIVERY 


The unique Microlog Accession Number is the key to 
immediate retrieval of any document. Most documents 
cited in Canadian Research Index are available as 
part of the Microlog Microfiche Subscription 
Service, institutions may subscribe to complete or 
partial collections of the documents in the Index. 
Individual copies on microfiche or paper reprints may 
be ordered through Micromedia's Document Delivery 
Service. To order, please contact: 


Micromedia Limited 
Technical Information Centre 
240 Catherine St. Ste 305 
Ottawa, ON K2P 2G8 


(613) 237-4250 Toll Free: 1-800-567-1914 
Fax: (613) 237-4251 
e-mail: tic@micromedia.on.ca 


Introduction 


Microlog : Index de recherche du Canada met à 
votre disposition toutes les publications du 
gouvernement et les travaux de recherche difficiles à se 
procurer. L’Index de recherche du Canada imprimé 
est un service mensuel d’indexation et de résumés. Une 
version électronique est également offerte sur CD- 
ROM ou dans Internet. Microlog représente notre 
service de documents en texte intégral. La plupart des 
titres figurant dans l’Index sont disponibles sous forme 
imprimée et sur microfiche. Ces services combinés 
constituent un outil très efficace pour retrouver les 
publications des différents gouvernements du Canada. 


L’Index contient entre autres des recherches en 
sciences physiques, naturelles et sociales, des énoncés 
de politique, des statistiques et des rapports annuels. 


Les ouvrages publiés en français ou en anglais sont 
indexés et résumés dans la langue de publication; les 
ouvrages bilingues sont traités dans les deux langues. 


De vastes efforts sont déployés pour assurer la 
pertinence de l’index. Par exemple, on peut obtenir les 
documents qui figurent sur la Liste des publications du 
gouvernement du Canada environ deux mois après leur 
parution sur cette liste. 


SOURCES 


e publications fédérales, provinciales et municipales 

e publications déposées servant de référence 

e publications non déposées publiées par les 
organismes gouvernementaux, les laboratoires et 
les centres de recherche 

e publications d’organismes à but non lucratif, 
d'établissements d’enseignement et de groupes de 
recherche 

e certaines monographies et publication en série 
publiées par Statistique Canada 


ORGANISATION DE L’INDEX 


L’Index de recherche du Canada comprend les 
sections suivantes : 


Titres et résumés: tous les titres sont catalogués et 
accompagnés d’un résumé descriptif. 

Index des dénominations sociales: donne un accès par 
dénominations sociales fondées sur les vedettes 
d’autorité du service Canadiana. 

Index des noms: donne un accès par auteur. 

Index des matières: des descripteurs fondés sur les 
vedettes matières des documents Library of Congress 
Subject Headings et Canadian Subject Headings sont 


associés à chaque publication; un réseau de renvois 
facilite la recherche. 

Titres de collections: tous les rapports publiés en série 
sont classés par titre et numéro. Ces documents sont 
disponibles par le biais d’un abonnement permanent et 
ils sont aussi intégrés à une collection rétrospective. 
Collections de microfiches: chaque collection apparaît 
dans une section séparée pour faciliter la recherche. 
Ces listes peuvent aussi servir à renseigner les usagers 
sur les nouveautés. 


ACCÈS ÉLECTRONIQUE 


Le fichier complet de l’Index de recherche du 
Canada, de 1982 à aujourd’hui, est disponible sous 
forme électronique à partir de la plate-forme 
SilverPlatter SPIRS. Il est offert sur CD-ROM et il est 
possible d’obtenir des licences d’utilisation en réseau 
pour un serveur local ou pour un serveur SilverPlatter 
ERL. Il est également disponible par le biais d’un 
abonnement Internet. Les rapports peuvent être 
commandés par l’intermédiaire du National Technical 
Information Service aux États-Unis ou encore 
directement au Centre d’information technique de 
Micromedia. Tous les documents catalogués publiés 
par Statistique Canada sont intégrés dans les versions 
électroniques de l’Index de recherche du Canada. Pour 
plus de détails, contactez le personnel de Micromedia 
au 1 800 387-2689. 


LIVRAISON DE DOCUMENTS 


Le numéro d’accès unique de Microlog est la clé qui 
permet de repérer immédiatement tout document. La 
majorité des documents cités dans l’Index de 
recherche du Canada sont offerts par le service 
d'abonnement aux microfiches de Microlog. Les 
organismes peuvent s’abonner à l’ensemble ou à 
certaines des collections de documents de l’Index. On 
peut également commander des reproductions de 
documents sur microfiches ou sur papier par 
l’intermédiaire du service de livraison de documents de 
Micromedia. Pour commander, communiquer avec: 


Micromedia Ltée 
Centre d’information technique 
240 rue Catherine, bureau 305 
Ottawa ON K2P 2G8 


(613) 237-4250 sans frais : 1 800 567-1914 
Télécopieur : (613) 237-4251 
courrier électronique: tic@micromedia.on.ca 


Sample CRI Search 


‘How can a person from a foreign country 
qualify for refugee status in Canada ?”’ 


The researcher can search in CRI as in any library catalogue - by subject, author and title. 
Because the index 1s bilingual, searching can be done in English or in French. 


Recherche type avec IRC 


“‘Comment une personne d’un pays étranger 
peut-elle demander le statut de réfugié au Canada?’’ 
La méthode de recherche dans IRC est la même que dans une bibliothèque, puisque les documents sont indexés 
par auteur, par sujet et par titre. L'index étant bilingue, la consultation peut se faire en français ou en anglais. 


STEP 1/PREMIERE ÉTAPE 


Find access point 
Trouver le mode d’accès 


ACCESS POINT 1/ACCES 1 


By subject: look in the Subject Index. 
Par sujet : consulter |’ Index des matières. 


Subject Index : Index des matieres 


Emigration and immigration 

See also immigrants; Refugees 

The Convention refugee determination process in 
Canada. MICROLOG 88-00800.@1 fiche 

Humanitarian immigration and Canadian 
immigration policy. 
MICROLOG 88-00814 1 fiche 

Immigration and the Canadian labour market. 
MICROLOG 88-00700 1 fiche 


Emigration et immigration 

Voir aussi Groupes ethniques: Réfugiés 

L'Immigration et le marché du travail au 
Canada. MICROLOG 88-00700 1 fiche 

L'Immigration humantaire et la politique 
canadienne de l'immigration. 
MICROLOG 88-00814 1 fiche 

La Reconnaissance au Canada du statut de 
réfugé au sens de la Convention. 


MICROLOG 88-00800 1 fiche 


**See also” references can lead to other relevant 


documents. 
La mention ‘‘ Voir aussi ‘ renvoie à d'autres 
documents connexes. 


Refugees 

The Convention refugee determination process in 
Canada. MICROLOG 88-00800.@1 fiche 

Humanitarian immigration and Canadian 
immigration policy. 
MICROLOG 88-00814 1 fiche 


Refugies 

Profil statistique des revendicateurs du statut 
de réfugié. MICROLOG 88-00602 1 fiche 

La Reconnaissance au Canada du statut de 
réfugié au sens de la Convention. 
MICROLOG 88-00800 1 fiche 


ACCESS POINT 2/ACCES 2 
By author: look in the Name Index. 
Par auteur: consulter |’ Index des noms. 


Personal Name Index / Index des noms propres 


Young, M. 

L'Action positive et l'égalité en matière d'emploi. 
MICROLOG 88-00795 1 fiche 

Affirmative action/employment equity. 
MICROLOG 88-00795 1 fiche 


The Convention refugee determination process in 
Canada. MICROLOG 88-008 1 fiche 

La Reconnaissance au Canada du statut de 
réfugié au sens de la Convention. ~ 
MICROLOG 88-00800 1 fiche 


ACCESS POINT 3/ACCÈS 3 
By government agency: look in the Name Index. 
Par service gouvernemental: consulter I’ Index des 


noms. 
Corporate Name Index / Index des dénominations sociales 


Canada. Library of Parliament. 

Research Branch 

The Convention refugee determination process in 
Canada. MICROLOG 88-00800 w%w1 fiche 

Crossing the floor and the party system. 
MICROLOG 88-00692 1 fiche 

The Disabled and the handicapped. 
MICROLOG 88-00804 1 fiche 


Canada. Bibliotheque du Parlement. 

Service de recherche 

La Reconnaissance au Canada du statut de 
réfugié au sens de la Convention. 
MICROLOG 88-00800 1 fiche 

La Réforme de la Loi sur le droit d'auteur. 
MICROLOG 88-00822 1 fiche 

Le Service canadien du renseignement de 
sécurité. MICROLOG 88-00836 1 fiche 


ACCESS POINT 4/ACCES 4 
By title: look inthe Title and Abstract Index. 
Par titre: consulter I’ Index des titres et résumés. 


Title Index / Index des titres 


The Convention refugee determination 
process in Canada 
by M Yourg Ottawa Library of Parhament 
Research Branch. 1987 13 p. Bibhogr 
(Current issues review 86-26E) 
French ed ‘La reconnaissance au Canaoa }) 
on the same fiche 
ISBN 0-660-12567-6 
MICROLOG 88-00800 1 fiche 


The increase of retugee status claiming 
immigrants in Canada has led to a review of 
the immigration policy concerning this group 
This report looks at the weaknesses of current 
legislation which is linked to the Geneva 
Convention and its Protocol. studying Canadas 
past adherence to the rights afforded under its 
protection Also discusses public and 
government opinion on support for a 
humanitarian and generous retugee policy and 
questions of balancing efficiency with procedural 
fairness to claimants. Gwes a chronology of 
events since 1969 

CA EX JU ND SS 


La Reconnaissance au Canada du 
Statut de refugie au sens de la 
Convention 


par M Young. Ottawa  Bibhothèque du 
Parlement. Service de recherche. 1987 

14 p. Bibhogr. (Bulletin d'actualité . 86-26F) 
L'ed. anglaise (The Convention relugee ) sur 
la meme fiche 

ISBN 0-660-92124-3 

MICROLOG 88-00800 1 fiche 


Le processus de reconnaissance du statut de 
rétugé au sens de la Convention de Genève. 
tel qu'il est énoncé dans la Loi sur 
l'immigration. ser à déterminer si les 
personnes qui revendiquent ce statut y ont 
effectivement droit et peuvent bénéficier de la 
protection accordée aux rétugés au sens de la 
Convention. Ce processus sest avéré 
madéquat. tant au point de vue jundique que 
Pratique. Dans ce bulletin. on examine les 
mécanismes en vigueur actuellement et le 
projet de réforme contenu dans la loi C-55 
déposé en mai 1987 

CA EX JU ND SS 


ACCESS POINT 5/ACCES 5 

By series: look in the Series Title Index. 

Par collection: consulter |’ Index des titres de 
collections. 


Series Titles / Titres de collections 


Current issues review. Canada 

Library of Parliament. Research 

Branch 
86-26E The Convention refugee determination 
process in Canada. 
MICROLOG 88-00800,) fiche 
87-1E Forest management in Canada. 
MICROLOG 88-00834 1 fiche 
87-6E Reform of the personal income tax 
system. MICROLOG 88-00829 1 fiche 


Bulletin d’actualite. Canada. 

Bibliotheque du Parlement. Service 

de recherche 
86-26F La Reconnaissance au Canada du statut 
de réfugié au sens de la Convention 
MICROLOG 88-00800 
86-31F L'Autonome politique des Indiens. 
MICROLOG 88-00799 1 fiche 
87-5F La Station spatiale contribution du 
Canada. MICROLOG 88-0083C : fiche 


STEP 2/DEUXIÈME ÉTAPE 


A unified search strategy 

The search strategy should include all the monthly 
issues. Start with the most recent issue and work back. 
Monthly issues are cumulated annually. 


Etablir une stratégie de recherche unifiée 

La stratégie de recherche doit tenir compte de toutes 
les publications mensuelles, à commencer par les plus 
récentes. Chaque année, ces publications font l’objet 
d’une refonte. 


STEP 3/TROISIÈME ÉTAPE 


Retrieve the publication 

Each bibliographic citation gives a full description of 
the relevant document. Locate the document by the 
microfiche number in the library’s collection or order 
from Micromedia. Individual publications are 
available for purchase on microfiche or paper. The 
bibliographic description provides publisher source 


information. 


Repérer la publication 
Chaque notice bibliographique comprend une 


description complète du document; celui-ci peut 
être repéré grâce au numéro de microfiche de la 
bibliothèque; sinon, il faut le commander à 
Micromedia. On peut se procurer les monographies 
sur microfiches ou sur papier. La description 
bibliographique comporte également des indications 


sur l’éditeur. 


en | 
ER 


serra as 


——————— = 
"| SS \ 
a eae a | \ 


| \ 
86-265 | 
\ 


| as 


Current Issue Review 


THE CONVE 
NTION 

DETERMINATION REFUGEE 
PROCESS IN CANADA 


by | 


SAMPLE ENTRY /ENTRÉE PRINCIPALE TYPE 


The Convention refugee determination 


Title _ process in Canada 
by M. Young. Ottawa : Library of Parliament. 


a Branch. 1987. 13 p. Bibliogr. 


(Current issues review : 86-26E) 
French ed. (La reconnaissance au Canada...) 


on the same fiche. 


Author, Place of publication, 
Publisher, Date of publication, 


Pagination 
ISBN 0-660-12567-6 
Series statement MICROLOG 88-00800 1 fiche 
Notes The increase of refugee status claiming 
immigrants in Canada has led to a review of 
ISBN the immigration policy concerning this group. 
This report looks at the weaknesses of current 
Microfiche legislation which is linked to the Geneva ; 
Convention and its Protocol. studying Canada's 
past adherence to the rights afforded under its 


Accession Number 
protection. Also discusses public and 
Abstract on ent opinion on support for a 
humanitarian and generous refugee policy and 
questions of balancing efficiency with procedural 


Fiche collections fairness to claimants. Gives a chronology of 
events since 1969. 
CA EX JU ND SS 


| 
| Margaret Young 
| May 1987 | nl 
: | 
| | 
| | 
| Library of Re | 
se | 
| Pariament | Bran oan | 
La Reconnaissance au Canada du 
+> 7 statut de réfugié au sens de la 
Titre 5 
Convention 
Bibliothèque du 


par M. Young. Ottawa 
Parlement. Service de recherche. 1987. 
14 p. Bibliogr. “(Bulletin d'actualité : 86-26F) 


L'éd. anglaise (The Convention refugee...) sur 
la même fiche. 


Pagination es 
: ISBN 0-660-92124-3 
a cs MICROLOG 88-00800 1 fiche 
Notes 
Le processus de reconnaissance du statut de 
ens de la Convention de Genève, 


réfugié au s 
tel qu'il est énoncé dans la Loi sur 
l'immigration. sert à déterminer si les 
° personnes qui revendiquent ce statut y ont 
effectivement droit et peuvent bénéficier de la 
protection accordée aux réfugiés au sens de la 
Convention. Ce processus sest avéré 
inadéquat. tant au point de vue juridique que 
pratique. Dans ce bulletin, on examine les 
mécanismes en vigueur actuellement et le 
projet de réforme contenu dans la loi C-55 
déposé en mai 1987. 
CA EX JU ND SS 


Auteur, Lieu de publication, 
Editeur, Date de publication, 


ISBN 


Numéro d'ordre 
de la microfiche 


Résumé 


Collections de microfiches Eee 


FICHE COLLECTIONS 


Documents from CRI are available on microfiche through various 
subscription plans ranging from the complete collection to subsets by 
level of government (jurisdiction), geographic area, or subject. 
JURISDICTION COLLECTIONS 


Federal: titles issued at the federal level, both depository and non- 
depository 


Provincial: titles issued by provincial governments 


Local/Municipal: titles issued by local governments 


GEOGRAPHIC COLLECTIONS 

Alberta 

Atlantic Provinces: Newfoundland, N.S., N.B., P.EL. 
British Columbia 

Manitoba/Saskatchewan 


Northern Regions: N.W.T., Yukon Territory, Arctic regions 


Ontario 


Quebec 


SPECIAL COLLECTIONS 


Critical issues: documents from Canadian jurisdictions on issues that 
receive public attention and are the subject of debate 


Fisheries and Oceans Canada: documents published by the Dept. of 
Fisheries and Oceans 


Canada Centre for Mineral and Energy Technology (CANMET): 
documents published or contracted out by the Centre 


Depository Collection: documents published by the federal government 
issued through the Federal Depository Program 


FEARO: documents published by the Canadian Environmental 
Assessment Research Council (CEARC) and/or the Federal Environmental 
Assessment Research Office (FEARO) 


Non-Depository Collection: documents published by the federal 
government, not issued through the Federal Depository: Program. 
Available as a complete collection or as a science or social science 
sub-collection 


ONTERIS (ON COLLECTION): ONTERIS documents for which we have 
microfilming rights and which meet our inclusion policy 


CA 


PR 


MU 


AL 


AP 


BC 


MS 


NO 


ON 


QU 


CI 


CF 


CM 


DE 


FE 


ND 


COLLECTIONS DE MICROFICHES 


Les publications incluses dans IIRC sont en vente sur microfiches, 
en collection complète ou en collections plus petites regroupant des 
titres par juridiction, par aire géographique ou par matière. 
COLLECTIONS GOUVERNEMENTALES 


Fédéral : publications émises par le gouvernement fédéral, régies ou 
non par le Programme de dépôt 


Provincial : publications émises par les gouvernements provinciaux. 


Local/Municipal : publications émises par les gouvernements locaux 
et municipaux 


COLLECTIONS GÉOGRAPHIQUES 

Alberta 

Provinces de l'Atlantique : T.-N., N.-E., N.-B., Ile-du-Prince-Édouard 
Colombie-Britannique 

Manitoba et Saskatchewan 


Régions du nord : Territoires du Nord-Ouest, Yukon, régions 
arctiques 


Ontario 


Québec 


COLLECTIONS PARTICULIÈRES 


Sujets d'actualité : documents publiés au Canada et portant sur 
des questions d'intérêt public et des sujets de débat 


Pêches et Océans Canada : documents publiés par le Département 
des pêches et océans 


Centre canadien de la technologie des Minéraux et de l'énergie 
(CANMET) : documents publiés ou commandés par le Centre 


Programme de dépôt : documents publiés par le gouvernement 
fédéral régis par le Programme de dépôt : 


BFEEE : documents publiés par le Conseil canadien de recherche sur 
les évaluations environnementales (CCREE) et/ou le Bureau fédéral 
d'examen des évaluations environnementales (BFEEE) 


Collection non déposée : documents publiés par le gouvernement 
fédéral, non régis par le Programme de dépôt, disponible en collection 
complète ou en sous-collection Scientifique ou Sciences humaines. 


ONTERIS (COLLECTION ON) : documents d'ONTERIS pour lesquels 
nous avons les droits de microfilmage et qui satisfont à nos 
politiques d'inclusion 


Science: agriculture; energy; environment; fisheries; forestry; life 
sciences; natural resources, earth sciences and mining; physical 
sciences; planning, housing and construction industry; technology; 
telecommunications; transportation 


Social sciences: behavioural sciences; commerce and economics; 
culture, recreation and humanities; education; external affairs; health and 
medical care; justice. and law; labour; native peoples; public 
administration; public works; social affairs 


Statistics: statistical documents or documents containing a significant 
amount of statistical data 


SUBJECT COLLECTIONS 


Agriculture: agricultural chemistry and economics; agricultural 
equipment facilities and operations; agricultural resource surveys; 
agronomy, horticulture and plant pathology; animal husbandry and 
veterinary medicine; food technology 


Behavioural sciences: abuse; human behaviour; psychology; public 
opinion; suicide; survey methods 


Commerce and Economics: banking and finance; consumer affairs; 
domestic and international commerce, marketing and economics; foreign 
industry development and economics 


Culture, Recreation and Humanities: archaeology; arts; history and 
historic sites; libraries; lotteries; recreational activities; sports; theatre 


Education: community and school; educational legislation; educational 
research; issues related to school-aged children; learning; school and 
university funding; teacher collective bargaining and pension funds; 
teaching methods 


Energy: batteries and components; electric power production; fuel 
conversion processes; fuels; geothermal energy; heating and cooling 
systems; policies and regulations; resources; solar energy; supply and 
demand; transmission 


Environment: environmental assessment reports; environmental health 
and safety; environmental policy; pollution and control of air, noise, solid 
wastes, water, pesticides and radiation 


External Affairs: disarmament and. arms control; foreign affairs and 
policy; foreign aid; international relations and trade 


Fisheries: aquaculture; commercial fishing, fishing equipment and 
processing of fishery products; fish biology and habitat; fishing boat 
accidents; laws related to fisheries; sport fishing 


Forestry: afforestation and reforestation; forest ecology; forest fires 
and prevention; forest products; logging; pulp and paper industry; wood 
trade 


SS 


ST 


AG 


BS 


co 


CU 


ED 


EN 


EV 


EX 


FI 


FO 


Science : agriculture; énergie; environnement; pêche: planificatior 
logement et industrie de la construction: sciences de la vie 
ressources naturelles, sciences de la Terre et exploitation minière 
sciences physiques; sylviculture; technologie; télécommunications 
transport 


Sciences sociales : administration publique; affaires extérieures 
affaires sociales commerce et économie; culture, récréation e 
sciences humaines; éducation; justice et droit; population: 
autochtones; santé et soins médicaux; science du comportement 
travail; travaux publics 


Statistiques : documents statistiques ou contenant une quantitt 
importante de données statistiques 


COLLECTIONS PAR MATIÈRE 


Agriculture : agronomie, horticulture et pathologie végétale; chimie 
et économie de l'agriculture; élevage et science vétérinaire; 
installations et fonctionnement de l'équipement agricole; sondage sur 
les ressources agricoles; technologie alimentaire 


Science du comportement : comportement humain; méthodes de 
sondage; opinion publique; personne maltraitée; psychologie; suicide 


Commerce et économie : affaires et finances; commerce national 
et international: consommation; développement et économie de 
l'industrie étrangère; marketing et science économique 


Culture, loisirs et sciences humaines : activité récréative; 
archéologie; arts; bibliothèques; histoire et sites historiques; loteries; 
sports; théâtre 


Éducation: apprentissage; école et communauté; financement scolaire 
et universitaire; législation scolaire; méthodes d'enseignement; 
négociation collective et fonds de pension de l'enseignant; questions 
concernant les enfants d'âge scolaire; recherche en éducation 


Énergie : combustible; énergie géothermique; énergie solaire; offre 
et demande; piles et composantes; procédés de conversion du 
combustible: politiques et règlements; production d'électricité; 
ressources; systèmes de chauffage et de refroidissement; 
transmission 


Environnement : contrôle et pollution (air, bruit, déchets solides, 
eau, pesticides et radiation}; politique environnementale; rapports 
d'évaluation environnementaux; santé et sécurité de l'environnement 


Affaires extérieures : aide étrangère; commerce international 
désarmement et contrôle des armes; relations et politiques 
étrangères; relations internationales 


Pêche : accidents de bateaux de pêche; aquiculture; biologie et 
habitat du poisson; loi concernant la pêche; pêche commerciale, 
équipement de pêche et transformation des produits de la pêche; 
pêche sportive 


Forêts et sylviculture : écologie forestière; exploitation des forêts; 
feux de forêts et prévention des feux de forêts; industrie des pâtes 
et papiers; menuiserie; produits forestiers; reboisement 


Health and medical care: health care assessment and quality 
assurance; health care utilization; health-related cost; health services; 
public health and industrial medicine; technology; vital statistics 


Justice and law: coroner; corrections; courts; crime; human and civil 
rights; law reform; ombudsman; police activities 


Labour: arbitration and collective bargaining; job training and career 
development; personnel management, industrial relations and manpower 
studies; productivity; salary administration; unemployment 


Life sciences: anatomy; biology; botany; ecology; genetics; medicine; 
nutrition; pathology; physiology; zoology 


Native peoples: documents published about Canada's native peoples, 
or about issues involving them 


Natural resources, earth sciences and mining: cartography; geology 
and geophysics; hydrology and limnology; mineral industries; natural 
resource management; natural resource surveys; oceanography; snow, 
ice and permafrost; soil sciences 


Public administration: elections; federal, provincial and local 
government structure, operation and administration; government 
operations; intergovernmental relations; ombudsman; parliamentary 
process; public finance and budgetary papers; taxation 


Planning, housing and construction industry: architectural design and 
environmental engineering; construction management and techniques; 
land use planning; urban and regional planning 


Physical sciences: astronomy; chemistry; computer sciences; detection; 
engineering; manufacturing technology; materials science; mathematics; 
meteorology; nuclear science; ordnance; physics; space technology 


Public works: crown corporations; documents covering structures paid 
for by government funds for public use (e.g. roads, dams, post offices); 
emergency and fire services; public utilities 


Social affairs: adoption; aged; alcohol and drug problems; demography; 
families; handicapped; housing and public housing; minorities; public 
welfare; social issues; social services; veterans affairs; women 


Telecommunications: communication satellites; communications and 
broadcasting policy, regulation and technology; computer network 
communications; facsimile; information systems; mass media; postal 
service; publishing; telephones; use and planning of communications 


Transportation: air, marine, pipeline, railroad and road transportation; 
traffic planning and engineering; transportation safety; urban 
transportation 


HE 
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Santé et soins médicaux : assurance de la qualité et évaluation 
des soins médicaux; coûts reliés à la santé; exploitation des soins 
médicaux; santé publique et médecine industrielle; services médicaux; 
statistiques démographiques; technologie 


Justice et droit : activités policières; coroner; correction; cour: 
droits civiques et de la personne; Ombudsman; réforme de la loi 


Travail : arbitrage et négociation collective; chômage: études sur la 
gestion du personnel, les relations industrielles et la main-d'oeuvre: 
formation à l'emploi et évolution de carrière: productivité; salaires 


Sciences de la vie : anatomie; biologie; botanie; écologie; génétique; 
médecine; nutrition; pathologie; psychologie; zoologie 


Populations autochtones : documents publiés sur les peuples 
autochtones du Canada, ou sur des questions connexes 


Ressources naturelles, sciences de la Terre et mines : 
cartographie; géologie et géophysique; gestion des ressources 
naturelles; hydrologie et limnologie; industries minérales; neige, glace 
et permafrost; océanographie; sondages sur les ressources naturelles 


Administration publique : élections; finances publiques et 
documents budgétaires; fonctionnement gouvernemental: Ombudsman: 
processus parlementaire; relations intergouvernementales; structure, 
fonctionnement et administration des gouvernements fédéral, 
provinciaux et locaux; taxation 


Planification, logement et industrie de la construction : 
conception architecturale et génie environnemental; gestion et 
techniques de la construction: planification de l'utilisation des sols; 
planification urbaine et régionale 


Sciences physiques : artillerie; astronomie; chimie; détection: 
informatique; ingénierie; mathématiques; météorologie; physique; 
science des matériaux; sciences nucléaires; technologies de 
fabrication; technologie spatiale 


Travaux publics : documents portant sur les structures financées 
par les fonds gouvernementaux pour usage public (p. ex. routes, 
barrages et bureaux de poste); services d'urgence et d'incendie; 
service public; société d'état 


Affaires sociales : adoption; alcoolisme et toxicomanie; assistance 
publique; démographie; famille; femmes; logement et logement social; 
minorité; personnes âgées; personnes handicapées; questions d'aspect 
social; services sociaux; vétéran 


Télécommunications : communications et politique, règlement et 
technologie de radiodiffusion; communication par réseaux 
d'ordinateurs; édition; fac-similé; mass media: satellites de 
communication; service postal; systèmes d'information; téléphones: 
utilisation et planification des communications 


Transport : gestion et génie du transport: sécurité routière; 
transport aérien, maritime, par pipeline, ferroviaire et routier; 
transport urbain 


1993 Alternative Transportation Fuels 
Seminar 


Alternative Transportation Fuels Seminar (1993 : 
Burlington, Ont.). Downsview, ON : Ministry of 
Transportation, Strategic Transportation Research 
Branch, 1993. 184 p. : ill. 

MICROLOG 97-00841 (2 fiche) 


Compiles presentations from a seminar organised 
to share knowledge on alternative fuels for Ontario 
transit systems. Topics of presentations include 
buses powered by natural gas, propane, or 
methanol fuels; a particulate trap for diesel en- 
gines; economics of alternative fuels; and future di- 
rections in bus propulsion technology. 

EN EV ON PR SC TR 


1993 GO Rail passenger survey : survey 
processing and survey results 


SPK Consulting Inc. Downsview, ON : Ministry of 
Transportation, Transportation Systems Pianning 
Branch, Transportation Demand & Forecasting 
Office, 1994. vii, 203 p. : Maps 

MICROLOG 97-00834 (3 fiche) 


Presents results of a survey of GO Rail passengers 
leaving Union Station, Toronto, on all rail corridors 
in 1993. After describing the survey methodology 
and data processing procedures, the survey data 
summaries and tabulations are presented. Informa- 
tion given includes purpose of trip, access and 
egress mode, degree of use of GO Rail and public 
transit in the past week, length of time using cur- 
rent GO service, level of satisfaction, priorities for 
improvement, fare category, fare media (type of 
ticket or pass), and various passenger characteris- 
tics such as gender, age, occupation, income, 
household size, and whether the passenger had a 
car available. 

ON PR SC ST TR 


The 1995 British Columbia seafood 
industry : year in review 


Victoria : Ministry of Agriculture, Fisheries & 
Food, 1996. 8 p. : ill. 
MICROLOG 97-00952 (1 fiche) 


British Columbia’s seafood products are derived 
from over 80 different species of finfish, shelifish, 
and plants from the marine and freshwater environ- 
ments. This document presents performance high- 
lights, and statistics on landings, canned pack and 
prices for salmon, and wholesale and landed val- 
ues, and landings of groundfish, farmed and wild 
seafood. Activities are presented for sockeye, pink, 
canned and farmed saimon, herring, halibut, 
groundfish and shelifish. Licences and landings of 
marine plants and non-tidal commercial fisheries 
are included, along with significant events that hap- 
pened over the past year. 

BC CO FI PR SC ST 


1997 assessment valuation system 


Regina : Saskatchewan Assessment Management 
Agency, 1995. iv, 30 p. 
MICROLOG 97-00577 (1 fiche) 


Titles and Abstracts 


Titres et résumés 


Reviews the 1997 Assessment Valuation System, 
whose objective is to assess property at its fair val- 
ue as required by municipal acts in Saskatchewan. 
The system addresses the inequities inherent in the 
province’s present 1965-based system and updates 
it to reflect current Canadian assessment practices. 
Includes background on the development of the 
new system and comparisons with the 1965-based 
system. Tables outline the valuation procedures for 
land, buildings, and special purpose property. Also 
includes results of preliminary computer modelling 
of projected increases in assessment resulting from 
implementation of the new system. 

MS MU PA PR SS 


Aboriginal participation in the mining 
industry of Canada : annual report 1996 


Intergovernmental Working Group on the Mineral 
Industry. Sub-committee on Aboriginal Participa- 
tion in Mining. Ottawa : The Sub-committee, 
1996. ii, 58 p. 

MICROLOG 97-01148 (1 fiche) 


The Intergovernmental Working Group on the Min- 
eral Industry formed a Sub-committee, Native Par- 
ticipation in Mining to study all aspects of Native 
participation in mining. The Sub-committee’s ob- 
jectives are to document best practices, with a real- 
istic view to the Incidence of the costs and benefits 
of each and to identify new ways of matching Na- 
tive lifestyles with the mineral industry employment 
opportunities; to identify the concrete steps which 
governments, mining companies, Native groups 
and individuals can take to substantially boost Na- 
tive participation in mining; and to examine what, if 
any, incentives could be identified and what legal 
and structural barriers to development could be re- 
moved, in order to speed progress toward the goal 
of increased Native participation in mining. A report 
summary is given. The appendices include: in- 
creasing capacity in aboriginal communities 
through participation in mineral exploration and 
mining; joint ventures for economic development; 
case studies; the mining-aboriginal people demo- 
graphic relationship; selected federal government 
programs/policies for aboriginal participation in 
mining; and aboriginal participation in mining, six 
year of study. 

CA LA ND NP NR SC ST 


Access to Information and Privacy Acts : 
Annual report to Parliament 1995-96 


Canada. Dept. of Fisheries & Oceans. Ottawa : 
The Dept., 1996. 13, 15 p. 
MICROLOG 97-01063 (1 fiche) 


This annual report includes, for both the Privacy 
Act and the Access to Information Act, a statistical 
report, a description of the organization of activi- 
ties, complaints and investigations, and appeals. 
CA CF JU ND SS 


Access to the holdings of Nova Scotia 
libraries : final report — Abridged 


Prepared by Beaumont and Associates Inc. and 

Nordicity Group Ltd. Halifax : Dept. of Education 
& Culture, Nova Scotia Provincial Library, 1996. 

viii, 60 p. : iil. 

MICROLOG 97-01173 (1 fiche) 


The objective of this study was to determine a mod- 
el for providing public access to the holdings of 
Nova Scotia libraries. Additional objectives were to 
assess the availability of Nova Scotia library hold- 
ings information in machine-readable form; to de- 
termine appropriate linkages between existing 
automated library systems; to determine appropri- 
ate mechanisms for providing access to holdings 
information which were not readily available at 
present; and to develop a cost-effective resource 
sharing strategy consistent with the national strat- 
egy of the National Library of Canada. Parameters 
for the study were established through a survey of 
about 75 Nova Scotia libraries including regional, 
university, government, and special libraries. The 
survey gathered information on automated sys- 
tems, bibliographic databases, retrospective con- 
version, participation in networks, and future plans. 
Recommendations are provided in such areas as 
information technology architecture, library net- 
work access, resource sharing, and automation. 
AP CU PR SC TE 


Acidic Precipitation in Ontario Study : 
annual statistics of concentration and 
deposition, cumulative precipitation 
monitoring network, 1991 


Toronto : Ministry of Environment & Energy, 
1994. 76 p. (Report / Ontario. Air Resources 
Branch ; ARB-049-93) 

MICROLOG 97-00851 (1 fiche) 


Annual report of statistical summaries of analytical 
results obtained from the Acidic Precipitation in On- 
tario Study cumulative precipitation monitoring net- 
work. All available data is utilized in the calculations 
except results reported as unreliable or approxi- 
mate, or when concentration levels exceeded the 
upper limit of the range of the chemical analysis. 
Summaries include number of samples, mean 
(arithmetic /geometric), standard deviation (arith- 
metic/geometric), maximum, minimum, quartiles 
and precipitation weighted means using precipita- 
tion gauge depths where appropriate. Data are 
presented for precipitation concentration and wet 
deposition by station and by region. 

EV ON PR SC 


Acidic Precipitation in Ontario Study : 
annual statistics of concentration and 
deposition, daily precipitation and air 
monitoring network, 1991 


Toronto : Ministry of Environment & Energy, 
1994. 42 p. (Report / Ontario. Air Resources 
Branch ; ARB-051-93) 

MICROLOG 97-00852 (1 fiche) 


Summaries of analytical results obtained from the 
Acidic Precipitation in Ontario Study daily precipita- 
tion and air monitoring network. All available data 
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are utilized in the calculations except results report- 
ed as being unreliable or approximate, or when 
concentration levels exceeded the upper limit of 
the range of the chemical analysis. Summaries in- 
clude number of samples, mean, standard devia- 
tion, maximum, minimum, and quartiles. Data are 
presented by station and by region for precipitation 
concentration and wet deposition. 

EV ON PR SC 


Acidic Precipitation in Ontario Study : 
annual statistics of concentration, 
cumulative ambient air monitoring 
network, 1990 


Ontario. Atmospheric Research & Special Pro- 
grams Section. Special Studies & Research Man- 
agement Unit. Toronto : The Unit, 1994. 45 p. 
MICROLOG 97-00849 (1 fiche) 


Statistical summaries pertaining to the analytical re- 
sults obtained from the Acidic Precipitation in On- 
tario Study cumulative ambient air monitoring net- 
work. All available data are utilized in the calcula- 
tions except results reported as being unreliable or 
approximate. Data is presented by station and in- 
cludes the number of samples, maximum and mini- 
mum, arithmetic and geometric means and stan- 
dard deviations, and first, second and third quar- 
tiles. Analysis is given for sulphur dioxide, sul- 
phates, total sulphur, total nitrates, chloride, cal- 
cium, magnesium, potassium, sodium, iron. alumi- 
num, lead, manganese, copper, nickel, vanadium, 
zinc, cadmium, nitric, arsenic, and sulphate nyl. 

EV ON PR SC 


Acidic Precipitation in Ontario Study : 
annual statistics of concentration, 
cumulative ambient air monitoring 
network, 1991 


Toronto : Ministry of Environment & Energy, 
1994. 40 p. (Report / Ontario. Air Resources 
Branch ; ARB-050-93) 

MICROLOG 97-00850 (1 fiche) 


Statistical summaries pertaining to the analytical re- 
sults obtained from the Acidic Precipitation in On- 
tario Study cumulative ambient air monitoring net- 
work. All available data are utilized in the calcula- 
tions except results reported as being unreliable or 
approximate. Data is presented by station and in- 
cludes the number of samples, maximum and mini- 
mum, arithmetic and geometric means and stan- 
dard deviations, and first, second and third quar- 
tiles. Analysis is given for sulphur dioxide, sul- 
phates, total sulphur, total nitrates, chloride, cal- 
cium, magnesium, potassium, sodium, iron. alumi- 
num, lead, manganese, copper, nickel, vanadium, 
zinc, cadmium, nitric, arsenic, and sulphate nyl. 

EV ON PR SC 


Activités financées par le gouvernement 
fédéral par le biais de I’ Initiative de lutte 
contre la violence familiale, du 1er avril 
1991 au 30 novembre 1995 


Centre national d’information sur la violence dans 
la famille (Canada). Ottawa : le Centre, 1995. v, 
858 p. Bilingue (Activities funded by the...). 
MICROLOG 97-01086 (9 fiche) 


En février 1991, le gouvernement fédéral annonçait 
la mise en oeuvre d’une initiative quadriennale de 
136 millions de dollars pour lutter contre la vio- 
lence familiale, à laquelle participaient six min- 
istéres fédéraux et un organisme. Ce compte rendu 
renferme des renseignements sur les bénéficiaires 
de subventions (c.-a-d. les promoteurs de projets), 
le genre de travaux effectués, et le titre et le lieu de 
distribution des produits finals (présentation vidéo, 
manuels, lignes directrices et rapports, par exem- 
ple). Pour faciliter la consultation, ce rapport est 
divisé par province et territoire, d'est en ouest, et se 
termine par une section nationale. Les projets sont 
répertoriés selon l'endroit où se trouvent les bénéfi- 
claires, par exemple, un projet parrainé par une or- 
ganisation provinciale, régionale ou locale au Man- 
itoba figurera dans la section sur le Manitoba. Dans 


chaque section, les projets sont classés par ordre 
alphabétique des organisations bénéficiaires. Une 
page de titre sépare et identifie les sections provin- 
ciale, territoriales et nationale. Il est à noter que l'in- 
formation est présentée dans la langue où elle a 
été soumise au Centre. Cependant, tous les 
descripteurs sont bilingues. 

CA SA SS 


Activities funded by the federal 
government through the Family Violence 
initiative, April 1, 1991 to November 30, 
1995 


National Clearinghouse on Family Violence (Can- 
ada). Ottawa : The Clearinghouse, 1995. v, 858 p. 
Bilingual (Activités financées par le...). 
MICROLOG 97-01086 (9 fiche) 


In February 1991, the federal government an- 
nounced a four-year, $36 million, Family Violence 
Initiative invotving six federal departments and one 
agency. This report provides information on the 
funded recipients (i.e. the project sponsors), the 
type of work undertaken, and the titles and where- 
abouts of the final products (i.e. videos, manuals, 
guidelines, reports, etc.). For convenience, the re- 
port has been divided along provincial, territorial 
and national lines, moving from east to west and 
ending with a national section. Projects are catego- 
rized by location of funded recipient, and therefore 
a project sponsored a provincial, regional or local 
organisation in Manitoba will be located in the 
Manitoba section. Within each section, projects are 
arranged alphabetically by he recipient organiza- 
tion. A title page separates each section and identi- 
fies the provincial, territorial or national section. 
Piease note hat information is presented in the lan- 
guage in which it was submitted. 

CA CI ND SA SS 


Addictions Foundation of Manitoba : 
Annual report 1995-96 


Winnipeg : The Foundation, 1996. 62 p. : ill. 
MICROLOG 97-00807 (1 fiche) 


The Foundation provides prevention and treatment 
programs related to chemical misuse and depen- 
dency to individuals and communities, and con- 
ducts research into the negative effects of sub- 
stance abuse in order to promote the health and 
well-being of Manitobans. The annual report re- 
views the year’s highlights and its specific target 
group programs, under the Program Delivery Direc- 
torate. Included are financial statements, statistics 
and an organizational chart. 

BS HE MS PR SS 


Advanced house technologies assessment 
: supporting documentation 


Scanada Consultants Ltd. Ottawa : Dept. of Natu- 
ral Resources Canada, CANMET, Energy Sector, 
Energy Technology Branch, Energy Technology 
Centre, 1995. |, 264 p. : iil, Bibl. At head of title: 
Advanced Houses Program. CAN- 

MET 007SQ.23440-94-1408 

MICROLOG 97-00962 (3 fiche) 


The Advanced Houses Program has fostered the 
development of numerous innovative technologies 
which have the potential to drastically reduce ener- 
gy consumption and greenhouse gas emissions 
from the housing sector, while creating the oppor- 
tunity for domestic and export business growth. An 
assessment of Advanced House technologies was 
carried out to identify the most promising technolo- 
gies emerging from the Program and to determine 
appropriate government action to capitalize on the 
opportunities presented. This report compiles back- 
ground documents which provide detailed informa- 
tion on that assessment. It includes five sections: a 
documentation of the assessment framework and 
process; the results of two screening assessments 
of about 40 technologies; assessment sheets used 
to document and rank technologies during the 
screening steps; complete detailed assessments of 
nine promising technologies; and background data 


utilised in performing preliminary and detailed as- 
sessments, including housing stock data, energy 
performance characteristics, and market penetra- 
tion scenarios. 

CA CM EN ND PL SC 


Advanced houses technologies 
assessment : summary report 


Scanada Consultants Lid. Ottawa : Dept. of Natu- 
ral Resources Canada, CANMET, Energy Sector, 
Energy Technology Branch, Energy Technology 
Centre, 1996. iii, 39 p. At head of title: PERD 
and] Advanced Houses Program. CAN- 

MET 007SQ.23440-94-1408 

MICROLOG 97-00973 (1 fiche) 


The Advanced Houses Program has fostered the 
development of numerous innovative technologies 
which have the potential to drastically reduce ener- 
gy consumption and greenhouse gas emissions 
from the housing sector, while creating the oppor- 
tunity for domestic and export business growth. An 
assessment of Advanced House technologies was 
carried out to identify the most promising technolo- 
gies emerging from the Program and to determine 
appropriate government action to capitalize on the 
opportunities presented. Over 40 candidate techno- 
logies were submitted to a preliminary assessment, 
involving a screening based on energy and envi- 
ronmental benefits and on commercial potential. 
Detailed assessments were then completed of nine 
promising technologies. This report includes an 
overview of the assessment process and results of 
the preliminary and detailed assessments. It con- 
cludes with discussion of the implications of the de- 
tailed assessments and recommendations for ac- 
celerated commercialization. 

CA CM EN ND PL SC 


AECB staff annual assessment of the 
Bruce A Nuclear Generating Station for the 
year 1995 


Ottawa : Atomic Energy Control Board, 1996. iii, 
29 p. (Report / Canada. Atomic Energy Control 
Board ; INFO-0648) 

MICROLOG 97-00717 (1 fiche) 


This report presents AECB project staff's review of 
major licensing issues and operational perfor- 
mance of the station during the year, using Ontario 
Hydro reports and official corres and ob- 
servations of AECB staff at the site. The report is 
limited to aspects of the station performance that 
AECB staff considers to have safety significance. 
The review covers compliance, radiation safety, 
safety systems performance, events, operations 
and maintenance, station management, training, 
emergency response, safety analysis, quality assur- 
ance, and safeguards. 

CA EN ND ON PS SC 


AECB staff annual assessment of the 
Bruce B Nuclear Generating Station for the 
year 1995 


Ottawa : Atomic Energy Control Board, 1996. iii, 
29 p. : iil. (Report / Canada. Atomic Energy Con- 
trol Board ; INFO-0652) 

MICROLOG 97-00646 (1 fiche) 


The operation of the Bruce ‘B’ Nuclear Generating 
Station is monitored and licensing requirements 
are enforced by the AECB Bruce project staff, with 
appropriate support from other AECB personnel. 
The document looks at lonal safety in terms 
of compliance to regulations and operating licence, 
radiation safety, safety system performance, 
events, operations and maintenance, station man- 
agement, training, emergency response, safety 
analysis, quality assurance and safeguards. 

CA EN ND ON PS SC ST 
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AECB staff annual assessment of the 
Bruce Heavy Water Plant for the year 1995 


Ottawa : Atomic Energy Control Board, 1996. ili, 
12p. (Report / Canada. Atomic Energy Control 
Board ; INFO-0647) 

MICROLOG 97-00712 (1 fiche) 


This report is the AECB staff review of the perfor- 
mance of the Bruce Heavy Water Plant. Heavy wa- 
ter, also Known as deuterium oxide, is essential for 
the operation of the CANDU nuclear reactor, to 
moderate the fission reaction and cool the fuel. It is 
a prescribed substance and its production is regu- 
lated by the AECB. Provides information on compli- 
ance with the Atomic Energy Control regulations; 
public and worker health and safety; environmental 
protection, performance of special safety systems, 
events reported, plant operation and maintenance, 
plant management, training, emergency response, 
safety analysis, quality assurance, and safeguards. 
Conclusions and a glossary of technical terms are 
included. 

CA EN ND ON PS SC 


AECB staff annual assessment of the 
Darlington Nuclear Generating Station for 
the year 1995 


Ottawa : Atomic Energy Control Board, 1996. iii, 
22 p. (Report / Canada. Atomic Energy Control 
Board ; INFO-0651) 

MICROLOG 97-00663 (1 fiche) 


The operation of the Darlington Nuclear Generating 
Station is monitored and licensing requirements 
are enforced by the AECB project staff, with appro- 
priate support from other AECB personnel. The 
document looks at operational safety in terms of 
compliance to regulations and licences, radiation 
safety, safety system performance, events, opera- 
tions and maintenance, station management, train- 
ing, emergency response, safety analysis, quality 
assurance, safeguards, and the Tritium Removal 
Facility. 

CA EN ND ON PS SC 


AECB staff annual assessment of the 
Pickering A and B Nuclear Generating 
stations for the year 1995 


Ottawa : Atomic Energy Control Board, 1996. iii, 
32 p. : ill. (Report / Canada. Atomic Energy Con- 
trol Board ; INFO-0650) 

MICROLOG 97-00652 (1 fiche) 


The operation of Pickering Nuclear Generation Sta- 
tion (NGS) A Units 1-4, and Pickering NGS B Units 
5-8, is monitored to ensure compliance with licens- 
ing and safety requirements by the Atomic Energy 
Control Board (AECB) Pickering project office staff 
in cooperation with AECB staff in Ottawa. This re- 
port presents the AECB staff's review of major 
licensing issues and of the operational perfor- 
mance of Pickering NGS for the year. The report is 
limited to those aspects that AECB staff considers 
to have particular safety significance, such as com- 
pliance, public radiation control, in-station radiation 
control, the performance of special safety systems, 
operations and maintenance, station management, 
training, emergency response capability, safety 
evaluation and design changes, quality assurance 
and safeguards. 

CA EN ND ON PS SC ST 


AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for 
the year 1995 


Ottawa : Atomic Energy Control Board, 1996. ili, 
29 p. : iil. (Report / Canada. Atomic Energy Con- 
trol Board ; INFO-0649) 

MICROLOG 97-00718 (1 fiche) 


Review by AECB staff of the operation of Point 
Lepreau Nuclear Generating Station. The review Is 
based on information contained in the documents 
submitted by New Brunswick Power under the 
terms of the Operating Licence and on information 
gathered by AECB staff during routine site monitor- 


ing, Inspections and audits. The review covers 
compliance with legal requirements, operating 
licenses, in station radiation control, radiation ex- 
posure to the public, safety system performance, 
events reported to the AECB, operations and main- 
tenance, station management, training, emergency 
pric ta Safety analysis, quality assurance, and 


eg ? 
AP CA EN ND PS SC 


Aggregate Forum, developing an inventory 
that works for you : “Saeed cdertizes 


Compiled by PT. Bobrowsky, N.W.D. Massey, and 
PF. Matysek. Victoria : Ministry of Energy, Mines 
& Petroleum Resources, 1996. li, 61 p. : Bibl. (In- 
formation circular / British Columbia. Geological 
Survey Branch ; 1996-6 ISSN 0825-5431) 
MICROLOG 97-00917 (1 fiche) 


Presents proceedings of a forum on the manage- 
ment and mapping of aggregate resources in Brit- 
ish Columbia. Topics of forum presentations in- 
clude: geologic and societal aspects of aggregate 
resources and their t; economics of the 
aggregate market; trends in the production and use 
of aggregates in Canada; geology of British Colum- 
bia sand and gravel deposits; aggregate supply in 
British Columbia; planning for aggregate resource 
extraction; integration of aggregate data in land 
use planning; aggregate resource management; 
and aggregate resource assessment and model- 
ling. 

BC NR PR SC 


Aggregate resources inventory of the 
Bruce Mines to Blind River area 


By staff of the Sedimentary and Environmental 
Geoscience Section and staff of Dames & Moore, 
Canada. Toronto : The Section, 1995. v, 72 p. : 
iil., Maps, Bibl. (Ontario Geological Survey aggre- 
gate resources inventory paper / Ontario. Minis- 
try of Northern t & Mines ; 156 

ISSN 0708-2061) Fold. map not filmed. On cov- 
er: Canada-Ortario Northem Ontario Development 
Agreement, Minerals. \SBN 0-7778-3576-2 
MICROLOG 97-00892 (1 fiche) 


Includes an inventory and evaluation of sand and 
gravel resources, along with a discussion of bed- 
rock aggregate potential, for an area on the north 
shore of Lake Huron. The report is based on a de- 
tailed field assessment undertaken in 1992 and on 
previous studies completed in the area. A number 
of the sand and gravel deposits observed have 
been grouped together into six selected sand and 
gravel resource areas of primary significance. Ag- 
gregate products in these areas range from 
crushed gravel to a variety of gravelly sand and 
sand products, including granular sub-base and se- 
lect subgrade material. In addition, seven deposits 
are classed as being of secondary significance. 
The potential for quarry development in the Nipiss- 
ing diabase is also assessed, with discussion of 
factors that would influence quarry development. 
The appendix contains information on the area’s 
sand/gravel deposit geology and bedrock geology, 
as well as aggregate test specifications. 

NR ON PR SC 


Air infiltration rate of windows under 
temperature and pressure differentials 


By Armand Patenaude. Ottawa : Dept. of Natural 
Resources Canada, CANMET, Energy Sector, En- 
ergy Technology Branch, 1995. Iv, 97 p. : ill., Bibl. 
At head of title: PERD. CAN- 

MET 23440-3-9529/01-SQ 

MICROLOG 97-00975 (2 fiche) 


Describes a study conducted primarily to determine 
the influence of outdoor air temperature and pres- 
sure difference acting across different windows on 
the rate of air infiltration through windows. The test 
method used was a modified version of the ASTM 
E1424-91 standard. Study results are presented for 
tests on 22 windows. Types of windows tested in- 
clude casements, tilt-turn, awning, windows with 
horizontal sliders, and windows with vertical sliders. 


Frame and sash materials of these windows includ- 
ed aluminium, wood, and potyvinyi chloride. 
CA CM ND PL PS SC 


Air Pollution and Multiple Stresses : 
international meeting for specialists in air 
pollution effects on forest ecosystems 


R. Cox...et al., compilers. Fredericton : Natural 
Resources Canada, Canadian Forest Service-Al- 
lantic Centre, 1996. 402 p. : iil., Maps, Bibi. At 
head of title: IUFRO. ISBN 0-662-24845-7 CCG-P 
no. Fo18-42/1996E 

MICROLOG 97-00960 (5 fiche) 


Presents proceedings of an international confer- 
ence on the combined effects of air pollutants to- 
gether with other aspects of global change on all 
levels within forest ecosystems. Topics of papers 
presented include: air pollutants and natural 
stresses on forests; effects of single pollutants such 
as ozone, sulphur dioxide, carbon dioxide, and ni- 
trogen compounds; effects of pollutants in combi- 
nation; edaphic factors and nutrient cycling; effects 
of acid deposition; and inciting or predisposing fac- 
tors for forest decline. 

CA EV FO ND SC 


The Alberta advantage, 1996 


Edmonton : The Province, 1996. 16 p. : ill. 
MICROLOG 97-00649 (1 fiche) 


This document reviews the advantages of Alberta 
to investors, outlining the province’s achievements 
in the areas of economic development and govern- 
ment finance. Matters covered include the 
manufacturing and resource base, taxes, budgets, 
debt retirement, government downsizing, and 
financial management. Appropriate statistical data 
are included in graph form. 

AL CO PR SS ST 


Alberta. Alberta Economic Development & 
Tourism : Annual report 1995-96 


Edmonton : The Dept., 1996. 58 p. : iil. 
ISSN 1198-4627 
MICROLOG 97-01000 (1 fiche) 


This Dept.’s mission is to develop and facilitate a 
favourable business climate and infrastructure that 
promotes a competitive private sector in Alberta, 
alllowing the generation of new wealth and jobs. 
This report discusses the mission of each division 
and then reports on activities for branches and of- 
fices within the divisions. Divisions include: busi- 
ness finance; independent business and tourism 
development; industry, technology and forest de- 
velopment; tourism, trade and investment; corpo- 
rate and policy development; and corporate and 
public relations. Report includes financial reporting 
and provides revolving fund financial statements. 
AL CO PR SS ST 


Alberta. Alberta Environmental Protection : 
Annual report 1995-96 


Edmonton : The Ministry, 1996. 41 p. : ill. 
ISSN 1206-1344 
MICROLOG 97-01039 (1 fiche) 


The mission of the Ministry is to protect, enhance 
and ensure the wise use of the province’s environ- 
ment. The Ministry is comprised of the Dept. of En- 
vironmental Protection and the following 3 report- 
ing boards and one corporation: Environmental Ap- 
peal Board, Natural Resources Conservation 
Board, Special Waste Management Corporation, 
and Tire Recycling Management Board. This an- 
nual report provides information on the Dept., the 
boards and the Corporation. Includes an organiza- 
tional chart, the Ministry business plan, accom- 
plishments, goals, and performance measures. 
Financial statements are included. 

AL EV NR PR SC 
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Alberta. Alberta Family & Social Services : 
Annual report 1995-96 


Edmonton : The Ministry, 1996. 26 p. 
MICROLOG 97-01025 (1 fiche) 


Family & Social Services protects and promotes the 
social well-being of all Albertans by helping families 
to be responsible & accountable, helping adults to 
be Independent, and keeping children safe. This 
annual report looks at performance measures & 
then provides program reports (Child Welfare & 
Family Services, Handicapped Children’s Services, 
Day Care, Prevention of Family Violence, Income & 
Employment Programs, Public Guardian, Services 
to Persons with Disabilities). It also reports on the 
Commissioner of Services for Children, the Chil- 
dren’s Advocate, the Premier's Council in Support 
of Alberta Families, Alberta Social Care Facilities 
Review Committee, and Aboriginal Affairs. The doc- 
ument concludes with financial statements & an or- 
ganizational chart. 

AL PR SA SS 


Alberta. Alberta Justice : Annual report 
1995-96 


Edmonton : The Ministry, 1996. ili, 36 p. : ill. 
MICROLOG 97-00998 (1 fiche) 


The mission of the Dept. is to ensure equality and 
fairness in the administration of justice in Alberta. 
This annual report presents key performance mea- 
sures, the Government's wide indicators, program 
highlights and financial statements. Indicators in- 
clude the crime rate, youth crime, repeat offenders, 
and the fact that Alberta has a greater proportion of 
the population incarcerated than other jurisdictions. 
AL JU PR SS 


Alberta. Alberta Labour : Annual report 
1995-96 


Edmonton : The Ministry, 1996. 27 p. 
ISSN 0702-9667 
MICROLOG 97-01024 (1 fiche) 


Alberta Labour works to promote safe and health 
workplaces, quality working life, and comprehen- 
sive safety sysiems. The Dept. consists of two divi- 
sions: Issues and Regional Management, and Pro- 
fessional and Technical Services. In addition, the 
Dept. is responsible for the: Alberta Boilers Safety 
Association; Council on Professions and Occupa- 
tions; Labour Relations Board; Occupational Health 
and Safety Council; Petroleum Tank Management 
Association of Alberta; Safety Codes Council; 
Workers’ Compensation Board, and It’s Appeals 
Commission. This annual report provides an over- 
view of the Dept.’s divisions, as well as boards, 
councils and associations reporting to the Minister 
of Labour. Performance measures and results are 
provided, as well as financial tables. 

AL LA PR SS 


Alberta. Alberta Public Works, Supply & 
Services : Annual report 1995-96 


Edmonton : The Ministry, 1996. 38 p. : iil. 
MICROLOG 97-01023 (1 fiche) 


Public Works, Supply and Services is a central 
agency department responsible for providing com- 
mon services needed to support government pro- 
grams. It Ils responsible for providing capital infra- 
structure, accommodation, information technology 
and procurement services and functions to support 
government program delivery. Services are provid- 
ed through three core business units: property 
management, property development, and informa- 
tion technology and supply. This report provides a 
review of operations and major initiatives, results 
and performance measures, and financial reports. 
AL PA PR PW SS 


Alberta apartment vacancy and rental cost 
survey, 1996 


Edmonton : Alberta Municipal Affairs, Housing & 
Consumer Affairs, 1996. li, 125 p. ISSN 0823-3063 
MICROLOG 97-01021 (2 fiche) 


Results of the annual survey determining the va- 
cancy rates and rental costs in multi-family dwell- 
ings in most cities and towns in Alberta. Covers 
communities whose population was greater than 
1000 or where there were 30 or more rental suites. 
Survey does not include Edmonton or Calgary. 
Only non-subsidized housing are included. In 
smaller towns, store top suites with fewer than four 
units were also included, as they represent a signif- 
icant number of the rental units. 

AL PR SA SS ST 


Alberta Council on Admissions & Transfer : 
Annual report 1995-96 


Edmonton : The Council, 1996. 32 p. : iil. 
ISSN 0383-5057 
MICROLOG 97-01022 (1 fiche) 


The Council serves as a body through which Alber- 
ta’s post-secondary institutions work cooperatively 
to ensure effective transferability of students. The 
Council’s main objective is the enlargement of edu- 
cational opportunities for Alberta students through 
inter-institutional transfer. This report reviews the 
Council's activities for the fiscal year, including re- 
search studies on student transfer and student ap- 
plications, initiatives to improve communications 
and optimize the effectiveness of transfer, and pub- 
lication of the Alberta Transfer Guide. Statistics are 
Included on student transfer patterns. Appendices 
Include the Council's principles, policies, and pro- 
cedures, an outline of the Alberta Transfer Model, 
and a list of Council publications. 

AL ED PR SS ST 


Alberta economic accounts, 1994 


Edmonton : Alberta Treasury, 1995. 56 p. : ill. 
ISSN 0319-4264 
MICROLOG 97-01019 (1 fiche) 


The publication is divided into parts. The first part 
provides a brief description of how the Alberta 
economy performed for the year, a description of 
the data revisions that have been incorporated into 
the publication this year, and an explanation of the 
basic concepts of economic accounts and their 
measurement. The next sections contains data 
tables for the income and expenditure accounts, in 
both current and constant dollars, plus more de- 
tailed tables that present the accounts by sector 
and industry, provides a breakdown of exports, and 
describes consumer expenditures and personal in- 
come. The final section provides brief definitions or 
explanations of terms which appear throughout the 
accounts. 

AL CO PA PR SS ST 


Alberta economic accounts, 1995 


Edmonton : Alberta Treasury, 1996. 56 p. : iil. 
ISSN 0319-4264 
MICROLOG 97-01018 (1 fiche) 


The publication is divided into parts. The first part 
provides a brief description of how the Alberta 
economy performed for the year, a description of 
the data revisions that have been incorporated into 
the publication this year, and an explanation of the 
basic concepts of economic accounts and their 
measurement. The next sections contains data 
tables for the income and expenditure accounts, in 
both current and constant dollars, pius more de- 
tailed tables that present the accounts by sector 
and industry, provides a breakdown of exports, and 
describes consumer expenditures and personal in- 


Alberta. Office of the Information & Privacy 
Commissioner : Annual report 1995-96 


Edmonton : The Office, 1996. 17 p. : il. 
MICROLOG 97-01053 (1 fiche) 


The Office is responsible for a broad range of func- 
tions relating to access to information and protec- 
tion of privacy issues under the Freedom of Infor- 
mation and Protection of Privacy Act. Some func- 
tions include requests for advice and recommenda- 
tions under the Act, requests for review of decisions 
of public bodies relating to access to information, 
and complaints relating to privacy issues, as well as 
other matters. This annual report presents some 
background to the establishment of the Office 
under the Act, the Office’s mandaie, staff and ob- 
jectives for the next few years. The process to re- 
quest for a review and inquiry is discussed, as well 
as a retrospect of the past year, which includes sta- 
tistical information on cases, requests and com- 
plaints, and summaries of selected reviews and 
complaints, inquiries, and advice and recommen- 
dations. The budget is presented as well. 

AL JU PA PR SS 


Alberta Personnel Administration : Annual 
report 1995-96 


Edmonton : The Administration, 1996. 15 p. : ill. 
MICROLOG 97-00695 (1 fiche) 


The mission of the Office is to develop corporate 
human resource strategies and policy frameworks 
to enable departments to fulfil their business plans 
and to achieve the preferred future of the Alberta 
public service. This report presents function re- 
views, regulatory reform, priority goals, information 
on core businesses, and insurance plans. Includes 
profiles of the Alberta public service. 

AL LA PA PR SS ST 


Alberta profile, social and health indicators 
of alcohol and drug abuse : 1996 update, 
now including regional authorities — 4th 


By Wes Slavik. Edmonton : Alberta Alcohol & 
Drug Abuse Commission, 1996. 81 p. : Maps 
MICROLOG 97-01020 (2 fiche) 


Provides a compilation of Alberta-specific alcohol 
and drug consumption and abuse indicators. The 
indicators profiled include retail liquor sales, densi- 
ty of retail liquor outlets, alcohol- and tobacco-relat- 
ed diseases, deaths and crimes related to sub- 
stance abuse, alcohol-related motor vehicle colli- 
sions, prescription drugs dispensed, admissions to 
drug treatment facilities, and selected population 
demographics. The data are presented by Regional 
Health Authority and Alcohol & Drug Abuse Com- 
mission service area boundaries, and are standard- 
ized as either per capita rates or percentages. Data 
are ranked to enable comparisons across service 
areas. 

AL BS Cl HE PR SA SS ST 


Alberta. Safety Codes Council : Annual 
report 1994 
Edmonton : The Council, 1995. 16 p. 
MICROLOG 97-01029 (1 fiche) 


The Safety Codes Council is the organization that 
sets and oversees safety standards throughout the 
province and oversees the accreditation and certifi- 
cation provisions of the Act. This report gives an 
overview of the Act and the Council, and provides 
reporis from the committees which include mem- 
bers, activities and directions. These committees 
include the following: Co-ordinating, Amusement 
Rides, Boilers and Pressure Vessels, Building, Elec- 
trical, Elevators, Fire, Gas, Passenger Ropeway, 


come. The final section provides brief definitions or ane oe 
explanations of terms which appear throughout the PREPWESS 
accounts. 
AL CO PA PR SS ST 
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Alberta. Safety Codes Council : Annual 
report 1995 
Edmonton : The Council, 1996. 16 p. 
MICROLOG 97-01028 (1 fiche) 


The Safety Codes Council is the organization that 
sets and oversees safety standards throughout the 
province and oversees the accreditation and certifi- 
cation provisions of the Act. This report gives an 
overview of the Act and the Council, and provides 
reports from the committees which include mem- 
bers, activities and directions. These committees 
include the following: Co-ordinating, Amusement 
Rides, Boilers and Pressure Vessels, Building, Elec- 
trical, Elevators, Fire, Gas, Passenger Ropeway, 
and Plumbing. 

AL PR PW SS 


Alberta Science & Research Authority : 
Annual report 1995-96 


Edmonton : The Authority, 1996. 13 p. 
MICROLOG 97-01054 (1 fiche) 


The mission of the Alberta Science and Research 
Authority is to enhance the contribution of science 
and research to the sustainable prosperity and 
quality of life of all Albertans. Presents a chronol- 
ogy describing some of the important events during 
the reporting period, a description of the Authority 
Board, staff, mandate, accomplishments, key activi- 
ties and results, and a list of reports produced by 
the Authority. A financial report is presented, as 
well as a list of names, rotes/responsibilities, and 
affiliation of Board members, staff, and task force 
members. 

AL PR PS SC 


Alberta’s agri-food exports, 1995 


Edmonton : Alberta Agriculture, Food & Rural De- 
velopment, Market Analysis & Statistics Branch, 
1996. li, 125 p. : H., Maps 

MICROLOG 97-00969 (2 fiche) 


Annual report covering the calendar year provides 
estimates of out-of-province exports and out-of- 
country exports. The latter, reported on a customs 
basis, are presented in two sections, the first detail- 
ing exports by commodity and the second detailing 
exports by country of destination. Data covers all 
types of meat, dairy, poultry and cereals. Informa- 
tion is mainty taken from Statistics Canada publica- 
tions. 

AG AL CO EX PR SC ST 


Alternatives to hierarchy in feminist 
organization design : a case study 


By Marilyn E. Laiken. Toronto : Ontario Institute 
for Studies in Education, 1993. 15 p. : Bibi. (OISE 
project / Ontario Institute for Studies in Education 
; 53-3054) Presented at the Organization Devel- 

World Congress. ONTERIS ON08367 
MICROLOG 97-01124 (1 fiche) 


Presents the notes for a conference presentation 
about the structural nature of a particular feminist 
organization referred to as The Refuge. The case 
study outlines the function of the organization 
which offers advocacy services for women who are 
victims of violence, the nature of the structural di- 
lemma that it faced, and how intervention ad- 
dressed these problems. 

ED ON OR PR SA SS 


Amélioration des services de garde 
d’enfants en Ontario 


Examen des services de garde d'enfants de |’On- 
tario. Toronto : l'Examen, 1996. 48 p. L’éd. an- 
gaise (improving Ontario’s child care...) sur la 
même fiche. ISBN 0-7778-5629-8 

MICROLOG 97-00867 (2 fiche) 


L'objectif premier de toute société est de bien pren- 
dre soin de ses enfants. A une époque où la situa- 
tion économique est difficile et les ressources sont 
limitées, cela représente un défi de taille pour les 
parents et le gouvernement. Pour permettre de 


mieux comprendre les aspects complexes et les 
questions clés entourant les changements pro- 
posés, le rapport a été divisé en sept parties : sur- 
vol des services actuels et de leur fonctionnement; 
processus de consultation et résumé des conclu- 
sions; défis à relever; aperçu des principes direc- 
teurs utilisés pour les orientations proposées; situa- 
tion actuelle, questions à régler et orientations pro- 
posées; stratégies connexes pour effectuer les 
Changements; et, liste des orientations proposées. 
ON PR SA SS 


Améliorer le Régime de pensions du 
Canada : rapport 


Conseil national du bien-être social (Canada). Ot- 
tawa : le Conseil, 1996. ii, 43 p. : Bibl. L’éd. an- 
gaise (Improving the Canada Pension Plan...) : 
96-07484/1. ISBN 0-662-81493-2 GCC-E 

no H68-39/1996F 

MICROLOG 97-00713 (1 fiche) 


Dans ce , NOUS exposons plus en détail nos 
attentes à l'endroit du Régime de pensions du Can- 
ada. Nous revoyons d'abord certains des mythes et 
des idées fausses concemant le Régime de pen- 
sions du Canada qui ont fait obstacle à toute dis- 
cussion intelligente au sujet du Régime. Le chapitre 
2 revoit les propositions de financement de régime 
permanent du RPC et recommande que les 
gouvernements envisagent plutôt d'élargir la base 
des gains cotisables. Le chapitre 3 avance cer- 
taines améliorations possibles des prestations du 
RPC et critique carrément les coupures proposées 
dans le document de consultation. Le gouverne- 
ment du Québec a déjà rejeté d'emblée les 
coupures dans son propre document de consulta- 
tion sur les changements possibles du Régime de 
rentes du Québec, le pendant du Régime de pen- 
sions du Canada. Le chapitre 4 comporte une cri- 
tique de la recherche qui a mené au document de 
consultation sur le RPC ainsi qu’une revue des 
préoccupations de longue date du Conseil concer- 
nant le manque de transparence qui caractérise 
l'administration du RPC par les gouvernements. 

CA DE SA SS 


Une Analyse de l’arrière-pays du port de 
Trois-Rivières 


Par Daniel Gagnon. Montréal : Université de Mon- 
tréal, Centre de recherche sur les transports, 
1996. 23 p. : Cartes géogr., Bibl. (Publication / 
Université de Montréal. Centre de recherche sur 
les transports ; no 96-33) 

MICROLOG 97-00968 (1 fiche) 


Cette recherche tente de démontrer, pour le port de 
Trois-Rivières, des aspects de son arriére-pays. 
Nous étudions dans ce document les liens actuel 
entre le port de Trois-Rivières et des industries ou 
des entreprises de la région. A l’aide d’une matrice 
faisant état de ces liens, nous pouvons déterminer 
l'intensité des liens et ainsi, l'apport économique 
du port a la région. 

MU PR QU SC TR 


Analysis of quality control tests done by 
the Canadian power utilities on their 
external dosimetry systems, June 1988 to 
May 1993 


By KA Butt and G.S. Poirier. Ottawa : Atomic En- 
ergy Control Board, 1995. li, 15 p. (Report / Can- 
ada. Atomic Energy Control Board ; 
INFO-0301-1) 

MICROLOG 97-00632 (1 fiche) 


The Canadian nuclear power utilities use thermo- 
luminescent dosimetry systems to perform their 
own external beta/gamma dosimetry. To ensure 
these systems perform satisfactorily, they are sub- 
jected to routine quality control testing by their par- 
ent organizations. This report analyses the test re- 
sults for June 1988 to May 1993 using the pass cri- 
terion which was originally agreed upon by the or- 
ganisations involved and which is described in the 
report. The analysis offers and indication of the 
performance of the different sites which operate a 


dosimetry service. Comparisons are made with 
each site’s performance during June 1985 to May 
1988 as summarised in a previous report. Finally, 
recommendations are made to help the organisa- 
tions refine their dosimetry. 

CA EN LA LS ND PS SC 


Analytical methodology for detection and 
confirmation of drugs in equine body 


fluids, vol. Il : respiratory drugs 


Editors: AJ. Stevenson...et al. Ottawa : Agricul- 
ture & Agri-Food Canada, Canadian Pari-Mutuel 
Agency, 1996. 220 p. : iil., Bibl. 

ISBN 0-660-16610-0 CCG-P no. A42-68/2-1996E 
MICROLOG 97-00747 (3 fiche) 


This volume contains a series of reports covering 
the analytical methodology used for detection and 
confirmation of the presence of respiratory drugs in 
horses. Each report provides information on the 
drug's chemistry, administration and collection pro- 
tocols, analytical methodology (including sample 
preparation, instrumentation used, quality control), 
and the screening, quantitative, and confirmation 
results. Quantitative results include detection limits, 
peak concentration range, time to peak, and time 
of latest detection. Drugs covered in this volume in- 
clude caffeine, camphor, clenbuterol, dex- 
tromethorphan, ephedrine, glycopyrrolate, salbu- 
tamol, terbutaline, and tripelennamine. 

CA LS ND SC 


Annual report as required by the Criminal 
Code of Canada, section 195(5), 1995 


Prince Edward island. Dept. of Justice. Charlotte- 
town : The Dept., 1996. 4 p. 
MICROLOG 97-00836 (1 fiche) 


Annual report presented giving information under 
each area of section 195 of the Criminal Code. In- 
cludes such information as applications and au- 
thorizations made for renewals, granted or refused, 
persons identified or not identified, persons arrest- 
ed, and the number of criminal proceedings or in- 
vestigations, and prosecutions made. 

AP JU PR SS ST 


Annual traffic safety report, 1994 & 1995 


Halifax : Transportation & Public Works, 1996. 
92 p. : ill. 
MICROLOG 97-00580 (2 fiche) 


This annual report provides an overview of the 
who, what, when, where, and how of traffic acci- 
dents occurring in the province, particularly those 
resulting in death or injury. Data on traffic accidents 
are gathered through accident reports required for 
all traffic accidents resulting in death, injury, or 
property damage. The report contains data from 
these accident reports, including injuries, fatalities, 
and contributing factors such as weather condition, 
road condition, driver and pedestrian action, and 
alcohol invotvement. Also included are trends in 
traffic accidents. 

AP PR SC ST TR 


Annuities annual report, 1994-95 


Ottawa : Human Resources Development Can- 
ada, 1995. 13, 13 p. 
MICROLOG 97-00694 (1 fiche) 


The Government Annuities Improvement Act of 
1975 formally ended the sale of government annui- 
ties. The Annuities Branch coniinues to administer 
government annuity contracts now under payment 
and those to come under payment in future years. 
This report gives branch workload statistics, a valu- 
ation of government annuities as of fiscal year-end, 
an auditor’s report, and financial statements. 

CA CO DE SS 


Copies of these documents are available from: 


Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 5 


(613) 237-4250 FAX (613) 237-4251 


MICROLOG 


Titres et résumés 


février 1997 


rr —— 


Anti-personnel land mines : an annotated 
bibliography 
Ottawa : Dept. of Foreign Affairs & International 


Trade, 1996. iii, 114 p. 
MICROLOG 97-01070 (2 fiche) 


Contains annotated bibliographic references to 
publicly available material on the subject of the 
control of anti-personnel land mines, published be- 
tween 1990 and August 1996. Citations are organ- 
ized in three parts: reports and resolutions of inter- 
national organizations; scholarly publications; and 
internet resources. Two annexes are included, the 
first reproducing the full text of the revised Protocol 
Il on land mines of the Convention on Certain Con- 
ventional Weapons of May 1996, and the second a 
full reprint of the original 1980 text of the Protocol. 
Includes author index and an index of mine-af- 
fected countries referred to in the bibliography. 

CA Cl EX ND PS SC 


Appeal mechanisms review : final report 


Provincial Health Council of Alberta. Edmonton : 
The Council, 1996. 25 p. : ill. 
MICROLOG 97-01051 (1 fiche) 


Presents findings and recommendations of a re- 
view of the complaints and appeals procedures in 
the Alberta health system. The review process in- 
cluded gathering of information about current ap- 
peals mechanisms, as well as consultation with in- 
dividuals who had experience with the appeals and 
complaints system. Major issues identified in the 
findings include system complexity, connections 
between complaints and appeals mechanisms in 
the health system and other sectors, the need for a 
concerns resolution process, and lack of integra- 
tion. Recommendations for reform are made with 
regard to: health service delivery organizations, 
provincial entities, feedback and system improve- 
ment, reporting to the public, interjurisdictional dis- 
putes, and interdepartmental linkages. Appendices 
include a list of characteristics of an ideal concerns 
resolution system and a suggested model for the 
Alberta concems resolution system. 

AL HE PR SS 


Apprenticeship training, now and the 
future 


By M.G. Andrews. St. John’s : Provincial Appren- 
ticeship Training Board, 1995. 32 p. 
MICROLOG 97-00634 (1 fiche) 


The Newfoundland Provincial Apprenticeship 
Board conducted a review of the industrial training 
process in the province and of possible changes to 
current legislation (the Industrial Training Act). This 
report discusses the main issues as seen by the 
Board in its review, including the problems affect- 
ing the quality and efficiency of apprenticeship 
training, the roles of various stakeholders (employ- 
ers, educational institutions, trade unions, govern- 
ment agencies), equity, certification, designation of 
new trades and occupations, cross-trades training, 
and national standards. The review provides a ba- 
sis and rationale for the conclusions regarding the 
present system and the recommendations for the 
future. The final chapter suggests some legislative 
changes. 

AP ED LA PR SS 


Aquatic macrophyte survey, Bay of Quinte, 
1994 


Marshall Macklin Monaghan Ltd. Kingston, ON : 
Ministry of Environment & Energy - Kingston, Bay 
of Quinte Remedial Action Plan, 1995. 54 p. : 
Maps, Bibl. (Technical report / Bay of Quinte RAP 
Coordinating Committee ; #18) On cover: The 
big cleanup : Bay of Quinte Remedial Action Plan. 
On back cover: Canada-Ontario Agreement Re- 
specting Great Lakes Water Quality. 

ISBN 0-7778-5321-3 

MICROLOG 97-00868 (1 fiche) 


Presents results of an echo sounder/Loran C tran- 
sect survey of the aquatic plant community at five 
index sites established in the Bay of Quinte, On- 


tario. Sampling and survey met are de- 
scribed. Results presented include aquatic plant 
distribution, species composition, stem density and 
frequency, and biomass. 

LS MU ON PR SC 


Art Gallery of Ontario : Annual report 
1985-86 


Toronto : The Gallery, 1986. 51 p. : iil., Bibl. 
MICROLOG 97-01140 (1 fiche) 


This document reports from the president 
& director & gives important statistics. Next It dis- 
cusses acquisition of art objects & exhibitions (list- 
ing each), programs & resources, volunteers, & the 
annual fund-raising campaign. Staff members are 
listed & financial statements are provided. 

CU ON PR SS 


Art Gallery of Ontario : Annual report 
1986-87 


Toronto : The Gallery, 1987. 52 p. : iil., Bibl. 
MICROLOG 97-01145 (1 fiche) 


This document provides reports from the president 
& director & gives important statistics. Next it dis- 
cusses acquisition of art objects & exhibitions (list- 
ing each), programs & resources, volunteers, & the 
annual fund-raising campaign. Staff members are 
listed & financial statements are provided. 

CU ON PR SS 


Art Gallery of Ontario : Annual report 
1987-88 


Toronto : The Gallery, 1988. 52 p. : ill., Bibl. 
MICROLOG 97-01143 (1 fiche) 


This document provides reports from the president 
& director & gives important statistics. Next it dis- 
cusses acquisition of art objects & exhibitions (list- 
ing each), programs & resources, volunteers, & the 
annual fund-raising campaign. Staff members are 
listed & financial statements are provided. 

CU ON PR SS 


Art Gallery of Ontario : Annual report 
1988-89 


Toronto : The Gallery, 1989. 52 p. : ill. 
MICROLOG 97-01144 (1 fiche) 


This document provides reports from the president 
& director & gives important statistics. Next it dis- 
cusses acquisition of art objects & exhibitions (list- 
ing each), programs & resources, volunteers, & the 
annual fund-raising campaign. Staff members are 
listed & financial statements are provided. 

CU ON PR SS 


Art Gallery of Ontario : Annual report 
1989-90 


Toronto : The Gallery, 1990. 52 p. : ill. 
MICROLOG 97-01142 (1 fiche) 


This document provides reports from the president 
& director & gives important statistics. Next it dis- 
cusses acquisition of art objects & exhibitions (list- 
ing each), programs & resources, volunteers, & the 
annual fund-raising campaign. Staff members are 
listed & financial statements are provided. 

CU ON PR SS 


Art Gallery of Ontario : Annual report 
1990-91 


Toronto : The Gallery, 1991. 52 p. : ill 
MICROLOG 97-00758 (1 fiche) 


This document provides reports from the president 
& director & gives important statistics. Next it dis- 
cusses acquisition of art objects & exhibitions (list- 
ing each), programs & resources, volunteers, & the 
annual fund-raising campaign. Staff members are 
listed & financial statements are provided. 

CU ON PR SS 


Arts support, 1995-96 


Manitoba Arts Council. Winnipeg : The Council, 
1996. 22 p. 
MICROLOG 97-00805 (1 fiche) 


The aims and objects of the Council are to promote 
the study, enjoyment, production and performance 
of works in the arts. This document provides infor- 
mation on grants to organizations and individuals 
by area of work: arts education and 

performing arts (dance, music, theatre), visual arts, 
touring, writing and publishing, and the Manitoba 
Artists’ Bank. 

CU MS PA PR SS 


Aspen managers’ handbook for British 
Columbia 


By Everett B. Peterson and N. Merle Peterson. 
Victoria : Canada-British Columbia Partnership 
Agreement on Forest Resource Development: 
FRDA II, 1995. x, 110 p. : ji., Maps, Bibl. (FRDA 
report / Canada-British Columbia Partnership 
Agreement on Forest Resource Development: 
FRDA Il ; 230 ISSN 0835-0752) 

ISBN 0-7726-2441-0 

MICROLOG 97-01077 (2 fiche) 


This handbook compiles information about issues 
that foresters involved with aspen in British Colum- 
bia are likely to face. After an introduction on aspen 
management and on the ecosystems that support 
aspen in British Columbia, the handbook presents 
sections covering aspen biology and silvics, 
managing aspen where aspen biomass production 
and perpetuation of aspen standing crop are the 
key objectives, managing aspen in company with 
conifers, and managing aspen for non-timber re- 
source uses such as wildlife habitat enhancement. 


Includes glossary. 
BC CA FO ND PR SC 


Assemblages d’oiseaux en hiver dans des 
parcs urbains de 39 villes des basses- 
terres du Saint-Laurent : richesse, habitat 


et comparaison biogéographique 


François Morneau..et al. Sainte-Foy, PQ : En- 
vironnement Canada, Direction de la conserva- 
tion de l’environnement, Service canadien de la 
faune, Région du Québec, 1996. x, 127 p. : Hil, 
Bibl. (Série de rapports techniques / Service 
canadien de la faune ; no 258 ISSN 0831-6481) 
ISBN 0-662-81452-5 GCC-E no CW69-5/258F 
MICROLOG 97-00643 (2 fiche) 


Les objectifs de cette étude sont d'évaluer la varia- 
bilité et la représentativité d'inventaires de l'avi- 
faune réalisés en 1995 en hiver dans des parcs ur- 
bains; décrire les assemblages d'oiseaux des parcs 
urbains en hiver dans les Basses-terres du Saint- 
Laurent; et, identifier les éléments qui siructurent 
les assemblages d'oiseaux dans les parcs en hiver, 
en considérant des facteurs mesurés à l'échelle 
des biotopes, du paysage et biogéographique. 

CA LS ND QU SC 


Assessment of field training for nuclear 
operations personnel 


By Michael White. Ottawa : Atomic Energy Con- 
trol Board, 1995. x, 40 p. : jil., Bibl. (Report / Can- 
ada. Atomic Energy Control Board ; INFO-0582) 
MICROLOG 97-00630 (1 fiche) 


Describes a process to assess the effectiveness of 
on-the-job training for field operators in the nuclear 
industry, and includes results of initial assessment 
at Pickering Nuclear Generating Station. Assess- 
ment procedures included reviews of corporate pol- 
icies and practices to compare with utility standards 
and industry guidelines; reviews of station and 
training department policies; field observations of 
job tasks by qualified operators and of the imple- 
mentation of the on-the-job training program; and 
interviews with station and training personnel. 

CA EN LA ND SS 


Pour des copies de ces publications, contacter: 


5 Micromedia Ltd., 240 Catherine St. Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-4251 


February 1997 


Titles and Abstracts 


MICROLOG 


An Assessment of the benefits and costs 
of the Manitoba Lotteries Corporation 


By Mike Ross. Winnipeg : KPMG, 1995. 97 p. : iill., 
Bibl 


MICROLOG 97-01074 (2 fiche) 


Presents a study launched to summarize the eco- 
nomic benefits and potential social costs associat- 
ed with gaming in Manitoba. Study methods includ- 
ed a review of the literature on the economic bene- 
fits and costs of legalized gambling and a quantita- 
tive economic analysis of the Manitoba Lottery Cor- 
poration, beneficiary groups, and the province's 
economic performance. The study includes a defi- 
nition of economic benefits and costs; a brief over- 
view of the current state of the gaming industry in 
Manitoba and likely trends; an analysis of the eco- 
nomic impact of gaming in Manitoba, taking into 
account direct, indirect, and induced effects; an ex- 
amination of effects of gaming on specific sectors 
in the Manitoba economy, including charitable 
gaming and small business; identification of social 
costs such as crime and problem gambling; and a 
critical review of a 1995 report analyzing the net so- 
cial benefits from legalized gambling in Manitoba. 
CO CU MS PR SA SS ST 


Atiantic Fisheries Restructuring Act : 
Annual report 1995-96 


Ottawa : Dept. of Fisheries & Oceans, 1996. 5, 
5 p. Bilingual. 
MICROLOG 97-01062 (1 fiche) 


Annual report on the Act, passed in 1983 and au- 
thorizing the Minister of Fisheries and Oceans to in- 
vest in and provide financial assistance for the res- 
tructuring of Atlantic fishery enterprises, in order to 
facilitate the development of economically viable 
and competitive Atlantic fisheries. This report re- 
views the acquisition, pledge and disposal of 
shares during the year; contributions, loans and 
guarantees; appropriations; and financial state- 
ments. 

AP CA CF FI JU SC 


Atias of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : 
marsh-nesting terns on Lake Huron and 
the lower Great Lakes system in 1991 


By Madeline J. Austen, Hans Blokpoel and Gas- 
ton D. Tessier. Nepean, ON : Environment Can- 
ada, Environmental Conservation Branch, Cana- 
dian Wildlife Service, Ontario Region, 1996. lil, 

75 p. : Maps, Bibl. (Technical report series / Can- 
adian Wildlife Service ; no. 217 ISSN 0831-6481) 
ISBN 0-662-22743-3 CCG-P no. CW69-5/217E 
MICROLOG 97-00615 (1 fiche) 


Presents results of a survey of marsh-nesting Fos- 
ter’s terns (Sterna forsteri) and black terns (Chli- 
donias niger) in the Great Lakes. The survey area 
consisted of the shoreline marshes of the Canadian 
parts of Lake Huron (excluding the North Channel), 
St. Clair River, Lake St. Clair, Detroit River, Lake 
Erie, Niagara River, Lake Ontario, and the St. 
Lawrence River downstream to Cornwall. Includes 
descriptions of field study methods. Results include 
overall numbers of colony sites, data on confirmed 
and unconfirmed breeding, estimated numbers of 
nests, and locations of identified nest sites. 

CA LS ND ON SC 


Attentional lateralization and cognitive 
development 


By John B. Kershner. Toronto : Ontario Institute 
for Studies in Education, 1993. 10 p. : iil. (OISE 
project / Ontario Institute for Studies in Education 
; 60-3071) ONTERIS ONO8409 

MICROLOG 97-01126 (1 fiche) 


This study addresses whether individual differ- 
ences in the interhemispheric control of attention 
are related to individual differences in cognition. 
The investigation employed a dichotic listening un- 
equal-division-of-attention paradigm with 227 nor- 
mal children attending grades one through four. 


Presents reasons for gender differences in laterali- 
Zation and the relation between age-invariant ad- 
vanced cognitive development and the ability to 
time-share language processing (left hemisphere) 
with attentional control (right hemisphere). 

BS ED ON OR PR SS 


Aurora College (N.W.T.) : Annual report 
1995 


Yellowknife : The College, 1995. 28 p. : iil. 
MICROLOG 97-00846 (1 fiche) 


Aurora College was created on January 1, 1995 as 
part of a plan by the Dept. of Education, Culture & 
Employment and the Arctic College Board of 
Govemors to prepare the Northern college system 
to service two new territories that will be created 
out of the Northwest Territories in 1999. This report 
presents the President's report, a description of the 
Board of Governors, information on students, part- 
nerships and programs, the Science Institute, the 
Scientific Services Directorate, information and 
education, technology development, the Scientific 
Research Program, and a look towards the future. 
A program list is included, featuring 1-year certifi- 
cate programs, 2-year diploma programs, trades 
and technology programs, and short-term career 
programs. Financial statements are also included, 
along with an auditor's report and a message on 
management’s responsibility for financial state- 
ments. 

ED NO PR SS 


L’Avenir éclairé par le passé : réflexion 
pragmatique sur l’option régionale pour le 
règlement des conflits 


Par Charlies Van der Donckt. Ottawa : Ministère 
des affaires étrangères et du commerce interna- 
tional, 1995. 24 p. : Bibl. (Document du Groupe 
des politiques / Canada. Ministére des affaires 
ét et du commerce international ; 
SP70F) L’éd. anglaise (Looking forward by look- 
ing back...) : 97-00501/1. 

MICROLOG 97-00972 (1 fiche) 


Le régionalisme, qu'il soit économique ou poli- 
tique, fait aujourd'hui sa rentrée dans les relations 
internationales, et en constitue même l’une des 
tendances les plus importantes. Ce document 
présente une réflexion pragmatique sur l'option 
régionale pour le règlement des conflits. Il vise à 
démontrer que, pour progresser dans le débat ac- 
tuel sur les organisations régionales, nous devons 
dépasser les discussions quasi théologiques sur 
les avantages respectifs des conceptions régionale 
et mondiale de la paix et de la sécurité, pour exa- 
miner de façon plus pragmatique les tendances 
concrètes qui se manifestent actuellement au 
niveau des régions. 

CA EX ND SS 


The Bank of Canada’s new quarterly 
projection model (QPM), part 4 : a semi- 
structural method to estimate potential 

combining economic theory with a 
time-series filter 


By Leo Butler. Ottawa : Bank of Canada, 1996. 
vill, 85 p. : Al., Bibl. (Technical report / Bank of 
Canada ; no. 77) ISSN 0713-7931 

ISBN 0-662-25101-6 

MICROLOG 97-00776 (2 fiche) 


The level of potential output plays a central role in 
the Bank of Canada’s new Quarterly Projection 
Model (QPM). This report describes a 

method to measure potential output, as well as its 
implementation in the QPM system. The report be- 
gins with a short history of the measurement of po- 
tential output. Building on this experience, a hybrid 
method of measuring potential output is developed 
that combines economic structure with a time-se- 
ries fitter. The resulting filter, known as the extend- 
ed multivariate (EMV) filter, exploits theoretical rela- 
tionships that are embodied in QPM in an effort to 
identify demand-side and supply-side influences on 
output. These various relationships are combined 


in a fitter that imposes a smoothness property on 
the dynamics of potential output. The report de- 
scribes the general structure of the EMV filter, the 
various economic relationships that it uses, and the 
weights applied to these different pieces of informa- 
tion. It concludes with an evaluation of the EMV fil- 
ter and some ions for future Improvements. 
CA CO ND PS SS 


Bats and Forests Symposium 


Robert M.R. Barclay and R. Mark Brigham, edi- 
tors. Victoria : Ministry of Forests, Research Pro- 
gram, 1996. xiv, 292 p. : ill., Maps, Bibl. (Working 
paper / British Columbia. Ministry of Forests ; 
23/1996) 

MICROLOG 97-00957 (4 fiche) 


Presents results of a symposium that brought to- 
gether biologists, foresters, and land mangers with 
an interest in bat-forest interactions. Topics of pa- 
pers presented at the symposium include the 
ecosystem and forest management context, forest 
bat research programs, roosting behaviour of bats 
in forests, foraging behaviour of bats, and effects 
on bats of forest harvesting. 

BC FO LS PR SC 


B.C. Hydro electric load forecast, 1995-6 - 
2015-6 


B.C. Hydro. Load Forecast Dept. Vancouver, BC : 
The Dept., 1995. vii, 57 p. : iil. ISSN 1188-6692 
MICROLOG 97-00965 (1 fiche) 


This document presents an assessment of the 
short, medium, and long-term demand for electrici- 
ty in B.C. It outlines the assumptions, sources, and 
process utilized to allow an understanding of the 
factors and uncertainties influencing future custom- 
er demands. The report attempts to provide both 
enough insight into its main foundations and 
enough detail to meet the requirements of a signifi- 
cantly diverse audience. Presents the probable 
electricity requirements, an economic and demo- 
graphic outlook, residential, commercial, and in- 
dustrial sales, a regional forecast and future direc- 
tions. Includes the forecast process and methodol- 
ogy, marketing and Power Smart, and a forecast 
uncertainty and sensitivity analysis. 

BC EN PR PW SC ST 


Beneficiation of barite ore 


By D.B. Craig ; for H. Coyne & Sons Limited. Whi- 
tehorse : Indian & Northern Affairs Canada, 
Northern Affairs: Yukon Region, 1995. 18 p. : iil. 
(Open file / Northern Affairs Program (Canada). 
Yukon Region ; 1995-4(T)) On cover: Can- 
ada/Yukon Economic Development Agreement. 
MICROLOG 97-01103 (1 fiche) 


The TEA property, containing high-grade bedded 
barite deposits, is located 160 kilometres north-east 
of Ross River in south-eastern Yukon. This report 
describes an investigation of the feasibility of bene- 
ficiating the barite to achieve American Petroleum 
Institute standards for the barite used in weil drilling 
mud. A dry milling process was used, with heated 
air entrainment of particles for both size classifica- 
tion and gangue separation. The appendix con- 
tains detailed test data. 

CA ND NO NR PR SC 


Bibliography on arms control verification, 
5th update 


Ottawa : Dept. of Foreign Affairs & Intemational 
Trade, 1996. vii, 49 p. 
MICROLOG 97-01078 (1 fiche) 


The scope of this bibliography encompasses the 
publications and submissions of governments and 
international organizations as well as the academic 
literature on the subject of arms control verification. 
The bibliography lists alphabetically (by author or 
title) over 400 documents related to verification ad- 
ded to the Verification Literature database since 
last update. Each bibliographic entry is accom- 
panied with keywords describing its contents. An 


Copies of these documents are available from: 


Micromedia Ltd., 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 7 


(613) 237-4250 FAX (613) 237-4251 


MICROLOG 


Titres et résumés 


février 1997 


I —…"…"…"—"…"—"—"—"—""—…— 


updated thesaurus of these keywords is included, 
and subject access to the entries is provided 


through a keyword index. 
CA Cl EX ND SS 


Bilan régional, secteur d’étude Montréal- 
Longueuil : zone d’intervention prioritaire 
9 


Édité par Marie-José Auclair. Montréal : En- 
vironnement Canada, Région du Québec, Centre 
Saint-Laurent ; Québec : la Province, 1995. xvill, 
65 p. : iil, Cartes géogr., Bibl. Sur la couv.: Saint- 
Laurent Vision 2000. ISBN 0-662-99770-0 GCC-E 
no En153-49/1995F 

MICROLOG 97-00645 (1 fiche) 


Le secteur Montréal-Longueuil est la portion du 
Saint-Laurent la plus artificialisée entre le Lac On- 
tario et la mer. La croissance tentaculaire de la ville 
a multiplié les motifs et les occasions d'empléte- 
ments en milleux aquatiques et riverains. De 
grandes superficies de milieux humides, qui consti- 
tuaient des habitats fauniques de première impor- 
tance, ont disparu sous les remblais, les édifices ou 
les structures les plus diverses. Ce document 
présente un bilan régional du secteur. Les points 
qui y sont abordés sont les suivants : le Saint- 
Laurent, d'hier à aujourd’hui; le programme des 
zones d'intervention prioritaire; caractérisation du 
secteur Montréal-Longueuil; les activités humaines 
et leurs principaux effets sur le plan d'eau, 
récréation, tourisme et conservation; et, situation 
actuelle et orientations possibles. 

CA EV ND NR PR QU SC 


Biological effects of low doses of radiation 
at low dose rate 


Canada Advisory Committee on Radiological 
Protection. Ottawa : The Advisory Committee, 
1996. v, 132 p. : iil., Bibl. (Report / Canada. At- 
omic Energy Control Board ; INFO-0654) 
MICROLOG 97-00647 (2 fiche) 


The purpose of this report is to examine available 
scientific data and models relevant to the hypothe- 
sis that induction of genetic changes and cancers 
by low doses of ionising radiation at low dose rate 
is a stochastic process with no threshold or appar- 
ent threshold. it includes a review of the biological 
background and theory related to the incidence of 
cancers and genetic diseases, dosimetry and dose 
rates, induction of cancer, and cell response to ra- 
diation. The report ends with a discussion of the 
eight appendices, which are separate papers on 
such topics as the genetic effects of radiation, in- 
duction of cancer in humans, health effects of low 
doses and dose rates, induction of cancer in ani- 
mais, and adaptive response to radiation. Includes 
glossary. 

CA LS ND PS SC 


Bow River synoptic surveys, 1994-95 : 
preliminary evaluation of results 


Prepared for the Bow River Water Quality Council 
; prepared by Al Sosiak. Edmonton : Alberta Envi- 
ronmental Protection, Natural Resources Service, 
Water Management Division, Water Sciences 
Branch, 1996. vill, 103 p. : H/., Maps, Bibl. 
MICROLOG 97-01045 (2 fiche) 


Presents results of a synoptic survey of water quali- 
ty in the Bow River basin, Alberta, to assess the im- 
pact on the mainstem Bow River of specific tribu- 
taries, irrigation return flows and effluents, during 
low flow, and to provide for improved resolution of 
reach boundaries. Parameters studied include nu- 
trients, biochemical oxygen demand, dissolved and 
suspended solids, turbidity, dissolved organic car- 
bon, alkalinity, hardness, major tons, total metals, 
oxygen, conductivity, pH, temperature, phytoplank- 
ton and chlorophyll, macrophyte biomass, and coli- 
forms. Flow measurements were also obtained and 
material flux along the basin was evaluated. 

AL EV NR PR SC 


A Brief history of placer mining in the 
Yukon 


By G.W. Gilbert. Whitehorse : Indian & Northern 
Affairs Canada, 1989. 17 p. : iil., Bibl. 
MICROLOG 97-01106 (1 fiche) 


Describes the history of placer mining in the Yukon, 
beginning with reports of gold occurrences by early 
explorers, through the earty gold discoveries by 
prospectors and the Klondike gold rush, to the ap- 
pearance of larger mining operations and adoption 
of mechanized mining and dredging. Mining meth- 
ods used at various periods are also reviewed. 
Concludes with an outlook for the future of the terri- 
tory’s placer mining industry. 

CA ND NO NR SC 


British Columbia archaeological impact 
assessment guidelines — 3d rev. ed. 


Victoria : Ministry of Small Business, Tourism & 
Culture, Arc Branch, 1996. 58 p. 

ISSN 1189-542X 

MICROLOG 97-00932 (1 fiche) 


This document applies mainly to development proj- 
ects which are subject to BC’s Environmental As- 
sessment Act. it reviews the relevant legislation and 
administration and the process procedures for ar- 
chaeological resource assessment, which articulate 
with the three-stage assessment process provided 
for in the legislation. Sections of the document in- 
clude information on roles and responsibilities, re- 
view procedures, impact assessment (including site 
inventory and evaluation), impact management, 
compensation, surveillance, monitoring, and emer- 
gency impact management. Criteria for site evalua- 
tion and the Heritage Conservation Act are also in- 
cluded. 

BC CU EV PR SC 


British Columbia inquiry into gasoline 
pricing : final report 
By Mark K. Jaccard. Victoria : The Inquiry, 1996. 
W, 74 p. : ., Bibl. Mark K. Jaccard, Inquiry Com- 
missioner. 
MICROLOG 97-00906 (1 fiche) 


Presents findings of an inquiry conducted in re- 
sponse to public concerns about a rise in British 
Columbia gasoline prices in spring 1996. Issues ex- 
amined in the inquiry include the factors contribut- 
ing to changes in retail gasoline pricing in the prov- 
ince and Its different regions; the effectiveness of 
market competition in regulating gasoline prices; 
the economic rationale for the price structure of 
gasoline at the refining, wholesale, and retail levels; 
the extent to which retail gasoline prices refiect the 
cost of crude oil; and the government's regulatory 
authority with respect to petroleum product prices. 
Includes background information on the inquiry, in- 
formation on the provincial gasoline market struc- 
ture, discussion of ment options (market re- 
form, regulation, direct intervention), and recom- 
mendations for fostering competition and improv- 
ing the gasoline market. 

BC CO EN PR SS 


British Columbia international commodity 
exports, 1995 


Victoria : Ministry of Employment & Investment, 
1996. iv, 33 p. : M. ISSN 1206-0518 
MICROLOG 97-00934 (1 fiche) 


The objective of this publication is to provide a sta- 
tistical profile of the performance of British Colum- 
bia as an international exporter of commodities. 
The paper is divided into 3 main sections. The 1st 
concerns definitions that are important to the full 
understanding of the paper. The following sections 
profile B.C.’s main export markets and its main 
commodities exported during the year (forest, min- 
eral and energy, and other natural resource prod- 
ucts). The publication Is focused on international 
exports. Only commodities, not service exports, are 


covered by this document. 
BC CO EX PR SS ST 


British Columbia’s child, youth and family 
serving system, recommendations for 
change : report 
To Premier Glen Clark ; Cynthia Morton, Transi- 
tion Commissioner for Child and Youth Services. 
Victoria : The Commission, 1996. 80 p. 
MICROLOG 97-00955 (1 fiche) 


The 1995 Gove Report numerous recom- 
mendations for change to British Columbia's child 
serving system. These recommendations fell Into 
four cat : service delivery, quality assurance, 
participatory decision making, and governance. 
This report presents recommendations for change 
from the commissioner in charge of the transition 
to a new child serving system. It outlines the struc- 
ture and characteristics of the new system, outlines 
actions to be taken immediately, and addresses 
two major recommendations: establishment of the 
office of Children's Commissioner and of a Ministry 
for Children, Youth & Families. The mandate, vi- 
sion, responsibilities, and other matters relating to 
these two new bodies are described. The report 
also outlines the role of community invotvement in 
the change process and the future of the transition 
commission. The appendix includes a list of Gove 
Report recommendations and the Ministry of Social 
Services response to each. 

BC PA PR SA SS 


British Columbia’s heritage rivers : 
candidates for a provincial system 


Prepared for the Minister of Environment, Lands 
and Parks ; prepared by the British Columbia Her- 
itage Rivers Board. Victoria : The Board, 1996. 

24 p. : Maps On cover: British Columbia Heritage 
Rivers System. Cover title: Candidate heritage 
rivers : a report. 

MICROLOG 97-00941 (1 fiche) 


The British Columbia Heritage Rivers system was 
created in May 1995 to identify and recognise pro- 
vincially significant rivers for their natural, cultural 
heritage, and recreational values. This report sum- 
marises the heritage rivers identification and selec- 
tion process, and describes the second set of rivers 
nominated for heritage river status. It notes the 
characteristics of each river that make it a suitable 
candidate for heritage river status, the selection cri- 
teria used in nominating the river, a vision state- 
ment for managing the river, and management 
guidelines. The report also reviews activities of the 
province’s Heritage Rivers Board and its future 


goals. 
BC NR PR SC 


The Bruce-Grey County Roman Catholic 
Separate School Board : needs analysis, 
impact of French education : final report, 
working document 


By Marie J. Berger. Nepean, ON : Ontario Institute 
for Studies in Education, Ottawa Valley Centre, 
1996. 48 p. : ill., Bibl. (OISE project / Ontario In- 
stitute for Studies in Education ; 81-5050) French 
ed. (Le Conseil des écoles S Catho- 
liques...) : 97-01135/1. ONTERIS ONO8357 
MICROLOG 97-01134 (1 fiche) 


Presents the results of a three-phase study of cur- 
rent French as a first language instructional ser- 
vices in Bruce and Grey counties, Ontario, in terms 
of the expectations of the French-speaking commu- 
nity. The first phase describes the results of a cen- 
sus by survey questionnaire and telephone inter- 
views which helped identify families who would be 
both eligible for and interested in French-as-a-first- 
language instruction. The second phase presents a 
summary of the issues that came to light as part of 
the study. It provides a look at the nature of the pro- 
grams in which francophones are enrolled, current 
purchasing agreements with other boards, and the 
impact of a French-as-a-first-language in- 
structional unit might have on current French im- 
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mersion programs. The third phase sets out a de- 
scription of proposed options. 
ED MU ON OR PR SS ST 


Building materials : volatile organic 
chemical emission characterization and 


database development 


By Don A Figley and Jerry T. Makohon. Ottawa : 
Dept. of Natural Resources Canada, CANMET, 
Energy Sector, Energy Technology Branch, Ener- 
gy Technology Centre, 1995. vili, 45 p. : Bibl. 
CANMET 23440-94-1164 

MICROLOG 97-00974 (1 fiche) 


Outlines the results of a project that developed en- 
vironmental chamber test procedures for character- 
izing the volatile organic chemical (VOC) emissions 
from residential construction materials. These pro- 
cedure were used to measure the VOC emission 
characteristics of various construction materials 
used in the Advanced Houses and R2000 Healthier 
Houses in Halifax. The standard test procedure fo- 
cused on the use of small environmental chambers 
for measuring the VOC emissions from building 
material samples. For each material type, a test 
parameter and methodology sheet was developed 
to record product-specific information and sample 
preparation and test procedures. Results are re- 
ported and discussed regarding emissions from 
such materials as carpets, insulation, fibreboard, 
paint, flooring, and wood composites. The appen- 
dix includes a general method for determination of 
VOC emission factors and sample test parameter 
and methodology sheets. 

CA CM EV ND PL SC 


Buildings and the Environment, an 
international research workshop : 
proceedings, vol. 1 : research questions 


Editing and preparation: Raymond J. Cole, Elisa 
Campbell, Thomas Palmer. Ottawa : Natural Re- 
sources Canada, CANMET, 1993. 126 p. : iil, 


Bibl. 
MICROLOG 97-00913 (2 fiche) 


Records the papers and discussion related to the 
research component of a two-day meeting of re- 
searchers examining the environmental conse- 
quences of building. Objectives of the meeting 
were: to explore and define research protocols for 
assessing the life-cycle analysis of the environmen- 
tal impacts of buildings; and to examine what de- 
sign tools would be most appropriate to assist ar- 
chitects in making more informed environmental 
choices. Topics of papers presented include carry- 
ing capacity and ecological footprints; external 
costs and a tool for hybrid analysis in life-cycle 
costing; integration of environmental assessment 
into the building planning process; principles of 
life-cycle impact assessment of buildings; environ- 
mental evaluation methods based on energy and 
material flows; and modelling of building costs. 
Workshop discussions covered acquisition and 
structuring of data, and evaluation methods. 

CA CM EV ND PL SC 


Bull trout spawning and rearing habitat 
requirements : summary of the literature 


By J.S. Baxter and John D. McPhail. Victoria : 
Ministry of Environment, Lands & Parks, Fisheries 
Branch, 1996. ii, 25 p. : Bibl. (Fisheries technical 
circular / British Columbia. Fisheries Branch ; 

no. 98 ISSN 0229-1150) ISBN 0-7726-2977-3 
MICROLOG 97-00925 (1 fiche) 


Presents a literature review summarizing the 
spawning and rearing habitat requirements of bull 
trout, Salvelinus confluentus, during the stream 
phases of the fish’s life history. The literature 
search focused primarily on literature that is difficult 
to obtain for most fisheries biologists. The data 
from 42 articles that contained information pertain- 
ing to rearing and spawning habitat use are sum- 
marized in a tabular format. The habitat variabies 
summarized for rearing bull trout are: water tem- 
perature, water depth, water velocity, cover, and 


substrate. Measures of habitat use that are summa- 
rized are: water depth, cover water velocity, and 
substrate. 

BC FI LS NR PR SC 


Business Development Fund : Annual 
report 1993-94 


Yellowknife : Dept. of Economic Development & 
Tourism, 1994. 8 p. : ill. 
MICROLOG 97-00672 (1 fiche) 


The Fund was created to promote economic 
growth throughout the Northwest Territories 
through diversification of the economy and the de- 
velopment of small businesses. It was designed to 
acknowledge the differences in investment oppor- 
tunity and capacity between the communities with 
access to larger markets and the smaller, more tra- 
ditional communities. This report provides a pro- 
gram description, fund performance, the impact it 
has had on community groups in terms of contribu- 
tions and assistance by type of business, and assis- 
tance to Aboriginal business. 

CO NO PR SS ST 


Business Development Fund : Annual 
report 1994-95 


Yellowknife : Dept. of Economic Development & 
Tourism, 1995. 8 p. : ill. 
MICROLOG 97-00683 (1 fiche) 


The Fund was created to promote economic 
growth throughout the Northwest Territories 
through diversification of the economy and the de- 
velopment of small businesses. It was designed to 
acknowledge the differences in investment oppor- 
tunity and capacity between the communities with 
access to larger markets and the smaller, more tra- 
ditional communities. This report provides a pro- 
gram description, fund performance, the impact it 
has had on community groups in terms of contribu- 
tions and assistance by type of business, and assis- 
tance to Aboriginal business. 

CO NO PR SS ST 


Business plan, 1996-97 


British Columbia. Ministry of Small Business, 
Tourism & Culture. Victoria : The Ministry, 1996. 
42 p. ISSN 1189-9603 

MICROLOG 97-00953 (1 fiche) 


The mandate of the Ministry is to enhance commu- 
nity and regional development and to strengthen 
and diversify B.C.’s small business, tourism and 
culture sectors. This document describes strategic 
priorities, the organization of the Ministry and major 
achievements for the year by division or branch. 
Next, it describes the current planning environment 
and gives strategic priorities for the coming year 
with projects aimed at these priorities. 

BC CO CU PR SS 


Canada-Alberta Flood Damage Reduction 
Program, Black Diamond-Turner Valley 
flood risk mapping study : final report 


Edmonton : Alberta Environment, Water Re- 
sources Management Services, Technical Ser- 
vices Division, 1992. iv, 75 p. : ill., Maps, Bibl. 
Fold. maps not filmed. On cover: Klohn Leonoff. 
MICROLOG 97-01046 (1 fiche) 


The objectives of this study were to identify and 
map the flood risk areas along a nine-kilometre 
reach of Sheep River, Alberta in the vicinity of Black 
Diamond and Tumer Valley. The study begins with 
reviews of the history of flooding in the study area, 
the available data on floods in the area, and the 
river and valley features. It then presents results of 
calculations of flood levels using Version 4.6.0 of 
the HEC-2 computer model. The model was call- 
brated using high water marks recorded for the 
May 1990 flood and published data. The model de- 
termined water surface profiles for the 1 in 5, 1 in 
10, 1 in 50, and 1 in 100 year floods. Floodway 


boundaries were determined for the 1 in 100 year 
fiood using Alberta Environment criteria. 
AL NR PR SC 


Canada-British Columbia Agreement 
Respecting Floodplain Mapping : Annual 
report 1994-95 


Ottawa : The Agreement, 1995. 22 p. : illl. 
ISSN 1180-5684 
MICROLOG 97-00933 (1 fiche) 


The 10-year Canada-British Columbia Agreement 
Respecting Floodplain Mapping was signed on De- 
cember 3, 1987 to provide information on the ex- 
tent of floodplain areas within British Columbia. 
The Agreement provides for the determination of 
the location and extent of selected floodplain areas, 
for the designation or interim designation by the 
Minister of the Environment for Canada and the 
Minister of Environment, Lands and Parks for Brit- 
ish Columbia of the mapped floodplains. This re- 
port summarizes the progress made during the 
past year of the Agreement. It presents the organi- 
zation, Steering Committee membership, the pro- 
gram over the past year, designations, and pro- 
gram approvals. 

BC CA NR PR SC 


Canada-China low cost housing 
demonstration project, Shanghai : pre- 
feasibility assessment, final report 


Chreod Ltd. Ottawa : Canada Mortgage & Hous- 
ing Corporation, 1996. iv, 31 p. : Maps 
MICROLOG 97-01197 (1 fiche) 


Through high-level discussions between China’s 
Ministry of Construction and the Canada Mortgage 
& Housing Corporation, a specific opportunity has 
been identified and defined for Canadian compa- 
nies to enter the Shanghai housing market. This re- 
port reviews findings from a mission sent to China 
to conduct a pre-feasibility assessment of that op- 
portunity and to better define it in order to provide 
Canadian participants with an understanding of its 
purpose, content, possible management roles, 
costs, and timing. The opportunity identified is the 
development of a demonstration project in the Yu- 
qiao New Town, part of Shanghai's Pudong New 
Area, that could showcase Canadian capabilities in 
site planning, architectural design, building con- 
struction, and building materials manufacturing. 
The report includes a review of the Shanghai hous- 
ing market, the accessibility of that market to for- 
eign investment, the Yuqiao project and its Cana- 
dian component, the market development poten- 
tials for Canadian companies arising from the proj- 
ect, and the risks associated with the project from 
the perspective of Canadian industry. 

CA EX ND PL SC 


Canada in the Americas : new 
opportunities and challenges 


Canada. Dept. of Foreign Affairs & International 
Trade. Economic & Trade Policy Division. Ottawa 
: The Division, 1994. 25 p. : Bibl. (Policy staff pa- 
per / Canada. Dept. of Foreign Affairs & Interna- 
tional Trade ; SP40A) (Regional trade and eco- 
nomic series / Canada. Dept. of Foreign Affairs & 
international Trade ; 94/06) 

MICROLOG 97-00806 (1 fiche) 


This paper examines how Latin American and Ca- 
ribbean countries have begun a deep transforma- 
tion and how this progress of change heightens the 
importance of the region for Canada and for Cana- 
dian foreign policy. It begins with a review of Cana- 
dian policy initiatives in the region since 1989 and 
of the transformations occurring in Latin America 
and the Caribbean, both economic and political. 
The heart of the paper is section four, which pres- 
ents proposals for strengthening Canada's rela- 
tions with the region on a mutually beneficial basis 
under three main headings: creating prosperity on 
a sustainable basis, including trade promotion and 


investment support; political good government, in- 
cluding provision of technical expertise in the areas 
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of human rights, elections, regulatory reform, and 
the role of the military; and building bridges, such 
as enhancing contacts through multilateral chan- 
nels like the Organization of American States. 

CA CO EX ND SS 


Canada Student Loans Program : master 
list of designated educational institutions 


Hull, PQ : Human Resources Development Can- 
ada, 1996. 2 v. Bilingual (P. canadien 
de préts...). ISBN 0-662-62652-4 CCG-P 

no. MP78-4/10-1996 

MICROLOG 97-00616 (13 fiche) 


This document contains all the educational institu- 
tions where students are eligible to receive Canada 
student loans. The publication contains a list of 
these institutions as of August 30, 1996. This list is 
an update of the last release made in 1991. All 
provinces, with the exception of the Northwest Ter- 
ritories and the province of Quebec, participate in 
the Canada Student Loans Program. Each institu- 
tion has its assigned four digit educational institu- 
tion code, name and address as well the province 
where it is designated. This list is sorted alphabeti- 
cally by the educational institution code of the insti- 
tution. The explanation of the code is made in this 
document. 

CA ED ND SS 


Canada’s forest inventory 1991, the 1994 
version : an addendum to Canada’s forest 
inventory 1991 


By Joseph J. Lowe, Stephen L. Gray and Katja 
Power. Victoria : Natural Resources Canada, Can- 
adian Forest Service, Pacific Forestry Centre, 
1996. vii, 23 p. : Bibl. (Information report / Pacific 
Forestry Centre ; BC-X-362 ISSN 0830-0453) 
MICROLOG 97-01068 (1 fiche) 


The inventory is an aggregation from provincial 
and other sources of the best information currently 
available. The report presents some standard sta- 
tistical and map projects to describe the distribution 
and structure of the forest resource. It provides a 
national forest area & volume summary by prov- 
ince, land class, forest region & ecozone. It also 
looks at forest composition for area of stocked tim- 
ber productive forest, & by species group. Next, it 
considers forest ownership, use & availability, by 
province, & forest wood production. 

CA FO ND SC ST 


Canadian Conservation Institute : Annual 
report 1994-95 


Ottawa : The Institute, 1995. 16, 16 p. : iil. 
ISSN 1195-8669 
MICROLOG 97-00812 (1 fiche) 


The Institute’s mandate Is to promote the care and 
preservation of Canada’s moveabie cultural heri- 
tage, and to advance the practice, science and 
technology of conservation. This report provides an 
overview of major events, initiatives, and projects 
that have been undertaken over the past year, cov- 
ering conservation treatment and research, ser- 
vices to the museum community, publications, li- 
brary, Canadian museum policy, international ser- 
vices, professional affiliations, administration, and 
financial statements. 

CA CU ND SS 


Canadian Heritage Rivers Board : Annual 
report 1995-96 


Ottawa : The Board, 1996. 28, 28 p. : ill. Bilingual. 
ISSN 1201-0871 
MICROLOG 97-00723 (1 fiche) 


Annual report of the Board, which manages the Ca- 
nadian Heritage Rivers System, a cooperative pro- 
gram of the Government of Canada and of the 
provinces and territories to give national recogni- 
tion to the important rivers of Canada and to en- 
sure long-term management that will conserve their 
natural, historical and recreational values. The re- 
port presents information on the beginnings of the 


program, the functions of the Board, the designat- 
ed and nominated rivers, the nomination and des- 
ignation process, systems and background studies 
being conducted, and the status of designated 


rivers. 
CA EV ND NR SC 


Canadian Heritage Rivers System 
background study : Clearwater /Christina 
rivers, Alberta 


Prepared for Clearwater River Committee and 
Alberta Environmental! Protection ; prepared by 
Sentar Consultants Ltd. Calgary, AB : The Con- 
sultants, 1996. xvii, 245 p. : iil., Maps, Bibl. 
MICROLOG 97-01042 (3 fiche) 


This report examines the Clearwater and Christina 
rivers of Alberta as candidate rivers for nomination 
to the Canadian Heritage River System. The exami- 
nation consists of applying information generated 
during a study of these rivers to a series of heritage 
value guidelines and integrity guidelines developed 
by the Canadian Heritage Rivers Board. The guide- 
lines are applied in a thematic analysis in three 
groups: natural heritage, including geology, hydrol- 
ogy, river morphology, vegetation, wildlife, and 
fisheries resources; human heritage, including First 
Nations and the cultural /historic landscape; and 
recreational resources (such as boating, fishing, 
swimming, hunting, camping, and landscape ap- 
preciation). Finally, planning issues and river man- 
agement considerations are discussed, including 
those related to cultural matters, land use, and eco- 
nomic development. 

AL CU NR PR SC 


Canadian Heritage Rivers System : 
nomination document for the Bonnet 
Plume River, Yukon Territory 


Ottawa : Canadian Heritage Rivers Board, 1993. 
49 p. : lil., Maps, Bibl. 
MICROLOG 97-00656 (1 fiche) 


This document sets out the submission require- 
ments of the Canadian Heritage Rivers Board for 
the nomination of the Bonnet Plume River in the 
Yukon as a river in the Canadian Heritage Rivers 
System (CHRS). it begins with the nomination 
statement and a summary of the outstanding val- 
ues which provide the rationale for the nomination. 
It then describes the location of the river and de- 
scribes and assesses the river’s heritage and integ- 
rity values, including natural features, wildlife, local 
history, and land- and water-based recreational 
uses. It concludes with a description of how the 
river meets general CHRS integrity guidelines. 

CA NO NR SC 


Canadian Heritage Rivers System : 
nomination document for the Clearwater 
River system, Alberta 


Prepared for Clearwater River Committee and 
Alberta Environmental Protection ; prepared by 
Sentar Consultants Ltd. Calgary, AB : The Con- 
sultants, 1996. 50 p. : ill., Maps, Bibl. Cover title: 
Canadian Heritage Rivers System nomination doc- 
ument : Clearwater River, Alberta. 

MICROLOG 97-01047 (1 fiche) 


This document nominates the Clearwater River and 
the lower portion of the Christina River in Alberta as 
candidates for inclusion in the Canadian Heritage 
Rivers System. It first summarizes the rivers’ values 
which provide the rationale for the nomination, the 
role that the rivers might play in the Canadian Heri- 
tage Rivers System from a national perspective, 
and the rivers’ regional! setting. It then describes 
and assesses the rivers’ natural heritage values, in- 
cluding geology, hydrology, vegetation, and fauna; 
human heritage values; and recreational features of 
the rivers and their immediate environment. It also 
notes how the rivers appear to meet guidelines for 
natural, historical, and recreational integrity. 

AL CU NR PR SC 


Canadian Heritage Rivers Systems study 
of rivers in Alberta : executive summary 


Edmonton : Alberta Environmental Protection, 
1996. 10 p. On cover: CHRS river study. 
MICROLOG 97-01044 (1 fiche) 


Summarizes a study that identified and assessed 
Alberta's rivers to determine which should be con- 
sidered as potential candidates for inclusion in the 
Canadian Heritage Rivers System. The study devel- 
oped an objective method of assessing the values 
of Alberta’s rivers and of using this methodology to 
produce a shortlist of the most outstanding rivers in 
terms of heritage and recreational values. The 
methodology involves a thematic framework with 
three major themes (natural heritage, human his- 
tory, and recreation), each divided into compo- 
nents and sub-com ts. A scoring system was 
used to rank each river, and the adjusted total 
scores for 39 candidate rivers are presented. 

AL NR PR SC 


Canadian Heritage Rivers Systems study 
of rivers in Alberta, phase 1 : development 
of a thematic framework 


Edmonton : Alberta CHRS Consortium, 1994. li, 
57 p. 
MICROLOG 97-01015 (1 fiche) 


This is the first phase of a study that identified and 
assessed Alberta's rivers to determine which 
should be considered as potential candidates for 
inclusion in the Canadian Heritage Rivers System. 
This report develops an objective method of as- 
sessing the values of Alberta’s rivers and of using 
this methodology to produce a shortlist of the most 
outstanding rivers in terms of heritage and recre- 
ational values. The met uses a thematic 
framework with three major themes (natural heri- 
tage, human history, and recreation), each divided 
into components and sub-components. Within 
each theme, criteria for assessment are explained 
and the scoring system used in the overall evalua- 
tion is presented. 

AL NR PR SC 


Canadian Heritage Rivers Systems study 
of rivers in Alberta, phase 2 : a preliminary 
application of the evaluation framework 


Edmonton : Alberta CHRS Consortium, 1995. i, 
279 p. : Maps, Bibl. 
MICROLOG 97-01017 (3 fiche) 


This is the second phase of a study that identified 
and assessed Alberta’s rivers to determine which 
should be considered as potential candidates for 
inclusion in the Canadian Heritage Rivers System. 
The first phase developed an objective method of 
assessing the values of Alberta’s rivers and of using 
this methodology to produce a shortlist of the most 
outstanding rivers in terms of heritage and recre- 
ational values. This report uses that methodology 
to produce a further shortlist of candidate rivers or 
river segments that merit a more detailed evalua- 
tion to be undertaken in phase three of the study. 
The methodology involves an evaluation frame- 
work with three major themes (natural heritage, hu- 
man history, and recreation), each divided into 
components, with scores given on the values of 
each component. Evaluation of each river includes 
name of component and score, rationale for the 
scoring, and total adjusted score. 

AL NR PR SC 


Canadian Heritage Rivers Systems study 
of rivers in Alberta, phase 3 : final report : 
river integrity and management feasibility 
assessment 


Edmonton : Alberta CHRS Consortium, 1996. li, 
149 p. : Maps, Bibl. On cover: Alberta Environ- 
mental Protection : CHRS river study. 
MICROLOG 97-01016 (2 fiche) 


This is the third phase of a study that identified and 
assessed Alberta’s rivers to determine which 
should be considered as potential candidates for 
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inclusion in the Canadian Heritage Rivers System. 
This report assesses the management feasibility 
and integrity guideline compliances of 22 candi- 
date rivers that were shortlisted from the second 
phase. The report begins with an overview of the 
three phases of the study. It then presents evalua- 
tions of the natural heritage integrity values, human 
heritage integrity values, and recreational integrity 
values for the candidate rivers and river segments. 
This is followed by an assessment of the candi- 
dates for their potential for sound management as 
a heritage resource. M t feasibility is as- 
sessed in the context of jurisdictional policies, land 
use, local development support, access, tourism, 
and other relevant issues. The appendix contains 
scoring guidelines and descriptions of manage- 
ment issues relevant to the rivers and river seg- 
ments. 

AL NR PR SC 


Canadian housing statistics, 1995 


Ottawa : Canada Mortgage & Housing Corpora- 
tion, 1996. 94 p. : iil. 
MICROLOG 97-00638 (2 fiche) 


This report is designed to bring together data relat- 
ing to house building and mortgage lending activity 
in Canada. Most of the data is derived from the op- 
erations and Canada Mortgage and Housing Cor- 
poration, and from Statistics Canada. Data covered 
includes: house building activity, mortgage lending, 
construction, land and housing costs, and demo- 
graphic aspects of housing demand. 

CA DE PL SA SS ST 


Candidate heritage rivers : a report 


See British Columbia’s heritage rivers : candi- 
dates for a provincial system 


Capabilities of global positioning system 
and data logging equipment to guide, track 
and record application history of aircraft 
and ground sprayers in forest operations 


By D.G. Embree. Fredericton : Dept. of Natural 
Resources Canada, Canadian Forest Service, At- 
lantic Forestry Centre, 1996. v, 28 p. : iil. On cov- 
er: Spray Efficacy Research Group. 

MICROLOG 97-00992 (1 fiche) 


Three highest priorities identified in a survey on 
problems and initiatives related to pesticide appli- 
cation in forestry were: development of improved 
spray-block and swath marking techniques to 
guide the spray pilot; development of a guidance 
and marking system for ground sprayers; and de- 
velopment of a system that would record spray air- 
craft performance in relation to specific points with- 
in a spray block. In the years since the survey, de- 
velopments in global positioning system (GPS) 
technology have provided solutions to a large part 
of the above three priorities. This report begins with 
an overview of GPS technology and then discusses 
the application of GPS technology to the three 
priorities identified. It also notes immediate prob- 
lems with GPS systems that need to be resolved 
before they can be used in forest pesticide spray- 
ing applications, as well as pending solutions to 
those problems. The appendix outlines principal 
features of GPS systems presently available to pes- 
ticide applicators. 

CA FO ND PS SC 


Career handbook 


Ottawa : Human Resources Development Can- 
ada, 1996. 2 v. On cover: National Occupational 
Classification. \SBN 0-660-16300-4 CCG-P 

no. MP53-25/5-1996E 

MICROLOG 97-01138 (20 fiche) 


The purpose of this handbook Is to provide useful, 
reliable, and accessible information about occupa- 
tions to counsellors and their clients. The hand- 
book is arranged according to the National Occu- 
pational Classification and contains information 
about occupations in 897 distinct groups. Each 


group Is presented in the form of an occupational 
profile that provides a holistic picture of the occu- 
pation, with certain elements emphasized for coun- 
sellor interpretation. Each group is displayed on 
two facing pages with standardized sections includ- 
Ing occupation codes, descriptor profile (prominent 
aptitudinal, interest, and worker function elements 
of the occupation), examples of job titles, employ- 
ment requirements, typical or employ- 
ers, occupational options such as mobility, similar 
occupations classified elsewhere, and comments. 
CA DE LA SS 


Catalogue de la Commission géologique 
du Canada, 1988-94 : 


Commission géologique du Canada. Ottawa : la 
Commission, 1995. 160 p. 
MICROLOG 97-00801 (2 fiche) 


Ce catalogue contient la liste des publications, 
cartes, dossiers publics et autres produits publiés 
entre 1988 et 1994. Pour chaque entrée, on donne 
des renseignements bibliographiques typiques, en 
ordre selon série et numéro. On donne le prix aus- 
si. Le catalogue conclut avec un index des auteurs. 
CA DE NR SC 


Centre des congrès d'Ottawa (Ont) : 
Rapport annuel 1986-87 


Ottawa : le Centre, 1987. 34 p. : ill. 
MICROLOG 97-00775 (1 fiche) 


Présente le rapport annuel du Centre des congrès 
d'Ottawa. On y aborde les bilans du fonds général 
et du fonds de réserve du Cenire des congrès au 
31 mars, ainsi que l’état des revenus et les frais du 
surplus et l'état de l'évolution de la situation finan- 
cière du fonds général de l'exercice terminé à cette 
date. Les états financiers terminent le document. 
ON PR PW SS 


Centre des congrès d'Ottawa (Ont.) : 
Rapport annuel 1987-88 


Ottawa : le Centre, 1988. 17 p. : iil. 
MICROLOG 97-00774 (1 fiche) 


Présente le rapport annuel du Centre des congrès 
d'Ottawa. On y aborde les bilans du fonds général 
et du fonds de réserve du Centre des congrès au 
31 mars, ainsi que l’état des revenus et les frais du 
surplus et l'état de l’évolution de la situation finan- 
cière du fonds général de l'exercice terminé à cette 
date. Les états financiers terminent le document. 
ON PR PW SS 


Centre des congrès d'Ottawa (Ont.) : 
Rapport annuel 1988-89 


Ottawa : le Centre, 1989. 9, 9 p. : M. Bilingue. 
MICROLOG 97-00773 (1 fiche) 


Présente le rapport annuel du Centre des congrès 
d'Ottawa. On y aborde les bilans du fonds général 
et du fonds de réserve du Centre des congrès au 
31 mars, ainsi que l'état des revenus et les frais du 
surplus et l'état de l’évolution de la situation finan- 
cière du fonds général de l'exercice terminé à cette 
date. Les états financiers terminent le document. 
ON PR PW SS 


Centre for Engineering Research Inc. : 
Annual report 1995 


Edmonton : The Centre, 1996. 24 p. : ill. 
MICROLOG 97-00831 (1 fiche) 


Annual report of the Centre, established to develop 
and transfer technologies that advance the safe 
and economic discovery, and transporta- 
tion of energy resources. C-FER's technology de- 
velopment and engineering services are based on 
its core competencies in engineering systems me- 
chanics, experimental mechanics, probabilistic me- 
chanics, computational mechanics and R&D man- 
agement. It also seeks to leverage the core com- 
petencies of other organizations to better serve in- 
dustry and government agencies. This report pres- 


ents information on the Centre’s innovations, 
, and reliability. it also presents a finan- 


cial summary and a corporate directory. 
AL PR PS SC 


The Chal of encouraging investment 
in new rental housing in Ontario : 
discussion paper 


By Greg Lampert. Toronto : Ministry of Municipal 
Affairs & Housing, 1995. vill, 69 p. : ill. 
MICROLOG 97-00980 (2 fiche) 


This report was commissioned to examine the eco- 
nomics of private rental investment in Ontario and 
to identify measures which the government could 
take to encourage the construction of new rental 
housing. It begins with an overview of how a private 
rental project es, from project development 
and financing to the future equity growth of the 
project. It then surveys rental markets in Ontario to- 
day, with a focus on Toronto as the dominant mar- 
ket in the province. Subsequent sections cover the 
regulation and taxation of rental housing, develop- 
ment costs, and financing, with industry recom- 
mendations on how to make rental housing invest- 
ment more attractive and on reducing the gap be- 
tween economic and market rents. The report con- 
cludes with a program to enhance the 
supply of Ontario rental housing, including initia- 
tives to promote new rental investment. 

CO ON PR SA SS 


Changements de partenaires et 
partenaires changeants : tendances des 
relations économiques régionales du 
Canada 


Par Stephen Wilson. Ottawa : Ministère des af- 
faires étrangères et du commerce international, 
1995. 39 p. : iil., Bibl. (Document du Groupe des 
politiques / Canada. Ministère des affaires 
étrangères et du commerce international ; 
SP60F) (Documents sur le commerce régional et 
l'économie / Canada. Ministère des affaires 
étrangères et du commerce international ; 
95/02) L’éd. anglaise (Changing partners...) : 
96-07477/1. 

MICROLOG 97-00786 (1 fiche) 


Ce document porte sur les tendances globales à 
long terme des relations économiques du Canada 
avec différentes régions du monde. Certaines des 
limitations que comportent les statistiques 
économiques internationales du Canada sont 
décrites en annexe. Les points qui y sont abordés 
sont les suivants : la redistribution des marchés 
d'exportation; le financement de notre dette; l'in- 
vestissement étranger direct; technologie; l'inves- 
tissement canadien direct à l'étranger, l'investisse- 
ment canadien de portefeuille à l'étranger; les ex- 
portations de services commerciaux; le tourisme; et 
les partenariats de politique commerciale. 

CA CO EX ND SS ST 


Changes in job tenure and job stability in 
Canada 


By Andrew Heisz. Ottawa : Statistics Canada, An- 
alytical Studies Branch, 1996. v, 18 p. : ill., Bibl. 
(Research paper series / Statistics Canada. Ana- 
lytical Studies Branch ; no. 95) French ed. 
(Evolution de la durée...) on the same fiche. 

ISSN 1200-5223 ISBN 0-660-16578-3 

SCC 11F0019MPE 

MICROLOG 97-01083 (1 fiche) 


Using monthly data from the Canadian Labour 
Force Survey, this document investigates changes 
in the complete lengths of new job spells from 1981 
through 1994. While the average complete length 
of new jobs did not increase or decrease over the 
period, changes in the distribution of complete job 
lengths suggest that there is an increase in the pro- 
portion of short-term jobs and a decrease in the 
proportion of medium-term jobs created over the 
period. The proportion of long-term jobs remained 
unchanged. This pattern of change was found 
among virtually all demographic subgroups exam- 
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ined suggesting that an economy wide (rather than 
a sectoral or demographic) explanation must be 
sought. 

CA LA ND SS 


Changing directions, building for the 
future : highlights, Canadian Housing and 
Renewal Association 28th annual 
congress 


Canadian Housing & Renewal Assn. Congress 
(28th : 1996 : Vancouver, B.C.). Ottawa : Cana- 
dian Housing & Renewal Assn ; Victoria : Ministry 
of Municipal Affairs & Housing, 1996. 20 p. : ill. 
MICROLOG 97-00879 (1 fiche) 


Summarises keynote talks, workshops, and site vis- 
its at a conference on the changing roles of all lev- 
els of government and the non-profit sector in the 
delivery of social housing. Themes covered in the 
conference include housing market forecasting, 
tenant involvement, housing management, local 
government partnerships, relationships among 
housing stakeholders, alternative ways of creating 
affordable housing, the provincial role in housing, 
housing for low-income urban singles, self-help 
housing, re-developing Inner city neighbourhoods 
and older social housing projects, shelter allow- 
ances, federal housing, and a national housing 
agenda. 

BC CA SA SS 


Characterization of the air within Money’s 
Mushrooms ord Facility, 4369 - 
190th Street, Surrey, B.C. 


By Brian J. Beech. Surrey, BC : Ministry of Health 
& Ministry Responsible for Seniors, Boundary 
Health Unit, 1996. v, 57 p. : ill., Bibl. 

ISBN 0-7726-2965-X 

MICROLOG 97-00926 (1 fiche) 


Ongoing complaints regarding odours and adverse 
health effects have been received from residents 
living near Money’s Mushrooms Composting Facili- 
ty in Surrey, British Columbia. This report presents 
results of a study undertaken to provide information 
necessary for a risk assessment of the potential 
health impact the facility may have locally and be- 
yond. The study focused on the identification of the 
chemicals and biological agents present in the air 
within the facility and on a toxicological assess- 
ment of those contaminants. Substances analyzed 
include volatile organic compounds, amines, am- 
monia, fungi, and bacteria. Variations in contam- 
inant emissions over time and in different parts of 
the facility are noted. The study identifies measures 
that may improve the air quality at the facility. 

BC EV LS PR SC 


Charting a new course : a strategic plan 
for the future of British Columbia’s 
college, institute and agency system 


Victoria : Ministry of Education, Skills & Training, 
1996. 86 p. : iil., Bibl. ISBN 0-7726-3018-6 
MICROLOG 97-00923 (1 fiche) 


This plan has been developed to ensure that all 
British Columbians are prepared to participate in 
today’s changing society; to find productive em- 
ployment in a competitive labour market; to have 
opportunities for continuous learning; and to re- 
ceive value for the investment made in public post- 
secondary education and training. The plan docu- 
ment first sets out the context, including a review of 
the history and current state of British Columbia’s 
public post-secondary system and the forces acting 
to change that system. It then presents goals and 
strategies for providing post-secondary education 
and training, enhancing learning efficiency, forming 
new pathways for learning, providing access to 
flexible education and training opportunities, elim- 
inating barriers, ensuring affordability and account- 
ability, and establishing organizations to achieve 
system goals. The plan recommends implementing 
system-wide approaches to complement the 


strengths and diversity of individual institutions and 
to promote responsive, flexible, and high quality 
program delivery. 

BC ED PR SS 


A Checklist, with codes, of the vascular 
plants, lichens and bryophytes of Fundy 
National Park, including notes on the park 
herbarium 


By Douglas Ciay and Sara G. Richard. Alma, NB: 
Secretary of State, Fundy National Park, 1996. Ill, 
118 p. : Bibl. (Ecosystem monitoring and data re- 
ports / Parks Canada. Atlantic Region ; no. 2 
ISSN 1200-331 X) ISBN 0-662-24775-2 CCG-P 

no. R61-2/20-2-1996E 

MICROLOG 97-00971 (2 fiche) 


Provides a list of the species of vascular plants, li- 
chens, and bryophytes that have been recorded in 
surveys at Fundy National Park to the end of 1995. 
The herbarium and Its use at the park is described, 
along with the method used for plant sample prep- 
aration and storage and an explanation of the 
codes used in the list to identify the plants. Informa- 
tion in the lists Includes plant name (Latin and com- 
mon name), habitat, locality found, and taxonomic 
classification. 

AP CA DE LS SC 


Children at risk 


Ontario. Legislative Assembly. Standing Commit- 
tee on Social t. Toronto : The Stand- 
ing Committee, 1994. il, 73, li, 88 p. Bilingual (Les 
Enfants a risque). On cover: 3rd session, 35th 
Parliament, 42 Elizabeth II. ISBN 0-7778-3051-5 
MICROLOG 97-00901 (2 fiche) 


The Standing Committee on Social Development 
presents Its report on children at risk. Topics 
covered are: scope of the problem; premier’s coun- 
cil report on Ontario’s children and youth; voices of 
youth; community responses/perspectives; pro- 
grams /initiatives for specific communities /needs. 
Cl ON PR SA SS 


The Chinese elderly : social integration in 
Metro Toronto Housing Company Ltd. 


By Morris Saldov ; with the assistance of Peter 
C.P. Chow, Poon Kumyeun Saldov and May-Lin 
Poon. Ottawa : Canada Mortgage & Housing Cor- 
poration, 1996. iv, vii, 95 p. : f., Bibl. 

MICROLOG 97-01188 (2 fiche) 


This study was undertaken to examine issues relat- 
ed to accessing housing and community services 
for Chinese seniors in Metro Toronto Housing 
Company buildings. The study method involved a 
review of the literature on ethnic elderly and cultur- 
al barriers, as well as an interview survey examin- 
ing the relationship between a sample of Chinese 
elderly and their Metro Toronto Housing and com- 
munity services environments. The focus of the ex- 
amination was on the relationship of language and 
culture to accessing housing and community ser- 
vices. Other demographic and contextual factors 
were also examined in relation to Chinese seniors’ 
knowledge and use of housing and community ser- 
vices. Recommendations are made based on se- 
niors’ likes, dislikes, and suggestions for Metro 
Toronto Housing. A copy of the interview question- 
naire in English and Chinese is included. 

CA MU ND ON SA SS 


Chlorinated compounds in wildlife from 
the Fraser River Basin 


By Laurie K. Wilson, John E. Elliott and Philip E. 
Whitehead. Delta, BC : Environment Canada, En- 
vironmental Conservation Branch, Canadian 
Wildlife Service, Pacific & Yukon Region, 1996. x, 
73 p. : Hl., Maps, Bibl. (Technical report series / 
Canadian Wildlife Service ; no. 251 

ISSN 0831-6481) ISBN 0-662-24334-X CCG-P 

no. CW69-5/251E 

MICROLOG 97-00633 (1 fiche) 


Begins with a brief description of the Fraser River 
basin, focusing mainty on local point sources of 
chlorinated hydrocarbons. Characteristics of specif- 
ic contaminants such as polychlorinated biphenyls, 
dioxins, and furans are reviewed. Subsequently 
summarises results of findings of levels of chlori- 
nated hydrocarbons found in the eggs of great blue 
herons, double-crested cormorants, pelagic cormo- 
rants, bald eagles, and ospreys, and in the liver of 
American mink and river otter. Discusses geo- 
graphic differences and temporal trends In the 
data, and compares contaminant levels observed in 
the various indicator species. Tentative conclusions 
are drawn regarding the potential health risks that 
the observed levels of chlorinated hydrocarbons 
pose to the wildlife population. Concludes with rec- 
ommendations for further action. 

BC CA EV LS ND SC 


A City of towns : alternatives for the 
planning and design of housing in St. 
John’s, Newfoundland 


By Robert Mellin. Ottawa : Canada Mortgage & 
Housing Corporation, External Research Pro- 
gram, 1995. 218 p. : iil., Maps, Bibi. 
MICROLOG 97-01190 (3 fiche) 


This report focuses on the urban form and houses 
of older residential neighbourhoods in St. John’s, 
Newfoundland. it documents the physical form of 
the older residential neighbourhoods by formulat- 
ing a neighbourhood and housing typology. Select- 
ed areas were analyzed with regard to housing 
density, lot proportions, setbacks, house types, 
street space, house size, housing costs, develop- 
ment costs, solar orientation, block lengths, infra- 
structure lengths, zoning, landscape features, and 
other features. Computer generated models were 
used to represent three-dimensional effects of vari- 
ous factors on the appearance of the street. The 
details of urban and house form that could contrib- 
ute to the neighbourhood character were analyzed 
and interpreted. The report also intends to demon- 
strate that nearty all the ingredients that could con- 
tribute to sensible planning for new residential 
areas in St. John’s are contained in the older resi- 
dential areas. 

AP CA MU ND PL SC 


Cold Lake, subregional integrated 
resource plan 


Edmonton : Alberta Environmental Protection, 
1996. vi, 63 p. : Maps ISBN 0-86499-749-3 
MICROLOG 97-01048 (1 fiche) 


This plan document presents the Alberta govern- 
ment resource management policy for public lands 
and resources within the Cold Lake planning area. 
It is intended as a guide for resource managers, in- 
dustry, and the public with responsibility or inter- 
ests in the area. The purpose of the plan is to pro- 
mote the co-ordinated management of land and re- 
sources to achieve maximum economic, environ- 
mental, and social benefits. The document begins 
with an overview of the planning area and planning 
process. It then sets out the broad resource man- 
agement strategy for the plan with regard to such 
matters as agriculture, ecological and historical re- 
sources, infrastructure, mineral resources, recre- 
ation, forests, water resources, and wildlife. Specif- 
ic objectives and guidelines are then presented for 
resource management areas within the planning 
area. The document ends with general administra- 
tive procedures and mechanisms for plan imple- 
mentation, monitoring, and amendment. Includes 


glossary. 
AL NR PR SC 


Comment se conformer aux exigences de 
ventilation des batiments résidentiels du 
Code national du batiment de 1995 


Ottawa : Société canadienne d'hypothèques et de 
logement, 1996. 72 p. : M. L’é6d. anglaise (Com- 
plying with residential ventilation...) : 97-01089/1. 


Pour des copies de ces publications, contacter: 


12 Micromedia Ltd., 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-4251 


February 1997 


ISBN 0-660-95297-1 GCC-E no NH15-61/1996F 
MICROLOG 97-01090 (1 fiche) 


Voici un aperçu des exigences de la Partie 9 du 
Code national du bâtiment de 1995 concernant la 
ventilation des bâtiments résidentiels. On y 
trouvera les responsabilités du constructeur, lequel 
doit s'assurer que l'installation de ventilation est 
conforme aux e du Code, ainsi qu'une 
brève description de six Installations de ventilation, 
conformes aux exigences de la Partie 9. Le manuel 
vise à bien faire comprendre les exigences de ven- 
tilation des nouveaux logements. 

CA PL SC 


Commission des rivières du patrimoine 
canadien : Rapport annuel 1995-96 


Ottawa : la Commission, 1996. 28, 28 p. : ill. Bil- 
ingue. ISSN 1201-0871 
MICROLOG 97-00723 (1 fiche) 


Le Réseau de rivières du patrimoine canadien 
(RRPC) est un programme conjoint du gouverne- 
ment du Canada et des provinces et territoires. Les 
objectifs du RRPC sont de faire connaître, à 
l'échelle du pays, les rivières importantes du Can- 
ada et de veiller à ce qu'elles soient, à longue 
échéance, gérées de façon à conserver leurs 
valeurs naturelles, historiques et récréatives, pour 
le plaisir des générations actuelles et futures de 
Canadiens. Le document aborde la naissance du 
programme, le Réseau de rivières du patrimoine 
canadien, les rivières du Réseau, les rivières mises 
en candidature, les rivières désignées ainsi que 
leurs situations, et finalement, études et événe- 
ments. 

CA EV ND NR SC 


Commission du droit d’auteur (Canada) : 
Rapport annuel 1995-96 


Ottawa : la Commission, 1996. 20, 18 p. Bilingue. 
MICROLOG 97-00990 (1 fiche) 


Cette Commission a le pouvoir de trancher les 
différends entre sociétés de gestion et utilisateurs 
d'oeuvres protégées par le droit d'auteur et celui 
d'émettre des licences non exclusives permettant 
l'utilisation d'oeuvres publiées. Elle établit aussi 
des tarifs pour la retransmission de signaux de 
télévision et de radio et des tarifs pour l'exécution 
publique de la musique. Ce rt annuel rend 
compte de la façon dont la Commission s’acquitte 
de ses responsabilités et dont elle dépense les 
fonds publics, et passe en revue les activités de la 
Commission pour l'année. 

CA CU ND PA SS TE 


Commission ontarienne de l’assurance- 
récolte : Rapport annuel 1995-96 


Toronto : la Commission, 1996. 13, 13 p. Bil- 
ingue. En tête du titre: Canada-Ontario Pro- 
gramme d’assurance-récolte. 

MICROLOG 97-00871 (1 fiche) 


La Commission a le mandat d'appliquer le Pro- 
gramme d’assurance-récolte Canada-Ontario, de 
gérer les régimes d’assurance-récolte établis en 
vertu des règlements (vente d’assurance, règle- 
ment des demandes d’indemnisation et comptabil- 
ités), et de réaliser d’enquétes et de projets de re- 
cherche portant sur l’assurance-récolte afin d’ob- 
tenir des statistiques pour les besoins de la Com- 
mission. Ce rapport présente le bilan de la Com- 
mission et l'état des recettes et des dépenses ainsi 
que de l'excédent. De plus, on y présente les états 
financiers. 

AG CO ON PR SS ST 


Commissioning plan for the building 
envelope : report 


Morrison Hershfield Ltd. Ottawa : Canada Mort- 
gage & Housing Corporation, Housing Innovation 
Division, 1995. i, 15 p. French ed. (Plan de mise 
en service...) on the same fiche. 

MICROLOG 97-01157 (1 fiche) 


Titles and Abstracts 


Inadequate building envelope performance associ- 
ated with air leakage, vapour diffusion, water leak- 
age and poor thermal performance has substantial 
consequences for buliding owners and users. Ener- 
gy costs Increase, user comfort decreases and the 
owner's repair and capital replacement budgets 
soar. The commissioning process described is in- 
tended to provide an owner with a building enve- 
lope suitable for the particular building at the com- 
pletion of construction. 

CA DE PL SC 


The Commodity-price cycle and regional 
economic performance in Canada 


By Mario Lefebvre and Stephen S. Poloz. Ottawa 
: Bank of Canada, 1996. li, 31 p. : /il., Bibl. (Work- 
ing paper / Bank of Canada ; 96-12 

ISSN 1192-5434) ISBN 0-662-25054-0 
MICROLOG 97-00782 (1 fiche) 


This paper attempts to provide one interpretation of 
the broad regional economic history of Canada 
since the earty 1970s. It suggests that regional di- 
versity in economic performance refiects move- 
ments in Canada’s terms of trade, which very fre- 
quently are tied to developments in world commod- 
ity markets. The hypothesis advanced in the paper 
is that an improvement in Canada’s terms of trade 
due to a rise in world commodity prices tends to 
boost output in the regions that produce primary 
products and dampen output in those that use pri- 
mary products as an input. Because these activities 
are not uniformly distributed across regions in Can- 
ada, such shocks have implications for regional 
economic performance. The paper presents a qual- 
itative analysis of three episodes (1974, 1978, and 
1987) and a statistical analysis using simple vector 
autoregression. 

CA CO DE SS 


Community Legal Information Association 
of Prince Edward Island : Annual report 
1995-96 


Charlottetown : The Association, 1996. 21 p. 
MICROLOG 97-00845 (1 fiche) 


The Association provides Islanders with under- 
standable, useful information about laws and the 
justice system. This is done through the coopera- 
tive efforts of members of community groups, law- 
yers associations, government departments and in- 
terested members of the general public. This report 
presents a list of the Board of Directors and staff, 
the President's report, the Executive Director's re- 
port, basic programming information, projects, 
publications and distribution. Financial statements 
are included. 

AP JU PR SS 


Complying with residential ventilation 
requirements in the 1995 National Building 
Code 


Ottawa : Canada Mortgage & Housing Corpora- 
tion, 1996. 70 p. : lil. French ed. (Comment se 
conformer aux exigences...) : 97-01090/1. 

ISBN 0-660-16513-9 CCG-P no. NH15-61/1996E 
MICROLOG 97-01089 (1 fiche) 


The 1995 National Building Code requires installa- 
tion of a mechanical ventilation system in most new 
dwelling units. These systems must be installed in 
accordance with the prescriptive requirements of 
Part 9 of the Code. This publication provides an 
overview of the Part 9 requirements, identifying 
builder responsibilities for ensuring that a ventila- 
tion system meets those requirements. It begins 
with a decision tree for selecting which system op- 
tions to follow, whether for houses containing solid- 
fuel or non-solid fuel buming appliances. Six venti- 
lation systems which meet the Part 9 requirements 
are summarized, with detailed system descriptions 
provided in the last section. Information Is also in- 
cluded on the requirements for specific compo- 
nents of ventilation systems, such as fans, damp- 


MICROLOG 


ers, controls, and ductwork. 
CA DE PL SC 


Comptes publics du Canada, 1995-96 


Canada. Ministére des finances. Ottawa : le Min- 
istére, 1996. 3 v. : iill. 
MICROLOG 97-01056 (12 fiche) 


Ce rapport présente une vue financière globale et 
un sommaire sur 10 exercices des opérations 
financières du gouvernement; les états financiers 
du Canada au sujet desquels le Vérificateur 
général a exprimé une opinion (les états des opéra- 
tions, des recettes et dépenses et du déficit accu- 
mulé, de l'actif et du passif du Canada et de l'em- 
ploi des crédits, accompagnés de notes connexes), 
les analyses des budgets des dépenses et des 
crédits; les analyses des recettes et des dépenses 
budgétaires, des comptes d’actif et de passif, et di- 
vers autres états. Il contient aussi le détail des 
opérations financières du gouvernement pour 
chaque ministère et les renseignements et analy- 
ses supplémentaires. 

CA CO DE PASS 


Condominium Act : discussion paper 
Halifax : Business & Consumer Services, 1996. 


38 p. 
MICROLOG 97-01141 (1 fiche) 


Few revisions have been made to the Nova Scotia 
Condominium Act since its 1970 enactment. With 
the maturing of the condominium industry, some 
provisions of the Act have become outdated or inef- 
fective. As a result, a committee was formed to ad- 
vise on updating this legislation. This discussion 
paper presents proposals for changes to the Act, as 
part of the ongoing process of updating, with the 
intent of receiving feedback from concemed par- 
ties. Issues covered in the proposals include cor- 
rection of errors in documents, dispute resolution, 
voting procedures, condominium boards and cor- 
porations, financial reporting, buy-out provisions, 
mixed-use condominiums, disclosure to pur- 
chasers, condominiums on leased land, and re- 
serve fund requirements. Includes glossary. 

AP JU PL PR SS 


Condominium Property Amendment Act, 
1996, proposed regulations : a discussion 
paper 

Edmonton : Alberta Municipal Affairs, Housing & 


Consumer Affairs Division, 1996. 11 p. 
MICROLOG 97-01010 (1 fiche) 


The Alberta Condominium Property Amendment 
Act of 1996 includes amendments to the Condo- 
minium Property Act, which last underwent signifi- 
cant amendment in 1983. Regulations are required 
to give effect to a number of major amendments in 
the 1996 Act. This discussion paper identifies the 
areas that require regulations and outlines issues 
and options for further consideration. Submissions 
received in response to the paper will be reviewed 
during preparation of the draft regulations. Issues 
discussed include: reserve funds; phased develop- 
ment of condominium projects; amalgamation of 
condominium corporations; modification of condo- 
minium plans; insurance; payments held in trust; 
fees for certificates; and dispute resolution. 

AL JU PR SS 


Conseil de promotion de la coopération 
(Man.) : Rapport annuel 1995-96 


Winnipeg : le Conseil, 1996. 18, 18 p. Bilingue. 
MICROLOG 97-00811 (1 fiche) 


Ce document présente le rapport annuel du Con- 
seil de la promotion de la coopération. Ce Conseil 
administre un fonds en fiducie au crédit duquel est 
porté l'intérêt provenant de l'investissement des 
fonds excédentaires de l’ancienne Commission 
canadienne du blé, que le gouvernement du Can- 
ada a répartis et dont le Manitoba s’est vu attribuer 
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Copies of these documents are available from: 


Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 13 


(613) 237-4250 FAX (613) 237-4251 
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une partie. Le document présente également les 
états financiers. 
AG CO MS PR SA SC 


Le Conseil des écoles séparées 
catholiques romaines des comtés de 
Bruce-Grey : analyse des besoins, 
répercussions de l’enseignement en 
français : rapport final, document de 
travail 


Par Marie J. Berger. Nepean, ON : Institut 
d'études pédagogiques de l'Ontario, Centre 
régional d'Ottawa, 1996. 47 p. : iil, Bibl. (Projet 
IEPO / Institut d'études pédagogiques de l'On- 
tario ; 81-5050) L’éd. anglaise (Bruce-Grey Coun- 
ty Roman...) : 97-01134/1. ONTERIS ON08358 
MICROLOG 97-01135 (1 fiche) 


Ce document présente en trois parties les résultats 
de l'étude. La première étape décrit les résultats du 
recensement effectué au moyen d’un sondage par 
questionnaire et entrevues, qui a permis de repérer 
les familles admissibles et intéressées à l'enseigne- 
ment en français langue première dans les comtés 
de Bruce-Grey. Une synthèse des enjeux relevés 
lors de notre étude se trouve dans la deuxième 
étape et porte plus précisément sur la nature des 
programmes utilisés par les francophones au sein 
du conseil, les achats de services actuels auprès 
d'autres conseils ainsi que les répercussions d’un 
module d'enseignement en français langue prem- 
ière sur les programmes d'immersion actuels. La 
description des options possibles se trouve dans la 
troisième étape. La démarche de recherche 
adoptée pour l'étude est décrite dans les 
différentes sections du document. 

ED MU ON OR PR SS ST 


Conservation Districts Authority (Man.) : 
Annual report 1995-96 


Winnipeg : The Authority, 1996. 118 p. 
MICROLOG 97-00751 (2 fiche) 


Annual report giving an overview of the year’s activ- 
ities for each district, including details on new dis- 
tricts, expenditures for each district, staff support 
activities and a financial summary. The Authority 
provides advice to the Minister of Rural Develop- 
ment and advice and guidance to the district 
boards. 

EV MS NR PR SC 


Copyright Board Canada : Annual report 
1995-96 


Ottawa : The Board, 1996. 18, 20 p. Bilingual. 
MICROLOG 97-00990 (1 fiche) 


The Board adjudicates rate disputes between 
licensing bodies and users of works protected by 
copyright. It also issues non-exclusive licenses for 
the use of published works if the owner of the copy- 
right in that work cannot be located, and estab- 
lishes tariffs for the retransmission of television & 
radio signals and for the public performance of mu- 
sic. This annual report describes the activities of 
the Board during the year. 

CA CU ND PA SS TE 


Corporate plan 1995-2000 : a blueprint for 
the future 


Aurora College (N.W.T.). Whitehorse : The Col- 
lege, 1995. 68 p. : ill., Bibl. 
MICROLOG 97-01184 (1 fiche) 


Aurora College is a new post-secondary institution 
serving the western Northwest Territories, providing 
programs and research services at three regional 
campuses, 14 learning centres, and two research 
centres. This plan document details a corporate di- 
rection that builds on the successes of the Col- 
lege’s predecessor institutions, and envisions an 
organization that focuses on community-based de- 
livery of programs as it prepares for the next step 
toward university college status. The document first 
reviews the history of the College and the students 


it has served, and presents an overview of the pro- 
cess used to seek views on future directions for the 
College and a description of the current education- 
al and employment picture in the western Territo- 
ries. The document then introduces a model for ed- 
ucational program delivery, the College's corporate 
mission and values, and the general strategies and 
specific actions that will promote that mission and 
express those values. Finally, the plan looks to the 
future and outlines measurable outcomes that can 
be anticipated. 

ED NO PR SS 


Court statistics : Annual report 1990-91 


Ontario. Courts Administration Division. Program 
Development Branch. Toronto : The Branch, 
1991. 85 p. 

MICROLOG 97-00741 (2 fiche) 


Contains general inforamtion on the activities of the 
Ontario Court on a 3 year comparative basis. In- 
cludes civil, criminal, sheriff, divisional, youth, pro- 
vincial offenses and family courts and a summary 
of the Province, Metropolitan Toronto and regional 
court activities. 

JU ON PR SS ST 


Court statistics : Annual report 1991-92 


Ontario. Information Planning & Court Statistics. 
Toronto : The Section, 1992. 78 p. 
MICROLOG 97-00737 (1 fiche) 


Contains general inforamtion on the activities of the 
Ontario Court on a 3 year comparative basis. In- 
cludes civil, criminal, sheriff, divisional, youth, pro- 
vincial offenses and family courts and a summary 
of the Province, Metropolitan Toronto and regional 
court activities. 

JU ON PR SS ST 


Court statistics : Annual report 1992-93 


Ontario. Information Pianning & Court Statistics. 
Toronto : The Section, 1993. 81 p. 
MICROLOG 97-00736 (1 fiche) 


The Court statistics annual report contains general 
information on the activities of the general (divi- 
sional, civil, and criminal) and provincial (criminal, 
youth, provincial offences, and family courts) divi- 
sions of the Ontario Court of Justice, on a 3 year 
comparative basis. A summary of Ontario and 8 re- 
gional court activities are also presented. 

JU ON PR SS ST 


Creating a career resource centre 


Edmonton : Alberta Advanced Education & Ca- 
reer Development, 1996. 69 p. : iil. 

ISBN 0-7732-1705-3 

MICROLOG 97-01002 (1 fiche) 


This guide is designed to help career development 
practitioners (such as counsellors, human re- 
sources personnel, and service agency managers) 
create and maintain career resource centres. Such 
centres provide access to a wide variety of sources 
of career information to clients, who may be stu- 
dents, company employees, or others. Sections of 
the guide cover initial considerations such as 
whether a career resource centre is really needed, 
potential clientele and their information needs, and 
centre goals; human resources for operating the 
centre; space and equipment needed; information 
resources to be provided, including occupational 
materials, computer and internet materials, and au- 
dio-visual formats; organization and maintenance 
of the information resources; and marketing the 
centre. The guide also includes a checkiist for set- 
ting up a centre, a list of typical skills needed for 
centre staff, and information on developing a needs 
assessment questionnaire. 

AL LA PR SA SS 


Creative alternatives : summary report 


Victoria : Ministry of Social Services, Research, 
Evaluation & Statistics Branch, Policy, Planning & 
Research Division, 1996. vi, 50 p. 

MICROLOG 97-00921 (1 fiche) 


By January 1997, when all institutions for adults 
with a mental! handicap or muttipte disabilities in 
British Columbia will have closed, former residents 
of those institutions will reside in the community. 
This summary reviews alternatives to current prac- 
tices in addressing the housing and support needs 
of those individuals in six sections: service delivery 
frameworks (supported living and individualised 
funding); individual-controlled housing, with op- 
tions emphasising increasing the individual's op- 
portunity to exercise control in a home environ- 
ment; facilitation, or options for facilitating anything 
from friendship to the achievement of lifestyle 
goals; living arrangements with a built-in support 
component; staffing, including alternatives In terms 
of who is paid for the provision of support services; 
and mechanisms, an assortment of options impor- 
tant for facilitating the goals of community living or 
some of the other options discussed. 

BC Cl HE PR SA SS 


Criteria and tools for scientific software 
quality measurements 


By Mark Y. Tseng. Ottawa : Atomic Energy Con- 
trol Board, 1995. viii, 99 p. : i/l., Bibl. (Report / 
Canada. Atomic Energy Control Board ; 
INFO-0615) 

MICROLOG 97-00686 (2 fiche) 


There Is increasing recognition that systematic and 
objective quality assessment of the scientific soft- 
ware used in design and safety analyses of nuclear 
facilities is necessary to support safety and licens- 
ing decisions. Because of the complexity and large 
size of these rams and the resource con- 
straints faced by the Atomic Energy Control Board 
reviewer, it is desirable that automated tools are 
used wherever practical. This report presents cri- 
teria for evaluating the quality of scientific software 
and identifies metrics for which those criteria can 
be evaluated. An appropriate automated tool for 
quality assessment was selected from a survey of 
automated tools to measure those metrics. The tool 
usage Is demonstrated on three sample programs. 
CA ND PS SC 


Crop Insurance Commission of Ontario : 
Annual report 1995-96 


Toronto : The Commission, 1996. 13, 13 p. Bilin- 
gual. At head of title: Canada-Ontario crop insur- 
ance. 

MICROLOG 97-00871 (1 fiche) 


The responsibilities of the Commission are the ad- 
ministration of the Canada-Ontario Crop Insurance 
Program; the administration of the Crop Insurance 
plans, established by regulations, including the 
functions of selling underwriting, claims adjust- 
ment, and accounting; and conducting surveys and 
research programs relating to Crop Insurance to 
obtain statistics for Commission purposes. This an- 
nual report reviews the activities of the Commission 
in the past year, and provides financial statements. 
AG CO ON PR SS ST 


Cultivating island solutions : interim report 


Prince Edward Island. Round Table on Resource 
Land Use and Stewardship. Charlottetown : The 
Round Table, 1996. x, 42 p. : ill. 

MICROLOG 97-00833 (1 fiche) 


The Prince Edward Island government appointed a 
Round Table to develop a resource land use strat- 
egy for the province. This document reviews the 
work and initial findings of the Round Table, as a 
basis for further discussion. The following critical 
issues identified by government are reviewed: tour- 
ism and the character of the island landscape; 
maintaining biodiversity; water quality; soil quality; 
converting pasture and woodiand to more intensive 
production; pesticide use and conflicts between 
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neighbours; clearcutting and inadequate regenera- 
tion of forest land; loss of resource lands and ur- 
banization; and productive use of Crown resource 
lands. Under each issue, the current situation, 
trends, and indicators are noted. The document 
then describes avenues for change, including pri- 
vate sector and government initiatives in such 
areas as soil conservation and sustainable farming 
practices. Finally, the document lists indicators that 
could be used to measure progress toward certain 
resource land use objectives. 

AP NR PR SC 


Current context and selected trends : a 
profile of apprenticeship and industry 
training in Alberta 


Edmonton : Alberta Advanced Education & Ca- 
reer Development, Apprenticeship & Industry 
Training Board, 1996. ii, 15 p. : ill. 

MICROLOG 97-01052 (1 fiche) 


Provides background information for a discussion 
of issues important to apprenticeship and industry 
training in Alberta. Includes a review of the current 
context: the structure of apprenticeship and indus- 
try training in the province, governing legislation, 
and designation of trades and occupations; data on 
apprenticeship and training enrolment and industry 
participation; Alberta’s contribution to apprentice- 
ship training; funding of apprenticeship and indus- 
try training; emerging economic and skill require- 
ments; and recent government initiatives such as 
the Agreement on Internal Trade. Selected trends 
in apprenticeship and training are also noted. 

AL ED LA PR SS ST 


Curriculum materials used in the Ontario 
French language schools 


By Diane Gérin-Lajoie. Toronto : Ontario Institute 
for Studies in Education, 1994. 6 p. (OISE project 
/ Ontario Institute for Studies in Education ; 
57-3023) ONTERIS ONO8368 

MICROLOG 97-01122 (1 fiche) 


This project is part of a study to better understand 
the role of curriculum materials in French-language 
education in Ontario and its influence on the devel- 
opment of a Franco-Ontarian cultural identity 
among students. This preliminary analysis of avail- 
able materials reports results of a survey of French- 
language schools on the materials used in class- 
rooms. Results discussed include place of publica- 
tion and extent of content relevant to the Franco- 
Ontarian reality. 

ED ON OR PR SS 


Defensible methods of assessing fish 
habitat : physical habitat assessment and 
modelling of the coastal areas of the lower 
Great Lakes 


W.F. Baird & Associates, Coastal Engineers. Bur- 
lington, ON : Dept. of Fisheries & Oceans, Great 
Lakes Laboratory for Fisheries & Aquatic Sci- 
ences, 1996. vi, 95 p. : ill., Maps, Bibl. (Canadian 
manuscript report of fisheries and aquatic sci- 
ences / Canada. Dept. of Fisheries & Oceans ; 
no. 2370 ISSN 0706-6473) CCG-P no. FS 

97-4 /2352E 

MICROLOG 97-01178 (2 fiche) 


Procedures now exist to quantify the impacts of 
physical changes on productive capacity of fish 
habitat. These procedures allow the evaluation of 
pre- and post-development scenarios, including 
any compensatory measures. This report applies 
these procedures to two case studies consisting of 
the construction of a 150-metre long headland in 
Hamilton Harbour and the construction of marina 
breakwaters in the Bronte Outer Harbour, Lake On- 
tario. The investigations focused on evaluating the 
indirectly modified areas, or those affected by 
changes to wave and current patterns caused by 
the presence of the new development. Specific im- 
pacts examined include changes to surficial sub- 
strate and depth, changes to macrophyte coverage, 
changes to wave conditions, and the relationship 


between physical processes and macrophyte 
growth. A new criterion for limiting local wave con- 
ditions associated with the survival of macrophytes 
is proposed and recommendations are made to re- 
fine and substantiate such a criterion. 

CA CF FI LS ND ON SC 


Design and analysis of a residential 
greywater heat recovery system 


Prepared for Energy Technology Branch, CAN- 
MET - Energy Sector, Department of Natural Re- 
sources Canada, the Environmental Innovation 
Program, Centra Gas Manitoba ; prepared by G. 
Proskiw. Ottawa : The Branch, 1995. 45 p. : ill. 
Bibl. CANMET 23440-93-9518 

MICROLOG 97-00978 (1 fiche) 


Discusses the design and analysis of a prototype 
residential greywater heat recovery system which 
was installed in the Manitoba Advanced House in 
Winnipeg. Describes the design and construction 
of the system, including the basic performance 
equations; operational experiences with the system 
in the Advanced House; and a finite-difference 
computer model developed to simulate the system 
in different configurations under various operation- 
al conditions. A performance analysis using the 
model presents a series of annual simulations to 
explore the impact of various design parameters 
and operational variables on the system’s perfor- 
mance. The prototype system in the Advanced 
House was defined as the base case. Key output 
parameters reported are the percentage savings 
produced by the preheat system and absolute en- 
ergy savings. 

CA CM EN ND PL SC 


Design and performance of the Waterloo 
Region Green Home 


Enermodal Engineering Ltd. Ottawa : Dept. of 
Natural Resources Canada, CANMET, Energy 
Sector, Energy Technology Branch, Energy Tech- 
nology Centre, 1995. vil, 75 p. : W., Bibl. At head 
of titie: Advanced Houses Program. CAN- 

MET EA-8810-W1 

MICROLOG 97-00991 (1 fiche) 


The Waterloo Region Green Home Is one of ten 
houses built as part of the Advanced Houses Pro- 
gram. The house contains the latest developments 
in energy efficiency, water conservation, waste 
management, chlorofiuorocarbon reduction, and 
environmentally e material use. Innova- 
tive features include walls from engineered wood 
products, high-performance windows, reused and 
recycled materials, a ground loop cooling system, 
and a cistern. This report describes the house and 
its construction process, its expected performance 
in terms of energy consumption and other parame- 
ters, and results of monitoring the performance of 
the house from July 1994 to June 1995. Parameters 
monitored include total energy use, indoor air qual- 
ity, water consumption, and energy consumption of 
specific components such as space heating. The 
appendix includes house floor plans, communica- 
tion activities related to the house, and an embo- 
died energy calculation. 

CA CM EN EV ND PL SC 


Développement d’un modèle de 
planification forestière qui utilise l’unité 
écologique comme base de travail, projet 
no 2005 


Par Lisette Roberge...et al. Ottawa : Ressources 
naturelles Canada, Service canadien des foréts, 
1995. xii, 83 p. : l., Cartes géogr., Bibl. Sur la 
couv.: Essais, expérimentations et transfert tech- 
nologique en foresterie. Financé en vertu de l’En- 
tente aundliaire Canada-Québec sur le développe- 
ment économique des régions du Québec. Sur la 
page de titre: Cégep Baie-Comeau. 

ISBN 0-662-80747-2 GCC-E 

no Fo29-39/42-1995F 

MICROLOG 97-00674 (2 fiche) 


Le projet visait à maximiser l’utilisation des 
données écologiques en foresterie. Les premières 
étapes ont porté sur l'examen des données ac- 
tuelles, l'ajout de données complémentaires et la 
validation sur le terrain de paramètre physiques 
identifiés comme pertinents au projet. Un autre 
volet de l'étude a été consacré à la comparaison 
d’approches différentes au niveau de la cartogra- 
phie écologique. Le choix d’une approche écolo- 
gique, la production de cartes thématiques, l'évalu- 
ation du potentiel forestier et la localisation des 
zones fragiles sont des éléments clés d’une 
démarche de planification et ils constituent l’en- 
semble des résultats relatifs à ce projet. Plus spécif- 
iquement, le rendement des éclaircies précommer- 
clales et les conditions de régénération sur le sol 
mince ont été étudiés. 

CA FO ND QU SC 


The Differential diagnostic technique : 
scoring the technique 


By Otto Weininger. Toronto : Ontario Institute for 
Studies in Education, 1994. 91 p. : iil. (OISE proj- 
ect / Ontario Institute for Studies in Education ; 
3011) Project title: The Differential diagnostic 
technique : a manual for scoring and presenting 
the test results. ONTERIS ONO8363 

MICROLOG 97-01119 (1 fiche) 


The differential diagnostic technique is a projective 
drawing test in which the individual is asked to 
copy 12 figures, one at a time, that are presented 
on stimulus cards. The interpretation of this tech- 
nique is based on the way in which the tested indi- 
vidual controls his productions in reference to the 
stimulus card or the control that is exerted by the 
individual’s ego on his drawing behaviour in rela- 
tion to the uncontrolled, inaccurate, or chaotic as- 
pects of the drawings. There are 26 scoring factors 
representing different qualities that might be 
present in terms of control or lack thereof in the 
subject’s drawings. The factors are categorized into 
groups in terms of their representation of control or 
accuracy, or loss of control or accuracy. This docu- 
ment gives instruction on test administration for 
children or adults as well as information on scoring 
the resulting drawings. 

BS ED ON OR PR SS 


Directive pour la protection des élèves du 
systéme scolaire public contre les cas 
d’inconduite de la part d’adultes : directive 
pour la protection des éléves 


Nouveau-Brunswick. Ministère de l'éducation. 
Frédéricton : le Ministére, 1996. 8, 7 p. Bilingue 
(Policy for the protection of pupils...). 
MICROLOG 97-00820 (1 fiche) 


Le but de cette étude est de protéger les élèves du 
système scolaire public contre toute conduite à leur 
égard qui peut être considérée comme répréhensi- 
ble. Il peut s'agir de sévices, d'un mauvais traite- 
ment de nature sexuelle ou émotive ou d’un cas de 
discrimination. Dans cette directive, ces comporte- 
ments sont qualifiés de "conduite abusive”. Cette 
directive vise à supprimer les conduites abusives 
par la prévention et l'intervention efficaces, ainsi 
qu'à définir des normes de conduite acceptables 
destinées aux adultes qui sont responsables des 
élèves au sein du système scolaire. 

AP BS ED PR SS 


A Discrete-time macroscopic dynamic 
traffic assigment model 


By Michel Gendreau and Belgacem Bouzaiene- 
Ayari. Montreal : Université de Montréal, Centre 
de recherche sur les transports, 1996. 9 p. : Bibl. 
(Publication / Université de Montréal. Centre de 
recherche sur les transports ; no. 96-31) (Publi- 
cation / Université de Montréal. Département 
d'informatique et de recherche opérationnelle ; 
no. 1044) 

MICROLOG 97-00966 (1 fiche) 


Proposes a dynamic model for the traffic assign- 
ment problem which provides a simple and 
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straightforward discrete-time description of the vari- 
ations of flows on a road network during a day or a 
peak period. Networks with multiple origin-destina- 
tion pairs can be handled and flexible departure 
times are allowed. The model assumes that drivers 
try to minimize their total travel costs and for each 
origin-destination pair. Total travel cost Is evaluated 
with regards to total time spent travelling, departure 
time, and arrival time. It is assumed that drivers use 
information about the traffic condition of the current 
day to improve their travel costs on the next day. A 
first-in, first-out discipline is enforced on all links at 
all periods of the day and congestion effects at 
junctions are taken into account. For day-to-day 
travel adjustments, the model considers that part of 
total travel demand Is shifted to the best travel alter- 
natives according to the previous day’s traffic con- 
ditions. Dynamic traffic equilibrium assignment is 
achieved when the driver of each origin-destination 
pair is unable to find a better travel alternative. The 
paper proves the existence of such an assignment 
under appropriate conditions. 

PR PS QU SC TR 


Discussion paper for the review of the 
cemeteries and prearranged funeral 
legislation 


Edmonton : Alberta Municipal Affairs, 1995. 14 p. 
MICROLOG 97-01007 (1 fiche) 


Neither the Alberta Cemeteries Act nor the Prear- 
ranged Funeral Services Act has been substantive- 
ly amended since their enactment in 1960. Given 
the changes in the funeral marketplace, the cre- 
ation of an Alberta Funeral Services Regulatory 
Board, and the direction of the provincial govern- 
ment, it is now considered appropriate to review 
that legislation. As part of that review, stakeholders 
were asked to submit their views on issues existing 
in the industry. This discussion paper was develop- 
ed as a result of the feedback received. It identifies 
long-standing and emerging issues for further dis- 
cussion related to reform of the legislation. These 
issues include general issues with application to 
the entire funeral services industry such as sales 
practices and disclosure requirements, and issues 
specific to the two Acts, including cemetery owner- 
ship, abandoned cemeteries, trust funds, and finan- 
cial reporting. The appendix lists potential changes 
to the legislation. 

AL JU PR SS 


Disentanglement in several jurisdictions, 
comparisons with Ontario : a report 


Prepared for the Provincial-Local Relations Secre- 
tariat, Ministry of Municipal Affairs, Government of 
Ontario. Toronto : Canadian Urban Institute, 

1992. 157 p. : Bibl. (Urban focus series / Cana- 
dian Urban Institute ; 93-1 ISSN 1183-2304) 

ISBN 1-895446-01-5 

MICROLOG 97-01065 (2 fiche) 


Ontario's provincial-municipal relationship is the 
most entangled and complex in Canada. The On- 
tario government, in collaboration with the Associa- 
tion of Municipalities of Ontario, has launched a 
process known as disentanglement to reform that 
relationship. Disentanglement refers to the unravel- 
ling of responsibilities now shared by governments 
in order to achieve delivery of services that is more 
accountable, efficient, and effective than at present. 
This report makes two contributions to the disen- 
tanglement process. The first is a brief history of 
provincial-municipal relations in Ontario with partic- 
ular reference to previous attempts at clarifying pro- 
vincial and municipal roles. Reforms of the late 
1960s-early 1970s are covered in detail. The sec- 
ond reviews relations between municipalities and 
other levels of government elsewhere, including 
other provinces, the United States, Japan, Aus- 
tralia, France, and the United Kingdom. The report 
also reviews global trends affecting the role of mun- 
icipalities in relation to other levels of government 
and the private sector. The experiences In the other 
jurisdictions and analyses of past Ontario reforms 


and global trends are then discussed in relation to 
Ontario’s current disentanglement process. 
CA Cl MU ON PA SS 


Distribution and abundance of muskoxen 
on Adelaide Peninsula, NWT, 1986 and 
1992 


By Anne Gunn, Ken Lambert and Ron Morrison. 
Yellowknife : Northwest Territories Renewable Re- 
sources, 1996. Ix, 20 p. : Maps, Bibl. (File report / 
Northwest Territories. Dept. of Renewable Re- 
sources ; no. 117) 

MICROLOG 97-01164 (1 fiche) 


Describes a systematic strip transect survey con- 
ducted in June 1986 to determine the extent to 
which muskoxen (Ovibos moschatus) had spread 
east and north on Adelaide Peninsula. The survey 
was repeated in June 1992 and results of both sur- 
veys are compared, with subsequent recommenda- 
tions made regarding local hunting quotas. 
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Document d'orientation sur la mesure de 
la précision des essais de toxicité sur 
sédiment de contrôle dopé avec un produit 
toxique de référence 


Ecologicai Services for Planning Ltd. Ottawa : En- 
vironnement Canada, Service de la protection de 
l'environnement, Direction de l'avancement des 
technologies environnementales, 1995. xxiii, 

58 p. : Bibi. (Rapport / Canada. Service de la pro- 
tection de l'environnement ; SPE 1/RM/30) 

L'éd. anglaise (Guidance document on measure- 
ment of toxicity...) : 96-04752/1. 

ISBN 0-660-95241-6 GCC-E no EN49-24/1-30F 
MICROLOG 97-01163 (1 fiche) 


Ce rapport porte expressément sur les exigences 
d'une méthode normalisée d'exécution d'un essai 


de référence sur sédiment de contrôle dopé avec 
un produit toxique de référence; cet essai de 
référence sert à mesurer la précision intralabora- 
toire des essais de toxicité sur sédiment entier et à 
surveiller l'état de santé des organismes étudiés et 
leur sensibilité relative, dans le temps, à des con- 
taminants associés aux sédiments. L’essai de 
référence peut également servir à surveiller la 
précision interiaboratoire des essais. Bien que les 
méthodes de sélection d’un produit toxique de 
référence et de préparation d’un sédiment de 
contrôle dopé soient présentées, dans la réalité, les 
modes opératoires des essais de toxicité sont iden- 
tiques à ceux précisés dans la méthode d'essai 
biologique décrite pour chaque espèce d’organ- 
isme étudiée. 

CA EV ND PS SC 


Document d'orientation sur le prélèvement 
et la préparation de sédiments en vue de 
leur caractérisation physiochimique et 
d'essais biologiques 
Ottawa : Environnement Canada, Direction 
générale du technologique, 1994. 
xxx, 141 p. : M., Bibl. (Rapport / Canada. Service 
de la protection de l'environnement ; SPE 
1/RM/29) L’éd. anglaise (Guidance document on 
collection...) : 96-04416/2. ISBN 0-660-95144-4 
GCC-E no En49-24/1-29F 
MICROLOG 97-01155 (2 fiche) 


Ce document décrit les méthodes recommandées 
par Environnement Canada pour le choix de sta- 
tions d'échantillonnage sur les lieux d’une étude 
ainsi que pour le prélèvement, la manutention, l'en- 
treposage, le transport et la manipulation d'échan- 
tillons de sédiments entiers provenant de milieux 
marins, estuarins et d'eau douce. On utilise ces 
échantillons entiers, l’eau de porosité qu'ils con- 
tiennent ou des élutriats produits à partir de ces 
sédiments à des fins de caractérisation phy- 
sicochimique et d'évaluation biologique. Des 
méthodes et des modes opératoires généraux sont 
décrits pour deux types d'études: les études de 


surveillance et d'évaluation; et, les études requises 
pour l'obtention des permis d'immersion en eau li- 
bre de matiéres draguées. 
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Données en sciences et technologie, 1995 


Ottawa : Industrie Canada, Politique industrielle 
et scientifique, 1996. 31, 31 p. : iil, Bibl. Bilingue 
(Science and technology data...). 

MICROLOG 97-00859 (1 fiche) 


Ce document offre des figures et des tableaux sta- 
tistiques relatifs aux recherches en sciences et 
technologie. Ces renseignements incluent général- 
ités (dépenses brutes en R-D (DIRD), par secteur et 
source de financement, par province et par région); 
gouvernement (dépenses fédérales en S-T et en 
R-D, par exécutant, par ministére et organisme, 
crédit d'impôt à l'investissement); entreprises com- 
merciales (dépenses de l'industrie par secteur in- 
dustriel, sources de financement, commerce des 
services); enseignement supérieur (dépenses en 
R-D par domaines et source de financement), pop- 
ulation (diplômes par domaine d'études, bac- 
calauréats et diplômes professionnels, femmes 
universitaires, taux d'activité et taux de chômage 
par niveau d'instruction); données internationales 
(comparaison des DIRD, sources de financement); 
adoption de la technologie (utilisation de l’ordina- 
teur au travail, taux de croissance de la productivité 
et de la rémunération). Certains tableaux offrent 
des données historiques. 
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E Z corners metal angle framing accessory 


By Drago Blazevic. Ottawa : Canada Mortgage & 
Housing Corporation, 1996. 30 p. : iil. 
MICROLOG 97-01189 (1 fiche) 


Much of the framing lumber used in construction of 
wood frame buildings is not structurally necessary, 
but is only used for secondary blocking and edge 
nailing supports. To avoid the labour and material 
costs invoived in placing this extra lumber, the au- 
thor has invented a sheet metal angle system as a 
framing accessory applicable to all construction ac- 
tivity employing wood frame technology. This re- 
port describes the invention and a project that field 
tested the framing accessory system prototype. 
The project selected was a large four-storey wood 
frame apartment block in Halifax, with the new sys- 
tem installed in a selected apartment in various lo- 
cations. Results of the project include estimated 
cost savings and system performance characteris- 
tics. 

CA ND PL SC 


The Ecological city : Canada’s overview 


Federation of Canadian Municipalities. Ottawa : 
Canada Mortgage & Housing Corporation, Inter- 
national Relations, 1995. 185 p. : iil., Bibl. French 
ed. (La Ville écologique: aperçu...) : 97-01183/2. 
This report was provided as Canada’s contribution 
to the Project Group on the Ecological Cities of 
the Group for Urban Affairs of the Organization for 
Economic C and Development. 
MICROLOG 97-01 182 (3 fiche) 


This overview highlights the importance of the sus- 
tainability of urban regions In achieving national 
and global sustainability, and is intended as a re- 
source document. It consists of a description of the 
major characteristics inherent in the ideal of an 
ecological city and an overview of the domestic fac- 
tors which influence urban development in Can- 
ada, including government finance, geography, 
demographics, energy consumption, land use, 
transportation, water and wastewater treatment, 
housing, and urban crime. Selected innovative de- 
velopments are highlighted throughout. Data on 
municipal programs and policies across a number 
of areas such as energy efficiency and intensifica- 
tion are also included. To assist policy makers pro- 
moting urban sustainability, the overview identifies 
some of the key issues related to establishing eco- 
logical cities in Canada, such as social values, edu- 
cation, institutional structures, public participation, 
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and economics. Seven innovative policy tools 
which may help in dealing with these issues are de- 
tailed. 

CA DE EV PL SC 


Economic growth, technological change, 
and Canadian economic policy 


By Richard G. Lipsey. Toronto : C.D. Howe Insti- 
tute, 1996. 87 p. : Bibl. At head of title: Benefac- 
tors lecture, 1996. 

MICROLOG 97-00618 (1 fiche) 


The overall theme of this lecture is the place of 
technology and technological change in shaping 
the past, present, and future, and the risks taken if 
people do not understand its place in human life. It 
begins with a review of technological change, in- 
cluding models of long-term economic growth and 
examples of changes brought about by such tech- 
nologies as writing, printing, iron and steel, steam 
power, electricity, and the computer. It then dis- 
cusses some generalisations learned from history 
about why the West has grown rich compared to 
other societies; actions that could threaten the 
foundations of the West's success; and growth in 
the less-developed countries today. Part two con- 
siders such issues as population growth, sustain- 
able development, the collective memory of the ef- 
fect of technology, public policies, the speed of 
technological change, and the future of poverty 
and work. It concludes with discussion of the policy 
and political implications of technological change 
for Canada. 

CA CO PS SS 


Economic reference tables, 1996 


Ottawa : Dept. of Finance, 1996. 130 p. 
MICROLOG 97-00720 (2 fiche) 


This document provides annual data series on the 
main economic and financial aggregates of Can- 
ada, including historical data going back as far as 
the 1940s. The document includes tables of statis- 
tics in the following categories: population; income 
and expenditure accounts, including gross domes- 
tic product and personal income; other measures 
of expenditure and production such as capacity 
utilization rates and housing starts; labor market; 
productivity and costs; prices; government sector 
(national accounts basis); balance of payments; in- 
ternational reserves and exchange rates; financial 
markets; and international comparisons with OECD 
countries. 

CA CO DE EX LA PA SS ST 


Economy at a glance : Alberta 


Edmonton : Alberta Economic Development & 
Tourism, 1995. 34 p. : ill. ISSN 1188-2484 
MICROLOG 97-00999 (1 fiche) 


This booklet provides an overview of the structure 
of the Alberta economy and examines the prov- 
ince’s competitive advantage for those interested in 
doing business in the province. Sections of the 
booklet cover the overall economy, some charac- 
teristics of the province, employment, taxation, en- 
ergy costs, and trade. The final section discusses a 
range of industries offering opportunities for busi- 
ness in the following sectors: resources, manufac- 
turing, advanced technology, and services. 

AL CO PR SS ST 


Effects of ionizing radiation on the boreal 
forest 


By B.D. Amiro. Ottawa : Atomic Energy Control 
Board, 1995. vi, 79 p. : ill., Maps, Bibl. (Report / 
Canada. Atomic Energy Control Board ; 
INFO-0581) 

MICROLOG 97-00690 (1 fiche) 


The Fieid-Irradiator-Gamma (FIG) project chronical- 
ly exposed a section of the boreal forest to ionising 
radiation by placing a cesium-137 source on top of 
a 20-metre tower at a south-east Manitoba forest 
site. The irradiation continued from 1973 to 1986 
and the forest was exposed to radiological dose 


rates ranging from 65 to 0.005 milligrey/hour along 
a gradient extending 500 metres from the source. 
The data gathered at the FIG site can be used to 
identify radiological dose rates that forest commu- 
nities can tolerate. This report reviews the previous 
data collected at the FIG site during the pre-irradia- 
tion and Irradiation phases and the met 

used to establish a baseline for future comparisons. 
Permanently marked sampling plots, a particular 
strength of the study, enable researchers to com- 
pare the present forest community with that mea- 
sured during the last 25 years. 

CA FO LS MS ND PS SC 


The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the 
differential diagnostic technique 


By Otto Weininger. Toronto : Ontario Institute for 
Studies in Education, 1994. 13 p. : Bibl. (OISE 
project / Ontario Institute for Studies in Education 
; 3012) ONTERIS ONO8362 

MICROLOG 97-01117 (1 fiche) 


Reports results of an assessment of the personality 
organization and overall level of mental health of 
135 adolescents, using the differential diagnostic 
technique, on their admission into a residential 
treatment program. Results are compared to those 
of a reassessment four to nine months later, for 
those adolescents diagnosed as depressed, 
schizoid, paranoid, or with poor or very pour levels 
of mental health. 

BS ED ON OR PR SS 


Les Effets de la position du DTL sur 
l’estimation de la dose foetale 


Par J. Majola et T.J. Jamieson. Ottawa : Commis- 
sion de contrôle de l'énergie atomique, 1995. v, 
61 p. : ill., Bibl. (Rapport / Canada. Commission 
de contrôle de l'énergie atomique ; 
INFO-0609(F)) L’éd. anglaise (Influence of TLD 
position...) : 97-00688/1. 

MICROLOG 97-00648 (1 fiche) 


Ce rapport fait état des résultats d’une étude qui 
visait à établir si le port d’un seul dosimètre, à 
avant du corps, fournit une estimation acceptable 
des doses de radiation reçues par les technologues 
en médecine nuciéaire. Pour y arriver, chacun des 
membres de l'échantillon, formé de 50 technolo- 
gues provenant de 9 hôpitaux différents, a reçu 
deux paires de dosimètres, qu'il devait respective- 
ment porter à l'avant et à l'arrière du corps. Le rap- 
port AV:AR a ensuite été calculé, et cet ouvrage 
offre une description des données globales ainsi 
obtenues, qui sont étayées d'une ventilation par 
hôpital et de diverses formes d’analyses statis- 
tiques. Enfin, ce document rend compte des ten- 
dances apparentes, tout en soulignant les facteurs 
qui permettraient de les expliquer, et il fait part de 
recommandations quant aux autres études sur la 
dosimétrie des technologues en médecine nu- 
cléaire qui pourraient être entreprises. 

CA LA LS ND PS SC 


Efficiency housing database development 
: field energy audit of existing dwellings, 
phase 1 report for the Alberta houses 


Prepared for Energy Technology Branch/CAN- 
MET, Dept. of Natural Resources Canada, and 
Canada Mortgage and Housing Corporation, Re- 
search Division ; prepared by Howell-Mayhew En- 
gineering Inc., Due North Consulting, and Tim- 
berline Graphics. Ottawa : The Branch, 1995. i, 
87 p. : il., Bibl. ISBN 0-662-23518-5 CAN- 

MET 23440-3-9413/02-SQ CCG-P 

no. M91-7/334-1995E 

MICROLOG 97-00981 (1 fiche) 


Natural Resources Canada recently delivered a 
household energy use survey to assist in identify- 
ing opportunities for energy improvements in the 
existing housing stock. A field survey of existing 
housing stock complemented and provided confi- 
dence levels in the survey and augmented an exist- 


ing data set characterizing energy use patterns for 
housing. This report describes the survey and field 
audit conducted on a sample of 55 houses in Alber- 
ta, and the results of simulation of the performance 
of those houses using the AUDIT2000 computer 
program. Deficiencies in the survey and field audit 
procedures are identified and improvements to the 
computer program are suggested. The appendix 
includes the questionnaires used in the survey and 
field audit, and detailed field audit data. 

CA CM EN ND PL SC 


Election laws and process : first report 


Ontario. Legislative Assembly. Standing Commit- 
tee on the Legislative Assembly. Toronto : The 
Standing Committee, 1989. 25 p. 

MICROLOG 97-00822 (1 fiche) 


The House of Commons referred a Report of the 
Chief Election Officer, including recommended leg- 
islative changes and other areas related to the elec- 
tion process, to the Standing Committee on the 
Legislative Assembly. The Standing Committee in 
turn, held public hearings, received written submis- 
sions, and deliberated at length on the issue of 
election laws and process. This report is the Com- 
mittee’s first report to the House and presents items 
which may be of interest to the Assembly. Includes 
explanatory notes of the Election Amendment Act, 
an Act to amend the Election Act, and the schedule 
of hearings. 

JU ON PA PR SS 


Emission reductions from federal 
operations : government plan submitted to 
the Voluntary Challenge and Registry 
(VCR) 

Canada. Ottawa : The Government, 1995. ili, 26 p. 

: ill. French ed. (Réduction des émissions.) on 

the same fiche. ISBN 0662-23851-6 CCG-P 

no. M22-120/1995E 

MICROLOG 97-00710 (1 fiche) 


This Action plan represents the first attempt by the 
Government of Canada to estimate total green- 
house gas emissions from its operations. While it 
covers the major sources of such emissions, better 
data is required to enable coverage of all sources 
and types of greenhouse gas emissions in future 
plans. Guidelines are developed to ensure the an- 
nual inclusion, in existing and planned departmen- 
tal reporting mechanisms, of consistent information 
on energy use and other sources of greenhouse 
gas emissions and on actions being taken to re- 
duce them. 

CA DE EN EV SC 


Energy analysis algorithms for dual 
capacity GSHP systems for HOT 2000 


Caneta Research Inc. Ottawa : Dept. of Natural 
Resources Canada, CANMET, Energy Technolo- 
gy Branch, 1995. iv, 26 p. : /il., Bibl. At head of 
title: PERD. ISBN 0-662-23519-3 CAN- 

MET 23440-3-9684 CCG-P no. M91-7/335-1995E 
MICROLOG 97-00977 (1 fiche) 


Reports efforts to develop normalised capacity and 
efficiency curves, as a function of entering water 
temperature, for use in a performance prediction al- 
gorithm for dual capacity (two-speed or dual com- 
pression) ground source heat pumps (GSHPs). Be- 
gins with descriptions of GSHP compressor and in- 
door blower operation, based on three commercial- 
ly available GSHP models. Also presents normal- 
ized heating capacity and coefficient of perfor- 
mance (COP) equations, as well as normalized 
cooling capacity and efficiency equations, for the 
two-speed and dual compressor systems. The ap- 
pendix contains a description of the simplified 
GSHP algorithm. 
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Energy impact of ventilation air 
distribution : final report 


By Bert Phillips. Ottawa : Dept. of Natural Re- 
sources Canada, Energy Technology Branch, En- 
ergy Efficiency Division, 1995. iv, 33 p. : iil. CAN- 
MET 23440-94-1398 

MICROLOG 97-00579 (1 fiche) 


Continuous distribution of ventilation air as called 
for in building codes has a significant energy cost 
in many houses. This report Investigates the cost of 
distributing ventilation air and the benefits of more 
energy efficient ventilation strategies. It evaluates 
15 ventilation systems through cost-benefit analysis 
using two house types, five locations, and three fu- 
els. Low-cost distribution strategies with low energy 
use are identified and recommended for field test- 
ing to evaluate their effectiveness at distributing 
ventilation air. 

CA CM EN ND PL SC 


Les Enfants a risque 


Ontario. Assemblée législative. Comité permanent 
des affaires sociales. Toronto : le Comité, 1994. li, 
88, li, 73 p. Bilingue (Children at risk). Sur la 
couv.: 3e session, 35e législature, 42 Elizabeth II. 
ISBN 0-7778-3051-5 

MICROLOG 97-00901 (2 fiche) 


Le Comité permanent des affaires sociales 
présente son rapport sur les enfants à risque. Les 
points qui y sont abordés sont les suivants : l'am- 
pleur du problème; le rapport du Conseil du pre- 
mier ministre sur les enfants et les jeunes de l'On- 
tario; les voix des jeunes; les réactions et les points 
de vue de la collecivité; et, les programmes et les 
projets pour des collectivités et des besoins parti- 
culiers. 

ON PR SA SS 


Enquête sur les programmes de recherche 
en radioprotection au Canada : rapport 


Du Comité consultatif de la radioprotection et du 
Comité consultatif de la sûreté nucléaire. Ottawa : 
les comités, 1995. iii, 34, iil, 29 p. : Bibl. (Rapport 
/ Canada. Commission de contrôle de l'énergie 
atomique ; INFO-0574) Bilingue (A Survey of re- 
search ms in radiation...). 

MICROLOG 97-00626 (1 fiche) 


A la fin de 1990, le sous-comité mixte sur les 
études normatives du Comité consultatif de la ra- 
dioprotection et du Comité consultatif de la sécurité 
nucléaire de la CCEA a décidé qu'on devrait effec- 
tuer une enquête sur les programmes de recherche 
en radioprotection au Canada. Les objectifs de 
cette enquête étaient de déterminer l’état actuel du 
financement de ce type de recherche et de 
comprendre les changements qui se sont produits 
au cours de la dernière décennie. Le financement 
de la recherche en radioprotection au Canada joue 
un rôle fondamental dans l'établissement et le 
maintien d'un bassin de professionnels formés qui 
peuvent comprendre, et contribuer à faire 
comprendre à l'échelle internationale, les effets sur 
la santé de l'exposition aux rayonnements ion- 
isants et qui peuvent ainsi fournir des conseils judi- 
cieux sur les problèmes éprouvés en radioprotec- 
tion. Un questionnaire en bonne et due forme a été 
approuvé par le SCMEN en juin 1991 et une liste 
d'adresses a été compilée. Ce questionnaire a été 
distribué plus tard en 1991. Ce rapport constitue 
une analyse des informations recueillies et il con- 
tient des observations relatives à l'état de la recher- 
che dans ce domaine au Canada. 

CA LS ND PS SC 


Environmental protection plan for the New 
Brunswick Department of Transportation 


Fredericton : The Dept., 1995. 102 p. : iil., Bibl. 
MICROLOG 97-01084 (2 fiche) 


This document outlines the New Brunswick Dept. 
of Transportation’s approach to environmental pro- 
tection in a wide range of activities that are an inte- 
gral part of its mandate. For each activity, the docu- 
ment discusses environmental considerations and 


describes environmental protection measures 
used. Activities covered include highway planning 
and design, road construction, highway structures 
and bridges, and operations such as maintenance, 
snow removal, and ferries. The final sections of the 
document cover procedures used in areas of spe- 
clal environmental consideration, such as fish habi- 
tat, forests, wetlands, and agricultural lands; contin- 
gency plans for such emergencies as chemical 
spills and forest fires; compliance monitoring; and 
outside contracting. 

AP EV PR PW SC TR 


Environmentally significant areas 
inventory : Grassland and Parkland 
Natural Regions, Alberta 


By Amit Saxena, Jerry Bentz and Veronica 
Chisholm. Edmonton : Alberta Environmental 
Protection, Resource Data Division, 1996. v, 
191 p. : Maps, Bibl. Fold. maps not filmed. 
MICROLOG 97-01038 (3 fiche) 


This study represents an attempt to document and 
describe the significant ecological and biophysical 
features of environmentally significant areas (ESAs) 
within two natural regions of Alberta and to suggest 
strategies for their conservation and management. 
It begins with an overview of the criteria used in 
classification of ESAs, their levels of significance, 
and the role of ESAs in maintaining biodiversity. It 
then reviews data collection methods used in the 
study and describes the broad characteristics of the 
two study areas. The subsequent sections of the 
study describe terrain and landscape features, veg- 
etation features and habitat communities, and fau- 
nal communities in the study areas. The final chap- 
ter outlines the broad, easily recognizable land- 
scape types or major, visible landform and lifeform 
complexes found in the study areas. Appendices 
include a list of fauna species with habitats in the 
study areas, and lists of ESA sites in the two areas. 
AL NR PR SC 


Ethical considerations regarding gender 
selection, a discussion of the issues 


British Columbia. Minister's Advisory Committee 
on Ethical Issues in Health Care. Victoria : Minis- 
try of Health & Ministry Responsible for Seniors ; 
The Committee, 1996. 43 p. : Bibl. 

ISBN 0-7726-2955-2 

MICROLOG 97-00908 (1 fiche) 


Discusses issues relating to methods of attempting 
to produce a child of a chosen sex, using methods 
of intervention occurring either before or after preg- 
nancy. Issues considered inciude the ethics of 
medically-based and non-medical sex selection; 
sexual discrimination; gender composition of fami- 
lies; the reasonableness of attempting to limit the 
provision of information regarding fetal sex; dis- 
crimination against children who are hand ; 
the status of the human fetus; implications for med- 
ical professionals and prospective parents; and im- 
plications for public policy. 

BC HE LS PR SS 


Etude de la Loi de 1987 sur l'accès à 
l’information et la protection de la vie 
privée 


Ontario. Assemblée législative. Comité permanent 
de l'assemblée législative. Toronto : le Comité, 
1991. 165 p. Bilingue (Review of the Freedom of 
Information...). Sur la couv.: 1re session, 35e 
législature, 40 Elizabeth II. ISBN 0-7729-9163-4 
MICROLOG 97-00670 (4 fiche) 


Ce document présente le rapport de l'Assemblée 
législative sur l'étude de la Loi de 1987 sur l'accès 
à l'information et la protection de la vie privée. Les 
points qui y sont abordés sont les suivants: sensi- 
bilisation du public; champ d'application de la Loi; 
exceptions à la lol; procédure d'accès; protection 
de la vie privée; le processus d'appel; frais; pénal- 
ités; questions de recherche; tribunaux quasi judi- 
ciaires; demandes préjudiciables; bureau du Com- 
missaire à l'information et à la protection de la vie 


Pour des coples de ces publications, contacter: 


privée; et, comparaison des données Informa- 
tiques. 
JU ON PR SS 


Étude de productivité : utilisation de la 
traction animale des chevaux en 
complément de la force mécanique, projet 
no 1121 


Par Catherine Beaudoin et Rémi Bourgoin. Ot- 
tawa : Ressources naturelles Canada, Service 
canadien des forêts, 1996. vil, 41 p. : ., Cartes 
géogr., Bibl. Sur la couv.: Essais, expérimenta- 
tions et transfert technol en foresterie. Fi- 
nancé en vertu de l’'Entente aundliaire Canada- 
Québec sur le développement économique des 
régions du Québec. Sur la page de titre: Centre 
d’exploitation muttiressource (CEMUR). 

ISBN 0-662-81413-4 GCC-E 

no F029-39/55-1996F 

MICROLOG 97-00673 (1 fiche) 


Le projet avait pour principal objectif de vérifier la 
pertinence et l'efficacité d'une technique de récolte 
jumelant l’utilisation du cheval et la mécanisation 
dans le cadre d’une opération de coupe avec pro- 
tection de la ion et des sols. Le projet 
visait à faire l'essai de divers équipements et 
méthodes de travail les plus susceptibles d'assurer 
l'équilibre entre l'abattage, le débusquage par les 
chevaux et le débardage mécanique. Quatre 
modèles ont été évalués avec différentes com- 
binaisons d'abatteurs, de toucherons, de chevaux 
et d'équipements de débardage. Egalement, 
plusieurs essais concernant le ferrage et le har- 
nachement ont été réalisés, et un horaire adapté 
aux chevaux a été retenu. 

CA FO ND QU SC 


Evaluation of the origin and fate of nitrate 
in the Abbotsford Aquifer the using 
isotopes of 15N and 180 in NO3- : a final 
report 
By Leonard |. Wassenaar ; to B.C. Ministry of the 
Environment, Fraser River Action Pian. Saska- 
toon, SK : National Hyd Research Institute, 
1994. 48 p. : iil., Maps, Bibl. (NHRI contribution / 
National Hydrology Research Institute (Canada) ; 
no. 94009 ISSN 0838-1992) 
MICROLOG 97-00804 (1 fiche) 


The Abbotsford aquifer is an important source of 
water in the Fraser River lowlands, but is highly 
susceptible to surface derived contamination. Ni- 
trate contamination of groundwater in the aquifer is 
a major problem in the region, and its source is not 
positively known. This report describes a study us- 
ing the stable isotopic composition of groundwater 
nitrate to evaluate the origin of nitrates in the 
aquifer system and to ascertain whether natural 
remediation of nitrate in the aquifer by bacterial 
denitrification is occurring. The investigators 
analysed nitrogen-15 and oxygen-18 isotopic com- 
positions from groundwater samples and from un- 
saturated zone porewater profiles, as weil as the ni- 
trogen-15 of potential nitrate contamination source 
materials (manure, fertilisers). Additional data were 
collected to augment the nitrate isotope data, such 
as water chemistries, stable isotopes of water, and 
tritium. 
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Evaluation of the Radiation Monitor 


Creative Research Intemational. Ottawa : Atomic 
Energy Control Board, 1996. xiii, 57 p. : iil. (Re- 
port / Canada. Atomic Energy Control Board ; 
INFO-0645) 

MICROLOG 97-00681 (1 fiche) 


The Radiation Monitor is an quarterty information 
bulletin produced by the Atomic Energy Control 
Board and published in five local newspapers in 
the Durham Region of Ontario. The bulletin reports 
on the radiation doses to the public due to emis- 
sions from the Pickering and Darlington nuclear 
generating stations. The bulletin also provides 
comparative information on dose levels from other 
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sources. This report presents results of a door-to- 
door survey of residents living near the two nuclear 
plants and within the circulation areas of the five lo- 
cal news| . The survey goals were to measure 
the public’s awareness of the existence of the Radi- 
ation Monitor, the ease in understanding informa- 
tion presented in the bulletin, the perceived useful- 
ness of the bulletin, and the perceived accessibility 
of the Board as an information source. A copy of 
the survey questionnaire is included. 

BS CA Cl HE ND ON SS 


Evaluation par les agents de la CCEA de 
Pexploitation de la centrale nucléaire 
Gentilly-2 en 1995 


Ottawa : Commission de contrôle de l'énergie 
atomique, 1996. ili, 28 p. (| rt / Canada. 
Commission de contrôle de l'énergie atomique ; 
INFO-0653) 

MICROLOG 97-00653 (1 fiche) 


L'objectif du rapport est de présenter une évalua- 
tion des principaux aspects reliés à la sûreté de 
l'exploitation de la centrale Gentilly 2 durant 
l’année. On a utilisé des rapports soumis par Hy- 
dro-Québec, conformément au permis d’exploita- 
tion, ainsi que les résultats des inspections, audits 
et rondes que le personnel de la CCEA a réalisé au 
cours de l’année. On traite du respect du Règle- 
ment sur le contrôle de l'énergie atomique, le re- 
spect des conditions du permis d'exploitation, le re- 
spect du Règlement sur la sécurité matérielle, la 
sécurité radiologique des travailleurs, la sécurité ra- 
diologique de la population, la performance des 
systèmes spéciaux de sûreté, événements, opéra- 
tion et entretien, gestion, formation, exercices d’ur- 
gence, analyses de sûreté, assurance de la qualité, 
et garanties d'utilisation pacifique. 

CA EN ND PS QU SC ST 


Évolution de la durée et de la stabilité de 
l'emploi au Canada 


Par Andrew Heisz. Ottawa : Statistique Canada, 
Direction des études analytiques, 1996. v, 20 p. : 
ill., Bibl. (Documents de recherche / Statistique 
Canada. Direction des études analytiques ; no 
95) L’éd. anglaise (Changes in job tenure...) sur 
la même fiche. ISSN 1200-5231 

ISBN 0-660-95351-X SCC 11F0019MPF 
MICROLOG 97-01083 (1 fiche) 


Partant des données mensuelles de l'Enquête sur 
la population active du Canada, ce document ex- 
amine de quelle façon la durée complète moyenne 
de l'emploi a changé entre 1981 et 1994. Bien que 
la durée complète moyenne d'un nouvel emploi 
n'ait ni augmenté, ni diminué au cours de cette 
période, des changements dans la distribution des 
périodes complètes d'emploi donnent à penser que 
la proportion d'emplois à court terme s’est relevée 
tandis que celle de nouveaux emplois à moyen 
terme a faibli. La proportion d'emplois de longue 
durée est demeurée la même. Cette tendance af- 
fecte presque tous les sous-groupes de la popula- 
tion examinés, signe que l'explication du 
phénomène se situe au niveau de l'économie prise 
dans son ensemble (plutôt qu’au niveau d'un sec- 
teur ou d’un groupe démographique). 

CA LA ND SS 


Examination of VENTPROG and VENTRAD 
simulations 


By Jacob Melzer. Ottawa : Atomic Energy Control 
Board, 1995. x, 67 p. : iil, Bibl. (Report / Canada. 
Atomic Energy Control Board ; INFO-0618) 
MICROLOG 97-00684 (1 fiche) 


VENTRAD is a computer program used to predict 
radon and radon daughter concentrations in urani- 
um mine atmospheres. VENTPROG Is a mine venti- 
lation program used either independently or to pro- 
duce the air fiow data needed to run VENTRAD. 
The purpose of this report is to examine the stabili- 
ty and limitations of the VENTRAD and VENTPROG 
computer models. To determine agreement of 
VENTRAD output with that produced by the differ- 
ential equations for radioactive growth and decay, 


VENTRAD output was compared to that of a model 
of a single mine branch using the STELLA pro- 
gram. To determine program instabilities, five mine 
networks were solved using VENTPROG and four 
of these were run on VENTRAD; the sensitivity of 
the programs to changes in resistance to air flow in 
mine branches was also tested. Finally, several stu- 
dies which included physical data on mines and 
calculations using various versions of VENTRAD 
were examined to compare VENTRAD output to 
physical measurements. The appendix includes 
source code for VENTPROG version 4 and VEN- 
TRAD version 5. 

CA EV ND PS SC 


Experimental modelling of thermal 
consolidation effects around a high level 


waste repository 


By AP. Selvadurai. Ottawa : Atomic Energy Con- 
trol Board, 1995. vi, 137 p. : iil., Bibl. (Report / 
Canada. Atomic Energy Control Board ; 
INFO-0610) 

MICROLOG 97-00687 (2 fiche) 


Summarises the results of a research program in- 
volving the t of a laboratory experimen- 
tal facility for the simulation and study of hydro- 
thermo-mechanical processes in saturated geoma- 
terials with low permeability. The experimentation 
involves a synthetic cement-based porous material 
which possesses permeabilities in the range of 
dense unfractured sandstones or shale. Specially 
manufactured pore-pressure transducers were in- 
Stalled within the cylindrical block at locations adja- 
cent to a plane free boundary. In its saturated state, 
the plane boundary of the block was subjected to 
heating at constant temperature. The resulting pore 
pressure generation along with temperature at 
those locations was monitored continuously. The 
report documents results of a series of experiments 
and also discusses further extensions to the overall 
of the experimental research program. 
CA ND PS SC 


Exploration criteria for gemstone deposits 
and their application to Yukon geology 


By L. Walton. Whitehorse : indian & Northern Af- 
fairs Canada, Northern Affairs: Yukon Region, 
1996. iv, 130 p. : /il., Maps, Bibl. (Open file / 
Northern Affairs Program (Canada). Yukon Re- 
gion ; 1996-2(G)) Af head of title: Canada/Yukon 
Economic Devel A Ê 


lopment 
MICROLOG 97-01093 (2 fiche) 


This report is a preliminary compilation of ongoing 
work regarding the geology and geochemistry of 
gemstone deposits and applicable exploration cri- 
teria. Its objective is to provide information on gem- 
stone deposit geology and general guidelines on 
identifying and exploring for gemstones. The report 
focuses on a selection of the most valuable gem- 
stones in the global gem trade (excluding dia- 
monds): ruby, sapphire, emerald, chrysoberyl, tsa- 
vorite garnet, tanzanite, and the gem minerals 
found in pegmatites or rhyolites (topaz, aqua- 
marine, tourmaline). For each gem mineral, back- 
ground information is introduced and the physical 
and chemical characteristics of the mineral are de- 
scribed. The and genesis of each gem de- 
posit type is summarized and exploration guide- 
lines listed. The final chapter discusses application 
of the exploration criteria to Yukon geology. 

CA ND NO NR SC 


An Exploration of the desirability of 
housing location by consumers of 
psychiatric services 


By: Katherine M. Boydelil...et al. Ottawa : Canada 
Mortgage & Housing Corporation, 1996. 103 p. : 
iil., Bibl. 

MICROLOG 97-01192 (2 fiche) 


Explores how people with psychiatric histories feel 
about the neighbourhoods they live in. Study meth- 
odology involved interviews with 60 people from 
seven locations in Metropolitan Toronto who lived 


in independent apartments. The seven sites were 
classified as being in middle class, lower middie 
Class, and lower class areas. Both qualitative and 
quantitative data were collected relating to such 
matters as tenure in neighbourhood, appeal of resi- 
dential building and surrounding area, neighbour- 
hood mix, degree of integration into the neighbour- 
hood, public safety, types of neighbours, commun- 
ity services and supports, and ideas of an ideal 
neighbourhood. The results indicate the impor- 
tance of neighbourhood factors when considering 
the housing of people with psychiatric histories. 
CA ND SA SS 


The Exporter’s guide 
Ottawa : Dept. of Foreign Affairs & International 
Trade, 1996. 66 p. ISBN 0-662-24385-4 CCG-P 
no. E74-78/96E 
MICROLOG 97-01156 (1 fiche) 


This guide is intended for small and medium-sized 
enterprises that are considering the possibility of 
exporting. It provides an understanding of the reali- 
ties of exporting as well as information on how to 
assess export capabilities and how to plan and exe- 
cute an exporting venture. Sections of the guide 
cover market research, market entry strategy, pric- 
ing, financing, product or service promotion, mar- 
keting, preparing and reviewing an export plan, 
and sources of assistance and information. In- 
cludes glossary. The appendix contains informa- 
tion on Canada’s Trade Commissioner Service, vis- 
its and trade fairs, and exhibiting overseas. 

CA CO DE EX SS 


Fabrication and testing of a monolithic 
solid-state electrochromic device for smart 
window application 


Prepared by Vo-Van Truong...et al. Ottawa : Dept. 
of Natural Resources Canada, CANMET, Efficien- 
cy & Alternative Energy Technology Branch, En- 
ergy Efficiency Division, 1994. vii, 99 p. : ///., Bibl. 
At head of title: PERD. ISBN 0-662-21 702-0 CAN- 
MET 23440-90-9539/01-SQ CCG-P 

no. M91-7/313-1994E 

MICROLOG 97-00915 (2 fiche) 


Describes work addressing certain technological 
challenges in the fabrication of a monolithic, solid 
state electrochromic device consisting of five inor- 
ganic layers deposited on a glass substrate. The 
work included: fabrication of a superior ionic con- 
ductor with a high degree of transparency in the 
solar spectrum, testing films of doped lithium bo- 
rate, a lithium borate /fluoride composite, and lithi- 
um niobate; deposition of a second transparent 
conductor of indium-tin oxide using a fast-atom 
beam; examination of the effects of external condi- 
tions such as temperature and humidity on the ion- 
ic conductivity of the device; and testing of the 
completed electrochromic system. Suggestions for 
improvements of the device are also provided. 

CA CM ND PS SC 


Factors affecting the differences in 
reactivity and dissolution rates between 
UO2 and spent nuclear fuel 


By D.W. Shoesmith...et al. Pinawa, MB : White- 
shell Laboratories, 1996. 40 p. : ill., Bibl. (AECL 
research / Atomic Energy of Canada Ltd. ; 
AECL-11515 ISSN 0067-0367) 

ISBN 0-660-16582-1 CCG-P no. CC2-11515E 
MICROLOG 97-00983 (1 fiche) 


Summarizes both published and ongoing dissolu- 
tion studies of uranium oxide (UO2), the primary 
constituent of spent nuclear fuel, and both light-wa- 
ter reactor and Candu spent fuels. These studies 
are being conducted in both Canada and the Unit- 
ed States, and comprise both dissolution tests and 
electrochemical experiments on UO2 and spent 
fuel. Emphasis is to identify differences in reactivi- 
ties towards aqueous dissolution between UO2 and 
spent fuel; to identify important parameters control- 
ling dissolution rates of the UO2 matrix phase of 
spent fuel; to estimate bounding values for UO2 
and spent fuel matrix dissolution rates; and to pro- 


Copies of these documents are available from: 
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vide the experimental basis for the development of 
a release model for radionuclides from spent fuel 
that can be used in waste package design and per- 
formance assessment studies of underground nu- 
clear waste disposal systems. 

CA DE EN EV PS SC 


Family directed support : diversity, hopes, 
struggles, dignity : Special Services at 
Home evaluation 


Completed by Centre for Research & Education 
in Human Services ; funded by the Ministry of 
Community & Social Services. Kitchener, ON : 
The Centre, 1993. Ii, 145 p. : ill., Bibl. Executive 
summary (19 p.) laid in. ISBN 0-921561-06-7 
MICROLOG 97-00839 (2 fiche) 


The Special Services at Home Program was initiat- 
ed In 1982 and was designed to support children 
with disabilities to live at home with their families 
while avoiding institutionalisation. The program has 
since evolved to focus on two broad areas of family 
support: personal development and growth and/or 
family relief and support. Program intervention 
usually involves a paid person coming into the 
home and providing support. This report presents 
an evaluation of the Program, assessing the Pro- 
gram as an individualised funding famity support 
initiative by showing how the Program is operated 
and how it is experienced and perceived by each of 
the stakeholders. The evaluation examines five 
areas: Program outcomes, service utilisation, con- 
sumer benefits, roles and functions, and future di- 
rections. Some specific issues examined include 
special service workers, finding out about and ap- 
plying to the Program, service delivery models, and 
cost effectiveness. An appendix includes a descrip- 
tion of the demographics of the Program popula- 
tion. 

HE ON PR SA SS 


Feature film and television productions 
1990 


Ontario Film Development Corporation. Toronto : 
The Corporation, 1990. 83 p. : ill. 
MICROLOG 97-00823 (1 fiche) 


The OFDC operates programs to create & stimulate 
employment, investment & growth in the Canadian 
motion picture & television industry, through private 
sector companies based in Ontario. The films & 
programs in this publication represent the OFDC's 
investments to date. The publication presents pro- 
duction, distribution, sales information, & an ab- 
stract of feature films & television productions. A 
title Index concludes the document. 

CU ON PR SS 


Feature film and television productions 
[version française] 1990 


Société de développement de l’industrie cinéma- 
tographique ontarienne. Toronto : la Société, 
1990. 83 p. : ill. 

MICROLOG 97-00823 (1 fiche) 


La SDICO administre de programmes stimulant 
l'emploi, l'investissement et la croissance de l'in- 
dustrie canadienne du cinéma et de la télévision 
par l'entremise de sociétés privées basées en On- 
tario. Les films et les émissions de télévision con- 
tenus dans cette publication constituent les inves- 
tissements de la SDICO à ce jour. On donne des 
renselgnements sur la production, distribution, 
ventes, et un sommaire pour des longs métrages, 
et des productions pour la télévision. Un index de 
titre complète le document. 

CU ON PR SS 


Fetal alcohol syndrome and other alcohol- 
related birth defects — 2d ed. 


By Kathy Huebert and Cindy Raftis. Edmonton : 
Alberta Alcohol & Drug Abuse Commission, 1996. 
vil, 69 p. : Bibl. ISBN 0-7732-0854-2 

MICROLOG 97-01001 (1 fiche) 


This document updates a 1993 literature review to 
provide a thorough review of the complex Issues 
surrounding fetal alcohol syndrome (FAS). It is 
organized according to questions and issues which 
are commonly raised about FAS: what are FAS, fe- 
tal alcohol effects, and alcohol-related birth defects; 
the effects of prenatal alcohol exposure; whether 
there is a safe level of drinking during pregnancy; 
whether a father can contribute to alcohol-related 
birth defects; the incidence of FAS and other alco- 
hol-related birth defects; the concer about label- 
ling children as having alcohol-related birth de- 
fects; intervention strategies for those affected; and 
strategies for prevention. The appendix includes in- 
formation on limitations of the research reviewed, 
the physical effects of alcohol on the fetus, and 

how alcohol Is processed by the fetus. 

AL Cl HE LS PR SC 


A Financial pian for British Columbia : 
protecting medicare and education 


British Columbia. Victoria : The Province, 1996. 
15 p. : Ml. 
MICROLOG $7-01026 (1 fiche) 


British Columbia has developed a three-part plan to 
cut $750 million in government spending over 18 
months, while protecting Medicare and education. 
This publication begins with an overview of provin- 
cial government priorities and of the reasons for the 
spending cuts. It then presents the government’s 
financial plan and its three elements: measures to 
reduce the size and cost of government; measures 
to reduce or eliminate government subsidies; and 
measures to restructure government services so 
that they cost less. 

BC CO PA PR SS 


Fire fighting capability assessment 
program, Pickering NGS 


Fire Cross Consultants. Ottawa : Atomic Energy 
Control Board, 1996. ix, 39 p. (Report / Canada. 
Atomic Energy Control Board ; INFO-0644) 
MICROLOG 97-00698 (1 fiche) 


Describes an exercise that assessed the capability 
of the Pickering Nuclear Generating Station to re- 
spond to a large fire accident. The exercise scenar- 
lo involved an explosion in a turbine generator that 
resulted in release and ignition of hydrogen and lu- 
bricating oil, with fire spreading to three levels of 
the station and heavy smoke in the turbine hall. 
The report evaluates the exercise scenario and pol- 
Icy, plans, equipment, personnel, communications, 
and operations, with observations on how well 
each part was carried out and recommendations 
on improvements in emergency response and safe- 
ty ures. 

CA CI EN ND PW SC 


Fishing for answers, coastal communities 
and the BC salmon fishery : final report 


AR.A Consultants. Victoria : BC Job Protection 
Commission, 1996. 341 p. : iil., Bibl. 

ISBN 0-7726-3047-X 

MICROLOG 97-00958 (4 fiche) 


Recent serious developments affecting the British 
Columbia salmon fishery include the federal Dept. 
of Fisheries & Oceans decision to halve the size of 
the salmon fleet, a very low 1995-96 salmon catch, 
and depressed prices for salmon. This report 
assesses the impact of such changes on the prov- 
ince’s salmon fishery, with three objectives: to as- 
sess impacts of fleet rationalisation and the 1996 
commercial and recreational salmon fisheries on 
coastal communities and the province; to explore 
the need for transition and adjustment support from 
government to address the observed economic im- 
pacts; and to recommend how best to target transi- 
tion and adjustment funding and programs. The re- 
port’s analyses use 1991-94 data as a base for 
comparison. The report includes a profile of the 
salmon fishery and analyses of industry-wide, re- 
gional, coastal community, and Aboriginal impacts. 
The final sections evaluate the impacts of the Miff- 
lin Plan (or the Pacific Salmon Revitalization Strat- 


egy) and make recommendations for transition pro- 
grams. Appendices include statistical data and lists 
of comments received in surveying various stake- 
holders in the salmon fishery. 

BC CO FI PR SC ST 


Five year forest and range resource 
program, 1996-2001 


British Columbia. Forest Service. Corporate Poli- 
cy & Planning. Victoria : The Division, 1996. 39 p. 
MICROLOG 97-00931 (1 fiche) 


The Ministry of Forests manages, conserves and 
protects the province's forest, range and recre- 
ational resources to ensure sustainable use for the 
benefit of all British Columbians. This report out- 
lines the government’s goals in forest and range re- 
source management for the next 5 years. It is 
organized by components of the Forest Service’s 
mandate. In summary, this mandate is to: encour- 
age maximum resource productivity; manage re- 
sources responsibly to achieve the greatest short 
and long term social benefits; practice integrated 
resource management; encourage a globally com- 
petitive forest industry; and assert the financial in- 
terest of the Crown. Related reports are listed, as 
well as the Forest Service organization, estimates 
and the operations vote. 

BC FO NR PR SC 


The Flexible Services Development 
Project, 1991 : interim status report 


Toronto : Community & Social Services, 1992. 
144 p. ISBN 0-7778-0570-7 
MICROLOG 97-00840 (2 fiche) 


The Flexible Service Development Project was ini- 
tiated in 1988 and specifically focused on the de- 
velopment of policies and services for four groups 
underserved by the existing child care system in 
Ontario: rural and geographically isolated families; 
families requiring services outside the usual child 
care hours, because of parents’ work schedules; 
families faced with short-term emergencies; and 
families with children undergoing minor, short-term 
illnesses. This report provides some background to 
the Project and to the establishment of 13 pilot proj- 
ects which have been developed and implemented. 
It explains the purpose, objectives, and methodolo- 
gy of the evaluation of the Project, and then pres- 
ents preliminary data for each pilot project along 
with information on the sponsoring agency and the 
programs offered through the project. A concluding 
section suggests some of the policy issues that will 
likely need to be addressed in establishing more 
flexible child care services in the four designated 
service areas. 

ON PR SA SS 


Fondation ontarienne pour la recherche en 
cancérologie et le traitement du cancer : 
Rapport annuel 1995-96 


Toronto : la Fondation, 1996. 19 p. : ill. 
MICROLOG 97-00876 (1 fiche) 


La Fondation ontarienne pour la recherche en 
cancérologie et le traitement du cancer (FORCTC) 
dispense des services de traitement et de soutien 
aux patients par le biais de huit centres régionaux 
de cancérologie à Hamilton, London, Ottawa, 
Thunder Bay, Toronto, Sudbury et Windsor. Ces 
centres régionaux, ainsi que l'Hôpital Princess Mar- 
garet, de Toronto, dispensent tous les traitements 
de radiothérapie et presque tous les traitements de 
chimiothérapie en Ontario. Dans le cadre de son 
mandat, la FORCTC gère aussi des programmes 
de recherche, de dépistage précoce, de prévention 
et d'éducation sur le cancer. Ce rapport annuel 
présente huit personnes en vedette, chacune a mis 
au service d'autrui son expérience personnelle du 
cancer. Un rapport des activitées pour chaque cen- 
tre régional est donnée. Les états financiers con- 


cluent le rapport. 
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Forecasting of ice conditions off the 
Canadian east coast in 1996 : a 
demonstration of the Iice-Ocean Forecast 
System 


By B.M. DeTracey, C.L. Tang and Q.Y. Gul. Dart- 
mouth, NS : Fisheries & Oceans Canada, Mari- 
times Region, Ocean Sciences Division, Coastal 
Ocean Science Section, Bedford Institute of 
Oceanography, 1996. iv, 43 p. : Maps, Bibl. (Can- 
adian technical report of hydrography and ocean 
sciences / Canada. Dept. of Fisheries & Oceans ; 
no. 180 ISSN 0711-6764) CCG-P 

no. Fs97-18/180E 

MICROLOG 97-01081 (1 fiche) 


The Ice-Ocean Forecast System (IOFS) is a real- 
time system developed to forecast wind-driven ice 
motion off the Labrador and Newfoundland coast. 
The core of the system is computer model consist- 
ing of a baroclinic ocean component and an ice 
component coupled to the ocean through a surface 
Ekman layer. A graphical user interface serves as 
the front end for the forecast model. Sea ice motion 
and ocean currents are forced by six-hourly fore- 
cast surface wind and barometric pressure received 
from the Canadian Meteorological Centre. The ini- 
tial ice condition for the model is based on ice 
charts from the Canadian Ice Service. This report 
describes in detail the forecast procedure and pres- 
ents the results of some forecast runs for an area 
covering the Labrador and Newfoundland coasts 
down to the Grand Banks. 

AP CA CF ND NR PS SC 


Forest management guidelines for the 
provision of marten habitat, version 1.0 


W. Robert Watt...et al. Sault Ste. Marie, ON : Min- 
istry of Natural Resources, Forest Management 
Branch, Forest Program Development Section, 
1996. v, 27 p. : iil., Bibl. (Technical series / On- 
tario. Forest Management Branch) 

ISBN 0-7778-5451-1 

MICROLOG 97-00599 (1 fiche) 


These guidelines have been prepared to help ad- 
dress the needs of marten (Martes americana) in 
the preparation and implementation of forest man- 
agement plans that contribute to ensuring long- 
term health of Ontario forests. The guidelines are 
designed to maintain habitat of sufficient quality 
and quantity to support healthy populations of mar- 
ten. They include an overview of marten ecology 
and habitat requirements, discussion of the impli- 
cations of forest management on marten habitat, 
additional detail about recommendations to man- 
age habitat (along with an example), and discus- 
sion of the anticipated evolution of the guidelines. 
FO LS ON PR SC 


Forest management guidelines for the 
provision of pileated woodpecker habitat, 
version 1.0 


Brian J. Nayior...et al. Sault Ste. Marie, ON : Min- 
istry of Natural Resources, Forest Management 
Branch, Forest Program Development Section, 
1996. vii, 26 p. : ill., Bibl. (Technical series / On- 
tario. Forest Management Branch) 

ISBN 0-7778-5450-3 

MICROLOG 97-00600 (1 fiche) 


These guidelines were developed to help Ontario 
forest managers address the habitat needs of 
pileated woodpeckers (Dryocopus pileatus) during 
the planning and implementation of forest manage- 
ment activities. The guidelines address woodpeck- 
er habitat needs at two scales. At the stand-level 
scale, they identify practices that can supply specif- 
ic habitat features such as cavity trees needed for 
feeding, nesting, and roosting. At the landscape or 
management unit level, they help establish broad 
habitat objectives and the means for their achieve- 
ment. The guidelines include an overview of the 
habitat needs of pileated woodpeckers, a discus- 
sion of the implications of forest management activ- 
ities, and recommended forest management prac- 


tices for the provision of habitat. 
FO LS ON PR SC 


Fort McMurray-Athabasca Oil Sands, 
subregional integrated resource plan 


Edmonton : Alberta Environmental Protection, 
1996. vi, 58 p. : Maps, Bib/. ISBN 0-86499-749-3 
MICROLOG 97-01041 (1 fiche) 


This plan document presents the Alberta govern- 
ment resource management policy for public lands 
and resources within the Fort McMurray-Athabasca 
Oil Sands planning area. It is intended as a guide 
for resource , Industry, and the public 
with responsibility or interests in the area. A key 
purpose of the plan is to resolve issues and con- 
flicts on public land and resources through the inte- 
gration of objectives and by providing the guide- 
lines for achieving those objectives. The document 
begins with an overview of the planning area and 
the policy context of the plan. it then sets out the 
broad resource management direction for the plan 
with regard to such matters as mineral resources, 
forests, settlement, agriculture, water resources, 
tourism, fisheries, wildilfe, and infrastructure. Spe- 
cific objectives and guidelines are then presented 
for resource management areas within the plan- 
ning area. The document ends with recommended 
tasks and strategies for implementing the plan. In- 


cludes glossary. 
AL NR PR SC 


Fort St. John Timber Supply Area : 
rationale for allowable annual cut (AAC) 
determination, effective December 31, 
1996 


By Larry Pedersen. Victoria : Ministry of Forests, 
1996. 56 p. : Bibl. 
MICROLOG 97-00935 (1 fiche) 


The Fort St. John Timber Supply Area(TSA) covers 
about 4.7 million hectares in the Prince George 
Forest Region of British Columbia. About 2.3 mil- 
lion hectares of the TSA are considered productive 
forest. After a brief description of the TSA, this re- 
port reviews the principles for determining the ai- 
lowable annual cut for the area and presents an ac- 
counting of the factors and the rationale used in 
making that determination. These factors include 
the role of the base-case timber supply forecast, 
the existing forest inventory, the expected rate of 
forest growth, the land base contributing to timber 
harvesting, regeneration delay, silvicultural treat- 
ments, areas not satisfactorily restocked, decay 
and wastage, integrated resource management ob- 
jectives, harvest flow, economic and social objec- 
tives, and forest industry facilities. The appendix 
contains relevant sections of provincial forestry leg- 
islation. 

BC FO PR SC 


Framework for monitoring and reporting 
regional health outcomes, a guide for 
regional health boards 


Victoria : Ministry of Health & Ministry Responsi- 
ble for Seniors, 1996. 30 p. : Bibl. 
MICROLOG 97-00947 (1 fiche) 


This document is intended to assist Regional 
Health Boards in British Columbia to meet the per- 
formance management requirements outlined in 
the provincial Health Services Management Proto- 
col. It focuses on a cornerstone of performance 
management, the use of health outcome informa- 
tion as a means of evaluating system policies, pro- 
grams, and performance. The document includes 
information on assessing local health needs, prior- 
izing those needs in the context of provincial health 
goals, assessing the relevance of services and stra- 
tegies, establishing of performance targets and 
tracking performance, integration of outcome infor- 
mation to health service effectiveness and other 
factors, and maintenance or modification of health 
services directions. Includes glossary. 

BC HE PR SS 


The Freedom of Information Act : Annual 
report 1995 


Winnipeg : Manitoba Culture, Heritage & Citizen- 
ship, 1996. 12, 12 p. Bilingual (Loi sur la liberté 
d’acces...). 

MICROLOG 97-00692 (1 fiche) 


This annual report summarizes applications re- 
ceived and the experience of departments and 
agencies with regards to the Act. It also provides 
tables showing application processing, by agency. 
JU MS PR SS 


Freshwater Fish Marketing Corporation 
(Canada) : Annual report 1995-96 


Winnipeg : The Corporation, 1996. 22 p. : il. 
MICROLOG 97-01058 (1 fiche) 


Annual report of the Corporation, established in 
1969 to market and trade in fish and fish products 
in the provinces of Manitoba, Saskatchewan, Alber- 
ta, Ontario and the Northwest Territories and to ex- 
port fish and fish products. The report describes 
the purpose and objectives of the Corporation and 
the stocks of the major species and provides data 
on a historical summary of sales and landings. A 
financial statement is included. 

CA CO DE FI SC 


Friendship selection and quality in 
children with and without learning 
disabilities : final report 


By Judith Weiner. Toronto : Ontario Institute for 
Studies in Education, 1994. 6 p. : Bibl. (OISE proj- 
ect / Ontario Institute for Studies in Education ; 
3044) ONTERIS ON08367 

MICROLOG 97-01120 (1 fiche) 


This report is one of several resulting from a project 
that studied friendship patterns of children with 
learning disabilities. The reported phase of the 
project facilitated the development of friendship se- 
lection measures appropriate for the context of chil- 
dren with learning disabilities. The measures and 
procedures are included. 

BS ED ON OR PR SA SS 


The Future quality system for Canadian 
wheat : a discussion paper 


Canadian Wheat Board. Winnipeg : Canadian 
Wheat Board ; Canadian Grain Commission, 
1996. 15 p. : Bibl. French ed. (Contrdle de la 
qualité du blé...) : 96-06864/1. 

MICROLOG 97-00993 (1 fiche) 


Canada’s reputation as a reliable supplier of grain 
of consistently safe, clean and uniform quality has 
given Canadian grain a competitive advantage in 
the world market. The challenge ahead is to ensure 
that this marketing advantage and its economic 
benefit to farmers can be maintained in a rapidly 
evolving industry. In response to this challenge, 
this paper examines issues and options confronting 
the Canadian grain industry as it moves toward the 
21st century. It assesses the western Canadian sys- 
tem for assuring wheat quality, describes alterna- 
tive wheat quality systems which will address do- 
mestic and global changes, and evaluates the im- 
pact these alternatives may have on Canada’s abil- 
ity to maintain its market advantage. Options 
evaluated include parameters, and discontinuing 
some requirements under the kernel visual dis- 
tinguishability (KVD) method of quality differentia- 
tion. 

AG CA CI CO ND SC 


The Geochemical immobilization of 
uranium in a spent fuel repository in the 
Canadian Shield : evidence from natural 
analogue investigations 

By D.J. Bottomley. Ottawa : Atomic Energy Con- 


trol Board, 1996. vil, 32 p. : iil., Bibl. (Report / 
Canada. Atomic Energy Control Board ; 
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MICROLOG 97-00701 (1 fiche) 


Natural analogue studies of uranium ore deposits 
provide valuable information on the geochemical 
conditions that control the mobilisation of uranium 
and associated radionuclides in groundwaters. This 
report describes natural analogues at Alligator 
Rivers, Australia; Poços de Caldas, Brazil; Cigar 
Lake, Saskatchewan; and Palmottu, Finland. Fac- 
tors observed to prevent or limit uranium mobilisa- 
tion and transport by groundwater in those analo- 
gues are noted. The report also describes negative 
analogue sites, where host rocks are devoid of 
known uranium deposits but where high concentra- 
tions of dissolved uranium can occur in the ground- 
water. Finally, the role of redox conditions in the 
mobilisation of uranium in deep crystalline rock 
groundwaters is discussed. 

CA EV ND NR PS SC 


Geological Survey of Canada catalogue, 
1988-94 


Geological Survey of Canada. Ottawa : The Sur- 
vey, 1995. 160 p. 
MICROLOG 97-00801 (2 fiche) 


This catalogue contains publications, maps, open 
files, & other outputs published between 1988 & 
1994. Entries are in order according to series num- 
ber, & provide typical bibliographic description as 
well as price. An author index concludes the docu- 
ment. 

CA DE NR SC 


Geology and mineral deposits of the 
Quesnel River-Horsefly map area, central 
Quesnel trough, British Columbia, NTS 
map sheets 93A/5, 6, 7, 11, 12, 13, 93B/9, 
16, 93G/1, 93H/4 


By A Panteleyev...et al. Victoria : Ministry of Em- 
ployment & Investment, Energy & Minerals Divi- 
sion, Geological Survey Branch, 1996. x, 156 p. : 
ill, Maps, Bibl. (Bulletin / British Columbia. Minis- 
try of Energy, Mines & Petroleum Resources ; 97 
ISSN 0226-7497) ISBN 0-7726-2973-0 
MICROLOG 97-00961 (2 fiche) 


Since 1859, the central Quesnel belt region of inter- 
ior British Columbia has been the site of significant 
placer gold production. The identification of bed- 
rock source areas for the placer gold and definition 
of the various mineral deposit types in this region 
are the main objectives of this field study. The 
study describes the regional geology, the geology 
of the central Quesnel belt (sedimentary units, vol- 
canic successions, overlap units, continental clastic 
and volcanic deposits, intrusive suites), the region’s 
geochronology and palaeontology, geochemistry, 
geologic structure, and metamorphism. It con- 
cludes with a section on economic geology of the 
region, discussing lode deposits, placer gold de- 
posits, and regional geochemical studies. 

BC NR PR SC 


Geology and sulphide deposits of Anvil 
Range, Yukon 


By D.S. Jennings and G.A Jilson. Whitehorse : 
Indian & Northern Affairs Canada, Northern Af- 
fairs: Yukon Region, 1996. 47 p. : ill., Maps, Bibl. 
In Mineral Deposits of Northem Cordillera. 
MICROLOG 97-01109 (1 fiche) 


The Anvil Range lead-zinc-silver mining district is 
located 200 kilometres north-east of Whitehorse, 
Yukon, and contains five deposits with defined re- 
serves. The district is underlain by five kilometres of 
deformed late Precambrian to Upper Palaeozoic 
metasedimentary and metavoicanic rocks intruded 
by a Cretaceous granitic plutonic suite. This report 
describes the district’s regional geology, stratigra- 
phy, lithology, structural geology, metamorphism, 
and ore deposits. 

CA ND NO NR SC 


y of Mount Nansen (115-1/3) and 
Stoddart Creek (115-1/6) map areas, 
Dawson Range, central Yukon 


By Gerald G. Carlson. Whitehorse : Indian & 
Northern Affairs Canada, Northern Affairs: Yukon 
Region, 1987. ix, 181 p. : /il., Maps, Bibl. (Open 
file / Northern Affairs Program (Canada). Yukon 
Region ; 1987-2) Fold. maps not filmed. On cov- 
er: Canada/Yukon Subsidiary Agreement on Min- 
eral Resources. 

MICROLOG 97-01 180 (3 fiche) 


The area described in this report is centred about 
50 km north-west of Carmacks, Yukon Territory. 
The area contains a number of porphyry and vein 
related mineral occurrences which have been un- 
dergoing extensive re-evaluation for precious metal 
potential. The report describes the area's general 
geology, including lithology of the metamorphic 
units, meta-plutonic suites, batholiths, volcanic 
rocks, and intrusions; structural geology, including 
regional structural elements, basement structures, 
and structure of the Mount Nansen and Carmacks 
suites; and economic geology, including types of 
deposits, controls on mineralization, and explora- 
tion methods. Information is included on individual 
mineral occurrences, including deposit name, loca- 
tion, exploration history, mineralization, and refer- 
ences. Appendices include detailed analytical data 
and petrographic descriptions. 

CA ND NO NR PR SC 


Geology of the White River native copper 
deposit, Yukon Territory 


By AJ. Sinclair, A Bentzen and J.A McLeod. 
Whitehorse : Indian & Northern Affairs Canada, 
Northern Affairs: Yukon Region, 1979. 27 p. : il. 
Maps, Bibl. 

MICROLOG 97-01112 (1 fiche) 


The White River copper deposit is located near the 
Yukon-Alaska border about 220 miles north-west of 
Whitehorse. The deposit is representative of a na- 
tive copper-bassit association, with native copper 
and chalcocite being the most abundant ore miner- 
als. This report reviews the general geology of the 
White River copper area and describes the 
structure and stratigraphy of the deposit zone, and 
the deposit petrography and mineralogy. Two 
stages of copper mineralization are postulated for 
the genesis of the deposit. 

CA ND NO NR SC 


Gouvernement du Canada : dépenses 
fiscales, 1995 


Ottawa : Ministére des finances, 1996. 132 p. 
MICROLOG 97-00761 (2 fiche) 


Ce rapport a pour objet de servir de source de ren- 
seignements à l'intention des gens qui souhaitent 
analyser le régime fédéral d'impôt sur le revenu et 
la Taxe sur les produits et services (TPS). Le rap- 
port lui-même ne tente aucunement de porter un 
jugement sur l’à-propos des objectifs de la poli- 
tique publique ou sur l'efficacité des diverses dis- 
positions fiscales dans la réalisation de ces objec- 
tifs. La 1ere partie du rapport traite de façon 
générale de la notion de dépense fiscale afin de fa- 
ciliter la compréhension des estimations fournies 
ensuite. Elle aborde aussi le calcul et l'interpréta- 
tion du coût des dépenses fiscales, en décrivant 
notamment les principales hypothèses utilisées 
dans l'analyse. La 2e partie présente l'estimation 
du coût des dépenses fiscales ainsi que des postes 
pour mémoire relatifs à l'impôt sur le revenu des 
particuliers, à l'impôt sur les bénéfices des sociétés 
et à la TPS. Le rapport comporte 3 annexes. Cha- 
cune des dépenses fiscales est décrite et des ren- 
seignements sur les sources de données et la 
méthodologie utilisées pour élaborer les estima- 
tions sont présentés dans les annexes (impôt des 
particuliers, des sociétés et TPS). 

CA CO DE PA SS 


Government response to the Standing 
Committee on Foreign Affairs and 
International Trade on Canadian SMEs in 
the world economy : developing effective 
business-government partnership for 
international success 


Canada. Dept. of Foreign Affairs & International 
Trade. Ottawa : The Dept., 1996. 19 p. French ed. 
(Réponse du gouvernement au rapport...) on the 
same fiche. 

MICROLOG 97-01066 (1 fiche) 


The following is the government response to the 
recommendations of the Standing Committee on 
Foreign Affairs and International Trade contained in 
its report tabled in the House of Commons on June 
19, 1995. These recommendations result from the 
review by the Standing Committee of testimony re- 
ceived during the First Session of the Thirty-fifth 
Parliament. 

CA CO EX ND PA SS 


Granitic pegmatites in the Canadian 
Cordillera, Yukon and Northwest 
Territories 


Submitted to the Canada/Yukon Geoscience Of- 
fice ; Lee A. Groat...et al. Whitehorse : Indian & 
Northern Affairs Canada, Northem Affairs: Yukon 
Region, 1995. 40 p. : /il., Maps, Bibl. (Open file / 
Norther Affairs Program (Canada). Yukon Re- 
gion ; 1995-14(G)) At head of title: Canada/Yu- 
kon Economic Development Agreement. 
MICROLOG 97-01094 (1 fiche) 


Granitic pegmatites of the Yukon and western 
Northwest Territories are of considerable interest 
for their rare element and gemstone content, and 
their ability to reveal information about crustal and 
tectonic events. This study represents the first at- 
tempt to conduct original research on the regional 
geology of Canadian Cordilleran pegmatites. It in- 
cludes a review of the geology of the study 
area and descriptions, including geochemical anal- 
yses, of pegmatites in the Little Nahanni pegmatite 
group, the McQuesten River region, the O’Grady 
Batholith, the Clea Pluton, and the Cassiar Bathol- 
ith. Suggestions are provided for future research. 
CA ND NO NR PR SC 


Groupe de travail interministériel sur le 
marché des IFI : rapport final 


Groupe de travail interministériel sur le marché 
des IFI (Canada). Ottawa : le Groupe de travail, 
1995. v, 39 p. L'éd. anglaise (interdepartmental 
Task Force on FI...) : 96-02617/1. 

MICROLOG 97-01060 (1 fiche) 


Ce rapport est fondé sur l'expérience de profes- 
sionnels du gouvernement qui l'ont organisé au- 
tour de quatre grands thèmes : le bassin des four- 
nisseurs canadiens, les instruments financiers, les 
ressources humaines, et l'information commerci- 
ale/les renseignements sur les marchés. Le rapport 
aborde précisément les points suivants : l'impor- 
tance relative du marché des institutions finan- 
cières internationales (IF1); les marchés IFI et la 
performance du Canada; réussir sur le marché de 
IFI; et, recommandations. 

CA CO EX ND SS 


Guide d'application de la partie 9 du Code 
national du bâtiment aux immeubles 
existants 


AT. Hansen Consulting Services. Ottawa : So- 
ciété canadienne d'hypothèques et de logement 
Divison des normes et services professionnels, 
Normes, technologies et liaison avec les services 
extérieurs, 1995. 245 p. L’éd. anglaise (Guide for 
the application of part 9...) : 97-01161/2. 
MICROLOG 97-01076 (3 fiche) 


Ce rapport a été commandé par la SCHL pour 
répondre aux préoccupations de ceux qui 
souhalteraient avoir une orientation plus spécifique 
aux immeubles existants tout en tenant compte des 
inquiétudes exprimées par la CCCBI concemant la 
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souplesse et un niveau égal d'hygiène et de sécu- 
rité à assurer aux occupants de tous les immeur- 
bles, qu'ils soient neufs ou anciens. Le rapport 
comporte trois chapitres. Dans le premier, nous 
traitons des principes qui devraient régir l'applica- 
tion du Code dans le cas des immeubles existants. 
Le deuxième énonce les objectifs de chacun des 
articles de la partie 9. Dans le troisième, on trouve 
cinquante exemples de problèmes types oc- 
casionnés par l'application du Code national du 
bâtiment aux immeubles existants. On y propose 
des solutions, accompagnées d’une explication de 
la manière dont les nouvelles solutions de re- 
change ont été élaborées. 

CA DE PL SC 


Guide de restructuration des procédés liés 
à la rémunération et aux avantages 
sociaux 


Ottawa : Conseil du trésor du Canada, Secrétari- 
at, 1996. xi, 118 p. : iil., Bibl. L’éd. anglaise 
(Guide for re-engineering pay and benefits) : 
97-00756/3. Document complémentaire au Plan 
directeur pour le renouvellement des services 
gouvernementaux à l’aide des technologies de 
l'information. ISBN 0-662-81405-1 GCC-E 

no BT22-47/1996F 

MICROLOG 97-00757 (3 fiche) 


Ce guide offre des renseignements et des solutions 
pratiques mises au point par l'équipe chargée du 
projet de restructuration de la rémunération et des 
avantages sociaux afin d'aider les ministères et or- 
ganismes gouvernementaux à restructurer leurs 
processus à ce chapitre. Il présente une vision et 
des principes directeurs relativement à la 
rémunération et aux avantages sociaux, définit les 
besoins de la clientèle, et décrit les modèles des 
processus opérationnels actuels et futurs, ainsi que 
les meilleures pratiques et les stratégies pour la 
mise en oeuvre et la gestion des changements. Le 
modèle des processus futurs est conçu pour 
améliorer les services aux employés et aux gestion- 
naires; rehausser le milieu de travail des spécial- 
istes de la rémunération et des avantages sociaux; 
et réduire les coûts de mise en oeuvre, par les min- 
istères et organismes gouvernementaux, des solu- 
tions envisagées. Le guide ne traite pas des restric- 
tions liées aux lois, aux politiques et aux négocia- 
tions collectives. 

CA DE LA PA SS 


Guide for re-engineering pay and benefits 


Ottawa : Treasury Board of Canada Secretariat, 
1996. xi, 109 p. : ill., Bibl. French ed. (Guide de 
restructuration des procédés...) : 97-00757/3. A 
companion document to the Blueprint for renew- 
ing government services using information tech- 
nology. ISBN 0-662-24879-1 CCG-P 

no. BT22-47/1996E 

MICROLOG 97-00756 (3 fiche) 


A key initiative in administrative renewal of the 
federal government is the effort to re-engineer cur- 
rent processes for administering pay and benefits. 
This guide is designed to help directors of person- 
nel and departmental pay and benefits managers 
implement the re-engineered process model devel- 
oped by a team within the Treasury Board Secre- 
tariat. The model is designed to improve services to 
employees and managers, enhance the working 
environment of pay and benefits specialists, and re- 
duce costs significantly. After an introductory sec- 
tion, chapter two presents the government's vision 
statement and guiding principles regarding pay 
and benefits services, defines client needs, and 
sets the goal of quality service. The next two chap- 
ters describe the state of pay and benefits today 
(the current process model) and the re-engineered 
process model (what pay and benefits will look like 
after change). The final two chapters contain infor- 
mation on implementing the future process model 
and managing change. 

CA DE LA PA SS 


Guide for residential indoor air quality 
investigations 


By George Vandrish and Lyle Davidson. Ottawa : 
Canada Mortgage & Housing Corporation, 1995. 
vil, 148 p. : Wi., Bibl. 

MICROLOG 97-01201 (2 fiche) 


This guide presents a proposed series of steps that 
should be followed by trained specialists for identi- 
fying and determining the urgency, severity, cause, 
and possible remedial actions needed when a pos- 
sible indoor air quality problem is reported. It be- 
gins with questions that can be asked over the tele- 
phone to occupants and includes steps, questions, 
and observations for a field visit and written report, 
if considered necessary. It also contains informa- 
tion on inspection procedures, analysis and 
remediation of problems, and sampling and testing 
methods. 

CA EV ND PL SC 


Guide for the application of part 9 of the 
National Building Code to existing 
buildings 


AT. Hansen Consulting Services. Ottawa : Can- 
ada Mortgage & Housing Corporation, Profes- 
sional Services & Standards Division, Technical & 
Engineering Services, 1995. iv, 178 p. French ed. 
(Guide d'application de la partie 9...) : 
97-01076/3. 

MICROLOG 97-01161 (2 fiche) 


Existing buildings undergoing renovation, expan- 
sion, or change of occupancy presents a problem 
for building code users to determine the extent to 
which the existing building must be brought into 
line with current regulations. This report first dis- 
cusses principles by which code requirements 
should be applied to existing buildings. It then out- 
lines the aims and objectives of each article in part 
9 of the National Building Code, which contains 
close to 1000 articles that cover virtually all aspects 
of building construction. This outline is intended to 
provide the code user with insight into the purpose 
of each requirement so that assessments can be 
made of alternative design solutions. The third sec- 
tion of the report compiles 50 examples of typical 
problems that may arise in applying the Code to 
existing buildings. Solutions to these problems are 
suggested, along with an explanation on how the 
alternative design solutions were reached. A new 
section proposed for inclusion in part 9 is append- 


ed. 
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Guide pour l’amélioration des services aux 
personnes Agées canadiennes, victimes 
d’abus 


Chercheurs responsables, Elizabeth Pittaway, 
Elaine Gallagher ; chercheurs régionaux, Michael 
Stones...et al. Victoria : Ministry of Health & Min- 
istry Responsible for Seniors, Office for Seniors, 
Interministry Committee on Elder Abuse ; Univer- 
sity of Victoria, Centre on Aging ; Ottawa : Santé 
Canada, Division de la prévention de la violence 
familiale, 1995. 97 p. : iil., Bibl. L’éd. anglaise (A 
Guide to enhancing...) : 95-06835/2. 

MICROLOG 97-01147 (2 fiche) 


L'objectif principal de ce guide est d'aider à établir 
ou à améliorer les services aux personnes âgées 
victimes d’abus dans les communautés locales au 
Canada. Un autre objectif est d’aider les four- 
nisseurs de services à reconnaître davantage les 
différences muiticulturelles, régionales, urbaines et 
rurales, et à agir en conséquence. Nous rappelons 
aussi les obstacles qui empêchent les clients 
d’avoir recours aux services. Vous trouverez dans 
ce guide une vue d'ensemble de plusieurs théories, 
destinée à remettre en question les mythes 
courants qui peuvent influencer les attitudes. Nous 
rappelons aussi différents types d'abus et de négli- 
gence recensés, ainsi que les facteurs identifiés as- 
sociés aux abus et à la négligence. Pour fins de 
discussion, nous exposons dans leurs grandes 
lignes des stratégies pour le développement de 
services communautaires et pour les relations avec 


d'autres fournisseurs de services et avec la com- 
munauté. 
BC BS CA ND PR SA SS 


A Guide to adult basic education in 
women’s bridging programs 


By Mary Carlisle. Victoria : Ministry of Education, 
Skills & Training, 1996. v, 122 p. : Bibl. Project 
funding by the National Literacy Secretariat, Hu- 
man Resources Canada and the British Columbia 
Ministry of Education, Skills and Training. 
MICROLOG 97-00907 (2 fiche) 


Bridging programs provide skills and support to 
women who have e abuse. Their goal is 
to provide such women with a safe, supportive en- 
vironment in which to gain or increase the confi- 
dence necessary to participate effectively in educa- 
tion, training, and employment. The programs play 
a supportive role through coaching in life skills and 
personal t topics and by providing op- 
portunities to develop productive networks in the 
community and within the group. The programs in- 
clude an adult basic education (ABE) component, 
or academic upgrading, which usually takes no 
more than 4-6 hours per week. This guide presents 
information on three parts of the ABE component: 
learning and study skills, writing skills, and mathe- 
matics. Procedures for use in class are given along 
with student materials. 

BC CA ED PR SA SS 


A Guide to British Columbia’s Forest Act 
and Forest Practices Code for participants 
in the Woodiot Licence Program and the 
Small Business Forest Enterprise Program 


Victoria : Ministry of Forests, Resource Tenures & 
Engineering Branch, 1996. 52 p. : iil. 
MICROLOG 97-00918 (1 fiche) 


Provides an overview of some of the legislation 
which may affect participants in British Columbia’s 
Woodlot Licence Program and Small Business For- 
est Enterprise Program. Introduces the Forest Act 
and the Forest Practices Code of British Columbia 
Act as they apply to program participants; de- 
scribes the plans required from participants as 
identified in the Acts, including silviculture prescrip- 
tions and woodiot licence management plans; de- 
scribes requirements during all phases of forestry 
operations, including road construction and use, 
harvesting, silviculture, fire use and prevention, and 
environmental protection measures; and reviews 
the penalties and enforcement options available to 
Forest Service staff and other authorities. 

BC FO JU PR SC 


A Guide to emergency planning in 
residential programs 


Toronto : Ministry of Community & Social Ser- 
vices, 1986. 80 p. ISBN 0-7729-5415-1 
MICROLOG 97-00890 (2 fiche) 


For the purpose of these guidelines, a Residential 
Program of the Ministry of Community & Social 
Services is defined as that which has a bed capac- 
ity of 11 or more, is regulated and/or operated di- 
rectly by the Ministry, and receives an opera- 
tion/maintenance subsidy from the Ministry. The 
guide attempts to assist Residential Program ad- 
ministrators who have no emergency plan or those 
who have an emergency plan which needs to be 
reviewed or updated. Topics covered by the guide 
include evacuation, relocation, survival in case the 
facility becomes isolated from the community, re- 
ception of residents from another facility in an 
emergency, food service, hygiene and sanitation, 
general concems, and writing and testing the plan. 
Includes a checklist for emergency planning and a 
sample emergency plan. 
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A Guide to promote community 
involvement in mental health planning 


Regina : Mental Health Advisory Council, 1996. 
53 p. : Bibl. 
MICROLOG 97-00759 (1 fiche) 


This guide begins with an introduction on the Sas- 
katchewan government philosophy regarding de- 
velopment of mental health resources, supports, 
and services, and an outline of the goals and ratio- 
nale for an integrated mental health system. The 
guide then presents six steps for planning and im- 
plementing an integrated mental health services 
initiative: establishing a planning team and partner- 
ships; conducting a needs assessment; linking 
needs and service responses, and conducting a 
gaps analysis; development of a plan; implementa- 
tion of actions; and evaluation. Appendices include 
a discussion of group problem-solving and a glos- 


sary. 
HE MS PR SS 


Guide to the approval process for forest 
industry projects in Alberta 


Edmonton : Alberta Environmental Protection ; 
Natural Resources Conservation Board, 1996. 
21 p. ISBN 0-7733-1917-X 

MICROLOG 97-01150 (1 fiche) 


This guide summarizes the municipal, provincial, 
and federal approvals that may apply to forest in- 
dustry projects in Alberta. It outlines the application 
processes and provides an overview of the informa- 
tion requirements of the regulatory agencies which 
may be involved. Information is included on appro- 
vals related to resource allocation (forest tenure, 
water and energy resources), environmental and 
socio-economic impact assessment, and facility 
construction, operation, and reclamation. The 
guide also discusses the need for public consulta- 
tion as an integral part of the regulatory approval 
process. Appendices include a summary list of in- 
formation documents and a directory of agency 
contacts. 

AL FO JU PR SC 


Guide to the Federal Real Property Act and 
Federal Real Property Regulations 


Ottawa : Treasury Board Secretariat, Bureau of 
Real Property & Materiel, 1996. vi, 179 p. 

ISBN 0-662-62687-7 CCG-P no. BT22-49/1996 
MICROLOG 97-00738 (2 fiche) 


The Federal Real Property Act of 1992 was 
designed to be the primary statutory authority for 
the real property conveyance practices of the 
federal government. This guide Is intended to help 
government officials understand the legislative, his- 
torical, and policy context of the Act and the 
Federal Real Property Regulations. It is meant to 
provide background for discussions on interpreting 
the Act and Regulations as weli on their future re- 
forms. The first two sections contain overviews, 
text, and commentaries on the Act and the Reguia- 
tions. The third section uses a question and answer 
format to provide general information on the Act 
and Regulations regarding such matters as scope, 
Crown grants, real property conveyances, and ad- 
ministration. 

CA DE JU PW SS 


Guideline for use at contaminated sites in 
Ontario 


Toronto : Ministry of Environment & Energy, 
1996. od, 157 p. : M., Bibl. ISBN 0-7778-4052-9 
MICROLOG 97-00602 (2 fiche) 


This guideline provides advice and information to 
Ontario owners and consultants for use 
when assessing the environmental condition of a 

, when determining whether or not restora- 
tion Is required, and in determining the kind of res- 
toration needed to allow continued use or reuse of 
the site. It describes three approaches for respond- 
ing to site contamination: background, generic, 
and site-specific risk assessment; a four-step pro- 


cess for investigation and restoration (site assess- 
ment, sampling and analysis, remedial work plan- 
ning and implementation, and recording the work 
done); administration and record keeping related to 
the restoration; and opportunities and consider- 
ations for using land use planning mechanisms 
when a restored site Is to be reused or 

. The appendix includes lists of envi- 
ronmental criteria, sample forms, and excerpts 
from relevant legislation. 
EV ON PR SC 


Guidelines for estimating backgrounding 
costs for weight range of 500-900 Ibs. 
based on 500 head, 1996 


Winnipeg : Manitoba Agriculture, Farm Business 
Management, 1996. 11 p. (Information update / 
Manitoba. Farm Management ) 
MICROLOG 97-00719 (1 fiche) 


This budget is an estimate of the costs of produc- 
tion associated with backgrounding feeder calves. 
Backgrounding generally refers to the assembling, 
feeding and managing calves from weaning until 
they are put onto a high concentrate finishing ra- 
tion. The purpose of the budget Is to assist Manito- 
ba livestock producers in calculating their own 
costs and take into consideration the factors that 
should be included when budgeting to determine 
breakeven prices. 

AG CO MS PR SC 


Guidelines for estimating cow-calf 
production costs based on a 150 cow herd, 
1996 


Winnipeg : Manitoba Agriculture, Farm Business 
Management, 1996. 15 p. (Information update / 
Manitoba. Farm Management ) 
MICROLOG 97-00724 (1 fiche) 


This guide is designed to provide planning informa- 
tion and a format for calculating costs of production 
on a 150 cow-calf enterprise, including operating 
and fixed costs. Each cow-calf producer is encour- 
aged to determine his own costs of production 
based on his own inputs, pasture program, and 


management. 
AG CO MS PR SC 


Guidelines for estimating feediot finishing 
costs for weight range of 650-1250 Ibs. 
based on 500 head, 1996 


Winnipeg : Manitoba Agriculture, Farm Business 
Management, 1996. 11 p. (Information update / 
Manitoba. Farm Management 
MICROLOG 97-00721 (1 fiche) 


This budget is an estimate of the costs of produc- 
tion encountered in finishing beef cattle in a farm 
feediot situation. The purpose is to assist Manitoba 
livestock producers in calculating their own cost of 
production and take into consideration the factors 
that should be included when budgeting to deter- 
mine breakeven prices. 

AG CO MS PR SC 


Guidelines for estimating shortkeep 
feeders for weight range of 900-1350 Ibs. 
based on 500 head, 1996 


Winnipeg : Manitoba Agriculture, Farm Business 
Management, 1996. 10 p. (information update / 
Manitoba. Farm Management ) 
MICROLOG 97-00711 (1 fiche) 


Caitle feeding is a high risk business requiring 
large amounts of short term capital to buy feeder 
cattle and feed. This document provides an es- 
timated budget of the costs of production encoun- 
tered in finishing beef cattle in a farm feediot situa- 
tion. The purpose of this budget is to assist Manito- 
ba livestock producers in calculating their own cost 
of production and take into consideration the fac- 
tors that should be included when budgeting to de- 


termine breakeven prices. Each assumption must 
be examined and adjustments made, when neces- 
sary, to apply to the farmer's own situation. 

AG CO MS PR SC 


Guidelines for the Special Services at 
Home Program 


Toronto : Ministry of Community & Social Ser- 
vices, 1991. 14 p. ISBN 0-7729-8595-2 
MICROLOG 97-00863 (1 fiche) 


The Special Services at Home Program Is intended 
to provide support to individuals living at home with 
their families, and to families caring for family mem- 
bers, who have a disability and as a result have 
special needs which require services beyond the 
care normally provided by the family. This publica- 
tion outlines who is eligible for the Program, needs 
recognised and services funded by the Program, 
services not funded, the Program application pro- 
cess, Program decision-making, the appeals pro- 
cess, and Program funding and accountability. The 
appendix includes a glossary. 

HE ON PR SA SS 


Guidelines on the medical management of 
tritiated water overexposures 


Canada. Atomic Energy Control Board. Group of 
Medical Advisers. Ottawa : The Group, 1995. v, 
20 p. : Bibl. (Report / Canada. Atomic Energy 
Control Board ; INFO-0586(E)) (GMA reports / 
Canada. Atomic Energy Control Board. Group of 
Medical Advisers ; GMA-7) 

MICROLOG 97-00679 (1 fiche) 


Provides information and guidance to medical 
practitioners on the medical management of indi- 
viduals who have been overexposed to tritiated wa- 
ter. Background is included on the characteristics, 
metabolism, and dose estimation of tritium, and on 
the potential health risks from tritium exposures. 
Various treatment principles are presented with 
special emphasis on techniques for removal of tri- 
tiated water from the body so as to reduce the total 
radiation dose. Radiation protection precautions 
are also discussed, along with case management 
procedures. Appendix includes a table of case stu- 
dies of six individuals treated for tritiated water 
overexposure. 

CA LS ND SC 


Guidelines on the use of stable iodine as a 
prophylactic measure during nuclear 
emergencies 


Canada. Atomic Energy Control Board. Group of 
Medical Advisers. Ottawa : The Group, 1995. vi, 
29 p. : Bibl. ( / Canada. Atomic Energy 
Control Board ; INFO-0587(E)) (GMA reports / 
Canada. Atomic Energy Control Board. Group of 
Medical Advisers ; GMA-9) 

MICROLOG 97-00617 (1 fiche) 


Radioisotopes of iodine are alone among the fis- 
sion products that may be released in a power re- 
actor accident in that the dose received by persons 
inhaling those isotopes may be substantially re- 
duced. This document provides guidance on the 
medical aspects of the use of stable lodine com- 
pounds as a prophylactic measure in the event of a 
nuclear accident. It includes a review of the physio- 
logical basis for the use of stable iodine as a pro- 
phyiactic and the effects of radiation on the thyroid 
gland. Logistic factors that must be considered to 
provide the optimum level of radiological protection 
and medical safety are also addressed. 

CA LS ND PW SC 
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Un Habitat social plus sûr : réunion nord- 
américaine et européenne sur la 
prévention de la criminalité dans les 
collectivités de logement social 


Prêparé par Brandon C. Welsh et Claude Roy. Ot- 
tawa : Société canadienne d’hypothéques et de 
logement, 1996. 63 p. : Bibl. L’éd. anglaise (Safer 
social habitat...) : 97-01158/1. 

MICROLOG 97-01 160 (1 fiche) 


Les 16 et 17 novembre 1995, le Forum européen 
pour la sécurité urbaine et le Centre international 
pour la prévention de la criminalité ont tenu à Mon- 
tréal (Québec) une réunion, dont le thème était "Un 
habitat social plus sûr”, pour examiner les pro- 
blémes croissants de criminalité et d'insécurité qui 
se posent dans les collectivités de logements pub- 
lics à l'échelle de l'Amérique du Nord et de l'Eu- 
rope. Ce projet mixte avait pour objet de réduire la 
criminalité dans l'habitat social par : un échange 
d’information sur les pratiques prometteuses en 
prévention de la criminalité entre les responsables 
de communautés de logements publics choisies en 
Amérique du Nord et en Europe; les leçons à tirer 
et un plan d'action à élaborer pour améliorer les 
pratiques dans les entités qui participent et les au- 
tres entités similaires; la création d'un réseau per- 
manent pour améliorer la lutte contre la criminalité; 
et, la préparation de la participation au Sommet ur- 
bain pour adapter ces pratiques améliorées grâce à 
la mobilisation des services de logement sur une 
vaste échelle. 

CA DE JU MU SA SS 


Harmonized sales tax : technical paper 


Ottawa : Canada ... et al., 1996. 116 p. /ssued 
jointly by the governments of Canada, Nova 
Scotia, New Brunswick, Newfoundland and Labra- 
dor. French ed. (La Taxe de vente harmonisée...) : 
97-01167/2. 

MICROLOG 97-01 152 (2 fiche) 


On April 1, 1997, the current retail sales taxes in 
Nova Scotia, New Brunswick, and Newfoundland & 
Labrador and the federal Goods & Services Tax in 
those provinces will be replaced by a single, har- 
monized value-added tax called the Harmonized 
Sales Tax (HST). This technical paper describes 
the key benefits of the new harmonized system and 
provides details on the operation of the tax. It also 
outlines rules that will govern transactions that 
straddle the April 1 implementation date. After an 
overview of the new system, the paper includes 
sections on tax-inclusive pricing, tax on supplies 
made in a participating province, tax on property 
and services brought into participating provinces, 
tax recovery, international imports, other interna- 
tional transactions, and operational aspects related 
to housing, tourism, financial services, and other 


areas. 
AP CA CO DE PA PR SS 


Health service outcome reporting : a guide 
for health agencies 


Victoria : Ministry of Health & Ministry Responsi- 
ble for Seniors, 1996. ii, 54 p. 
MICROLOG 97-00919 (1 fiche) 


The need for this guide arose initially from the re- 
quirement for British Columbia Regional Health 
Boards to report on health service outcomes to the 
Ministry of Health. The guide suggests an ap- 
proach to help a provincial heaïth agency to pro- 
duce a health outcomes report on its health service 
outcome activities for the current year. It presents a 
four-stage process for producing some documents: 
setting of directions, establishing targets, reviewing 
evidence, and tracking of outcomes. In the course 
of this process, 13 questions relating to such mat- 
ters as objectives, indicators, effectiveness, client 
assessments, and costs are to be answered. The 
appendix includes a hypothetical example of a 
health outcomes report, an example of a process 
for establishing measurable indicators, an explora- 
tion of what an appropriate level of outcome report- 


ing should be for a hospital, and examples of quali- 
ty-of-life measurement tools. 
BC HE PR SS 


Highway #407 east survey results 


Angus Reid Group. Downsview, ON : Ministry of 
Transportation, 1995. 34 p. : iil. 
MICROLOG 97-00891 (1 fiche) 


Summarises results of a telephone survey conduct- 
ed in the Durham Region of Ontario on the issue of 
extending Highway 407 east from Highway 48 near 
Markham to Highways 35 and 115 near Peterbor- 
ough. Questions asked in the survey related to 
such matters as the perceived importance of build- 
ing Highway 407 east, awareness of Rouge Park 
and of the protection of the Duffin-Rouge Agricul- 
tural Preserve, support for building the highway 
through protected areas, support for accelerated 
construction, the impact of possible economic ben- 
efits on support for accelerated construction, and 
support for private sector environmental assess- 
ment. 

BS ON PR SS TR 


Hinton flood risk mapping study 


Northwest Hydraulic Consultants Ltd. Edmonton : 
Alberta Environmental Protection, River Engineer- 
ing Branch, 1994. xii, 122 p. : i/l., Maps, Bibl. On 
title page: Canada-Alberta Flood Reduction Pro- 
gram. Fold. maps not filmed. 

MICROLOG 97-01043 (2 fiche) 


This study evaluates the flooding potential of the 
Athabasca River and three small tributaries (Hardis- 
ty, Happy, and Maskuta creeks) within the town of 
Hinton, Alberta. For each river or tributary, the 
study describes the physiographic setting, flood hy- 
drology, river regime, and other relevant factors 
such as river ice and bed material transport. It then 
presents a hydraulic analysis using the HEC-2 
computer program (Version 4.60) to compute water 
surface profiles for 2-, 5-, 10-, 20-, 50-, and 
100-year flood peaks. If possible, floodway bounda- 
ries are determined. Two built-up areas are identi- 
fied as being potentially at risk in the event of a 
100-year flood. Recommendations are also made 
for culvert crossing improvements. 

AL NR PR SC 


HIV prevention and injection drug use in 
Alberta : literature review, HIV prevention 
and non prescription needle use project 


By Rick McHutchion. Edmonton : Alberta Health, 
Provincial AIDS Program, 1996. 35 p. : Bibl. 
ISBN 077325766 

MICROLOG 97-01003 (1 fiche) 


This document is an interpretive review of the litera- 
ture regarding HIV prevention for injection drug 
users, with the intent of providing an overview of 
key concepts and issues of interest to those who 
work in the fields of HIV prevention and injection 
drug use (IDU) in Alberta. Sections of the review 
discuss the following Issues: theories relevant to 
HIV prevention and IDU; the current state of HIV 
and IDU in Canada, and its public health implica- 
tions; risks associated with needle use; HIV risk re- 
duction programs, including needle exchanges and 
treatment centres; Alberta HIV prevention programs 
specifically for IDU, and other Alberta initiatives 
with a primary focus on IDU and harm reduction; 
and overall implications for HIV prevention pro- 
grams. 

AL Cl HE PR SS 


Holistic learning/living is lifelong 


By Virginia R. Griffin. Toronto : Ontario Institute 
for Studies in Education, 1994. 15 p. (OISE proj- 
ect / Ontario Institute for Studies in Education ; 
53-3052) ONTERIS ON08359 

MICROLOG 97-01128 (1 fiche) 


This project involved interviews with four Toronto 
women in their forties who had completed theses 
which contained a reference to the topic or theories 


of holistic education, learning, or living. The inter- 
views were conducted to determine what holistic 
learning/living meant to them and what metaphors 
they used to describe their e . By asking 
the women if there was a time in their life when 
they remember beginning to explore what they 
could to live or work more holistically, the author 
learns whether holism was a part of their thesis be- 
cause it was part of their lives, or if it was a new in- 
sight originating in the thesis. 

BS ED ON OR PR SS 


Horizontal oil wells : economics and 
potential impact on reserves and supply of 
Canadian conventional oil, working 
document 


Horizontal Well Committee (Canada). Calgary, AB 
: The Committee, 1993. Iv, 18 p. : iil. 
MICROLOG 97-01172 (1 fiche) 


This study focuses on horizontal infill drilling in ex- 
isting conventional oil pools and on the incremen- 
tal impact of horizontal versus vertical wells on the 
future supply of conventional crude oil. It begins 
with an overview of the concept of horizontal wells 
and the geological and reservoir engineering as- 
pects of horizontal drilling. The economics of exist- 
ing horizontal oil wells in Saskatchewan and Alber- 
ta is examined using a profitability analysis, with 
comparisons made to typical vertical wells, and the 
impact of royalty incentives and production rates 
on horizontal well profitability is evaluated. Finally, 
the study evaluates the impact of horizontal drilling 
on future oii reserves and supply, using two alter- 
native annual drilling scenarios based on such con- 
siderations as the historical drilling trend, opera- 
tors’ drilling plans, and financial constraints. 

AL CA CO EN MS ND SC 


identification of ferry options for Yukon 
River crossing, Dawson City, Yukon 


SHM Marine international Inc. Whitehorse : Com- 
munity & Transportation Services, 1995. 24 p. : ill. 
MICROLOG 97-00959 (1 fiche) 


As traffic volumes have grown at the Dawson City 
crossing of the Yukon, the level of service provided 
by the existing ferry has declined to the point 
where unacceptably long waiting times are being 
experienced at peak periods. This study examines 
the technical and budgetary aspects of candidate 
improvements, including feasibility of modification, 
construction methods and facility constraints, capi- 
tal expenditures, operating costs, and service char- 
acteristics. Options examined include lengthening 
the hull cf the existing ferry, constructing a larger 
new ferry, and operating either ferry alone or both 
together. Includes drawings showing the design, 
arrangements, and machinery layout of a new ferry. 
NO PR PW SC TR 


Immigrant landings to Ontario, January 1 
to December 31, 1992 : summary and 
tables 


Ontario. Ministry of Citizenship, Culture & Recre- 
ation. Research & Data Group. Toronto : The 
Group, 1996. 32, 33 p. : iil. (Ethnocultural data 
base materials, series 1 : immigration statistics / 
Ontario. Ethnocultural Data Office ; vol. XIII 
ISSN 0714-1270) Bilingual (immigrants admis en 
Ontario...). Cover title: Ontario immigration statis- 
tics, 1992. 

MICROLOG 97-00874 (1 fiche) 


Provides data at three geographical levels: provin- 
cial, regional, and individual community of destina- 
tion. In addition to the year’s level of immigration, 
tables are included on topics which continue to be 
of interest such as official language ability, immi- 
gration trends over the past decade, educational 
qualifications, and major source countries. 
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immigrants admis en Ontario du 1er 
janvier au 31 décembre 1992 : sommaire et 
tableaux 


Ontario. Ministère des affaires civiques, de la cul- 
ture et des loisirs. Groupe de la recherche et des 
données. Toronto : le Groupe, 1996. 33, 32 p. : ill. 
(Documents de la Base de données ethnocul- 
turelles, séries 1 : données sur l'immigration / 
Ontario. Base de données ethnoculturelles ; vol. 
XII ISSN 0714-1240) Bilingue (Immigrant land- 
ings to Ontario...). Titre de la couv.: Ontario : sta- 
tistiques sur l'immigration, 1992. 

MICROLOG 97-00874 (1 fiche) 


Cette publication constitue le rapport annuel pro- 
duit sur le sujet par le ministére des Affaires 
civiques. La publication fournit des données sur 
trois échelons géographiques: provincial, régional 
et local (c.-à-d. la collectivité où a choisi de s'établir 
l'immigrant). Outre les statistiques de l'année, 
figurent dans ce document des tableaux portant 
sur des sujets dignes d'intérêt tels que la connais- 
sance des langues officielles, les tendances de 
l'immigration, la scolarité et les principaux pays 
d'émigration. 

EX ON PR SS ST 


impact d’un programme paramunicipal sur 
le marché du logement locatif 


Par: Luba Serge ; avec la collaboration de Mar- 
garet Montfort. Ottawa : Canada Mortgage & 
Housing Corporation, 1995. 104 p. : Bibl. 
MICROLOG 97-01199 (2 fiche) 


Cette étude vise à connaître l'impact du Pro- 
gramme d'acquisition de logements locatifs (PALL), 
géré par la Société d'habitation et de développe- 
ment de Montréal (SHDM), sur le marché locatif 
avoisinant. La SHDM a entrepris une évaluation 
des impacts du PALL sur la revitalisation des quar- 
tiers. L'évaluation a étudié les impacts sur le 
marché immobilier, les impacts sur les rénovations 
et les impacts sur la qualité de vie. Cette étude se 
base sur l'évaluation, mais l'accent est plutôt mis 
sur l'impact sur les propriétaires avoisinants. 
L'étude comprend une revue de la littérature (sec- 
teur locatif privé, dynamiques de la remise en état, 
impacts des programmes de revitalisation); le por- 
trait du marché montréalais à partir d'études 
récentes sur sa rentabilité et l'état physique du 
parc; une analyse des réactions des propriétaires 
avoisinant le PALL; et, des résultats d'une enquête 
menée auprès des propriétaires. 

CA MU ND PL QU SA SS 


Impacts of disturbed rock zones and 
backfill material on groundwater flow and 
radionuclide transport through a generic 
HLW repository 


By S. Lei and D. Metcalfe. Ottawa : Atomic Ener- 
gy Control Board, 1996. vill, 41 p. : /il., Bibl. (Re- 
port / Canada. Atomic Energy Control Board ; 
INFO-0636) 

MICROLOG 97-00700 (1 fiche) 


Discusses impacts of disturbed rock zones and 
backfill material on groundwater flow and radionu- 
clide transport through a generic high-level waste 
(HLW) repository under several hypothetical sce- 
narios. The first section considers near-field 
groundwater fiow, with modelling performed using 
the SWIFT/386 code. Advection under various con- 
figurations of a generic HLW repository is then 
simulated with a two-dimensional near-field 
groundwater flow model. Factors analysed include 
passing-through flux, travelling velocity, and path- 
way variation with different parameter combina- 
tions. The second section simulates diffusion with a 
one-dimensional analytical model, with scoping 
calculations performed for lodine-129 diffusion in 
the backfilled emplacement room. 

CA EV ND PS SC 


Improved cytometry method 


By J.R. McLean. Ottawa : Atomic Energy Control 
Board, 1995. v, 19 p. : M., Bibl. (Report / Canada. 
Atomic E Control Board ; INFO-0589-1) 
MICROLOG 97-00628 (1 fiche) 


Biological dosimetry based on detection and quan- 
titation of chromosome aberrations is labour-inten- 
sive. This report describes a project in which rela- 
tively simple computer routines were used to re- 
duce the time necessary to perform the repetitive 
tasks associated with radiation dosimetry. Such 
tasks Include data reduction and collation, verifica- 
tion of the number of chromosomes in each meta- 
phase spread, and the automated location of meta- 
phase chromosome . The report focuses 
on the software for automatic chromosome count- 
ing as well as experimental software to assist in 
recognising dicentric chromosomes, which are pro- 
duced almost exclusively by exposure to ionising 
radiation. Includes glossary. 

CA LS ND PS SC 


Improved cytometry, phase Il 


By J.R. McLean. Ottawa : Atomic Energy Control 
Board, 1995. v, 14 p. : Bibl. (Report / Canada. Al- 
omic E Control Board ; INFO-0589-2) 
MICROLOG 97-00627 (1 fiche) 


Biological dosimetry based on detection and quan- 
titation of chromosome aberrations is labour-inten- 
sive. This report describes a project in which rela- 
tively simple computer routines were used to re- 
duce the time necessary to perform the repetitive 
tasks associated with radiation dosimetry. Such 
tasks include data reduction and collation, verifica- 
tion of the number of chromosomes in each meta- 
phase spread, and the automated location of meta- 
phase chromosome spreads. The report focuses 
on the task of automated metaphase location and 
presents the results of a preliminary evaluation of 
the performance of a metaphase finder (rate of 
false positives and false negatives). 

CA LS ND PS SC 


Improved health for Newfoundland and 
Labrador through improved health 
information : final report 


Newfoundland. Health System Information Task 
Force. St. John's : The Task Force, 1995. vii, 

70 p. : Bibl. 

MICROLOG 97-01079 (1 fiche) 


Presents a report of a task force that examined the 
existing health information system in Newfound- 
land, developed a vision of what the system should 
be, and made recommendations on how to realize 
the vision. The report notes that a comprehensive 
health system information framework is required 
that will cover the continuum of health including 
health promotion, disease prevention, acute care, 
and curative, rehabilitative, and support services. 
Six parts of the framework are described: its de- 
sired outcomes, sources of health information, 
components of health information, quality assur- 
ance, users of health information, and uses of 
health information. Based on the framework and 
the proposed vision for the system, eight strategic 
directions are identified, including provision of a 
unique identifier for each person to track health 
system interventions, creation of linkages between 
the health system and other sectors, and imple- 
mentation of national! information system stan- 
dards. 

AP HE PR SS TE 


Improving Ontario’s child care system 


Ontario. Child Care Review. Toronto : The Re- 
view, 1996. 40 p. French ed. (Amélioration des 
services de garde...) on the same fiche. 

ISBN 0-7778-5460-0 

MICROLOG 97-00867 (2 fiche) 


The most important goal for any society is to take 
good care of its children. In these days of econom- 
ic difficulty and shrinking resources, that presents a 
significant challenge for today’s parents and for 


government. In order to assist the reader in under- 
standing these complexities and the issues sur- 
rounding the proposals for change, this report pro- 
vides an overview of the current system and how it 
works; describes the consultation process and 
summarizes the findings of the review; identifies 
the problems that must be solved; outlines the 
guiding principles used to develop the proposed di- 
rections for change; examines the existing situa- 
tion, the Issues and proposed directions for 
change; discusses related strategies for change; 
and lists the proposed directions. 

ON PR SA SS 


improving the service life and performance 
of CANDU fuel channels 


By AR. Causey...et al. Chalk River, ON : Chalk 
River Laboratories, Research & Product Develop- 
ment, 1996. 15 p. : iil., Bibl. (AECL research / Al- 
omic Energy of Canada Ltd. ; AECL-11543 

ISSN 0067-0367) Presented at the International 
Atomic Energy Agency Technical Committee Meet- 
ing on Advances in Heavy Water Reactors. 

ISBN 0-660-16433-7 CCG-P no. CC2-11543E 
MICROLOG 97-00829 (1 fiche) 


The development objective for Candu fuel chan- 
nels is to produce a design that can operate for 40 
years at 90% capacity. This paper reviews the fac- 
tors that determine the life of a Candu fuel channel 
and the processes necessary to achieve the objec- 
tive are identified. The review summarises progress 
made in reducing deformation, crack initlation and 
propagation, reducing operating costs, increasing 
power output, improving safety margins under pos- 
tulated accident conditions, and decreasing the 
time needed for retubing. 

CA DE EN PS SC 


In the matter of the Ontario Energy Board 
Act and in the matter of an application by 
the Consumer’s Gas Company Ltd. for 
rates : decision with reasons 


Ontario Energy Board. Toronto : The Board, 
1996. 214 p. ISBN 0-7778-5613-1 
MICROLOG 97-00605 (3 fiche) 


In December 1995, Consumers Gas applied to the 
Ontario Energy Board for approval for rates and 
other charges for the sale, distribution, transmis- 
sion, and storage of natural gas during the 1996-97 
fiscal year. The Board held a public hearing to con- 
sider various matters related to the Consumers Gas 
application. This document summarises the views 
of the applicant, the intervenors at the hearing, and 
the Board regarding such issues as the company’s 
rate base, utility income, agent billing and collec- 
tion, cost of capital, deferral accounts, cost alloca- 
tion and rate design, demand side management, 
and costs and completion of the proceedings. 

CO EN ON PR SC 


Indices of need for social services by 
community districts, 1991-95 


Calgary, AB : Calgary Social Services Dept., Re- 
search & Planning Unit, 1996. |, 93 p. : Maps 
MICROLOG 97-01187 (2 fiche) 


This document uses 12 indicators to help quantita- 
tively determine the nature and location of social 
service need by community districts in Calgary. 
The indicators relate to such matters as seniors liv- 
ing alone, seniors receiving income supplements, 
unemployed persons, single parent families, low in- 
come households, educational levels, state of re- 
pair of housing, residential mobility, immigrants, 
and language spoken. For each indicator, there is a 
table showing the number of persons identified by 
the indicator, risk rates and scores (for INV or index 
of need volume and INR or index of need risk), and 
ranking, as well as maps coded to the scores. A 
short discussion of the data for each indicator is 


also provided. An aggregate INV score for each 
community is included in a summary section, 
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which also examines broader geographic areas of 
Calgary containing several high-needs communi- 
ties. 

AL MU SA SS ST 


Influence of TLD position on the estimate 
of fetal dose 


By J. Majola and T.J. Jamieson. Ottawa : Atomic 
Energy Control Board, 1995. v, 60 p. : ill., Bibl. 
(Report / Canada. Atomic Energy Control Board ; 
INFO-0609(E)) French ed. (Les Effets de la posi- 
tion du DTL...) : 97-00648/1. 

MICROLOG 97-00688 (1 fiche) 


Examines the adequacy of the practice of using a 
single dosimeter worn at the front of the body as an 
estimate of the dose received by nuclear medicine 
technologists. A group of about 50 technologists at 
9 different hospitals were provided with front and 
back dosimeters, and the ratio of front to back dose 
was computed. Both aggregate and hospital-specif- 
ic data are presented and accompanied by several 
forms of statistical analysis. Apparent trends and 
possible explanations are discussed. Recommen- 
dations are provided for additional studies reiated 
to the badging of nuclear medicine technologists. 
CA LA LS ND PS SC 


Information kit, emergency response 
systems 


Toronto : Ministry of Community & Social Ser- 
vices, 1987. 87 p. Cover title: Information on 
emergency response systems. 

MICROLOG 97-00862 (1 fiche) 


An emergency response system as described in 
this document is one designed to summon help in 
a hurry. Such systems are used by elderly people 
and people with physical or functional disabilities 
who either live alone or who are home alone for 
part of the day. This document reviews the basic 
types of emergency response systems, their effec- 
tiveness and benefits, the types of systems avail- 
able in Ontario, and examples of community-based 
systems that have been started in Ontario. It also 
includes a checklist of questions that can be used 
to evaluate an emergency response system. The 
appendix contains a listing of commercially avail- 
abie products broadly applicable to the general 
area of emergency signalling. Each product record 
includes pertinent data concerning cost, character- 
istics, generic and brand names, and manufacturer 
or distributor information. 

ON PR PW SA SC TE 


Initiation of sand production in the cold 
production process 


R. Sawatzky...et al. Edmonton : Oil Sands Infor- 
mation Services, 1996. 7 p. : ill., Bibl. 
MICROLOG 97-00838 (1 fiche) 


The cold production process involves the simulta- 
neous production of heavy oil containing large 
numbers of small bubbles of exsolved gas and 
sand from vertical wells through the use of progres- 
sive cavity pumps. A critical component of the pro- 
cess is the initiation of sand production, which oc- 
curs at the casing perforations and also in the near 
wellbore region and in the far-field. Development of 
predictive models for initiation of sand production 
requires identification of the dominant initiation 
mechanisms. This paper assesses the capability of 
sand matrix failure models to act as predictive tools 
for initiation of sand production. It compares the 
critical pressure gradients for sand production pre- 
dicted by these models with the pressure gradients 
observed under field conditions and in laboratory 
experiments. 

AL EN PR PS SC 


Injury prevention strategies for seniors 
and children in care facilities, and persons 
with disabilities : literature review 


By John J. Phillon. Victoria : Ministry of Health & 
Ministry Responsible for Seniors, Health Protec- 
tion & Safety Division, Environmental Health As- 
sessment & Safety Branch, 1996. 109 p. : W., Bibl. 
ISBN 0-7726-3024-0 

MICROLOG 97-00924 (2 fiche) 


This review examines the strategies that research- 
ers belleve can reduce or minimize the risks of inju- 
ries and falls for those who are especially vulnera- 
ble, while maintaining as much function and inde- 
pendence as possible. The first part of the review 
focuses on strategies applicable for seniors. It in- 
cludes an overview of injury occurrence among se- 
niors and discussions of the factors causing injury, 
including muscte dysfunction, vision problems, 
psychological factors, environmental causes, and 
medication-related causes. Appendices to this part 
include lists of risk factors for falis, causes of pa- 
tient wandering, and effects of immobilization, and 
examples of safety design principles. Part two fo- 
cuses on children in care facilities, and includes in- 
formation on outdoor and indoor hazards, injury 
prevention in day care operations, and playground 
safety. The third part concerns persons with disabil- 
ities and includes recommendations for burn pre- 
vention, special strategies for persons with specific 
disabilities such as spinal cord injuries and mental 
retardation, and sections covering wheelchair safe- 
ty and alarms. 

BC HE PR SA SS 


Innova House : Ottawa’s advanced house 


Energy Building Group. Ottawa : Natural Re- 
sources CANMET, Energy Technology 
Branch, 1996. 167 p. : iil., Bibl. At head of title: 
Advanced Houses Program. |SBN 0-660-16605-4 
CANMET EA-8810-E1 CCG-P 

no. M91-7/374-1996E 

MICROLOG 97-00994 (2 fiche) 


Innova House, located in Kanata (Ontario), was 
built under the Advanced Houses ram, a pro- 
gram that developed and tested innovative meth- 
ods of reducing energy consumption, providing a 
better indoor climate, and reducing the impact of 
houses on the environment. innovative features of 
Innova House include a smali-diameter-duct air dis- 
tribution system, a grid-connected photovoltaic sys- 
tem, airtight drywall construction, an integrated gas 
heating/domestic water system, a natural gas en- 
gine heat pump, and a manifold plumbing system 
to conserve water. This report describes the house 
and its advanced technological features, the pro- 
motion activities associated with the house, and the 
expected performance of the house. It also reviews 
a two-year monitoring program that assessed the 
actual performance of the house against the techni- 
cal program objectives, and presents the monitor- 
Ing results, including energy consumption and in- 
door air quality. The appendix includes a promo- 
tional magazine on innova House, a summary of 
Advanced House technical requirements, and de- 
talled monitoring data. 

CA CM EN EV ND PL SC 


Institut canadien de conservation : 
Rapport annuel 1994-95 


Ottawa : l’Institut, 1995. 16, 16 p. : iil. 
ISSN 1195-8669 
MICROLOG 97-00812 (1 fiche) 


L'institut a comme mandat de promouvoir I’entre- 
tien et la préservation adéquats du patrimoine cul- 
turel mobilier du Canada et de faire avancer la pra- 
tique, la science et la technologie de la conserva- 
tion. Ce rapport fournit un aperçu des événements, 
initiatives et projets les plus importants qui ont été 
entrepris au cours de l’année écoulée. II porte sur 
le traitement de conservation, la recherche en con- 
servation, les services à la communauté muséale, 
publications, bibliothèque, politique muséale, ser- 


Copies of these documents are available from: 


vices internationaux, affiliations professionnelles, 
administration, et il donne un état financier. 
CA CU ND SS 


Integrated pest management manual for 
structural pests in British Columbia 


Edited by LA Gilkeson and R.W. Adams. Victoria 
: Ministry of Environment, Lands & Parks, Pollu- 
tion Prevention & Pesticide Branch, 
1996. iv, 108 p. : M., Bibl. ISBN 0-7726-2942-0 
MICROLOG 97-00929 (2 fiche) 


Describes the basic knowledge required by a pest 
control operator to conduct an integrated pest 
management (IPM) program for common pests 
found in buildings and structural sites in British 
Columbia. The first part introduces the IPM concept 
and its main components, reviews preventive stra- 
tegies and controls, and describes preferred pesti- 
cides currently used in structural IPM programs. 
The second part contains chapters each outlining 
examples of IPM programs for structural pests 
commonly found in British Columbia, including 
ants, cockroaches, fleas, termites, beetles, silverf- 
Ish, moths, rodents, and birds. The final part con- 
tains general information on the safe use of pesti- 
cides, as well as the characteristics of pesticides 
commonly used in structural pest control. Each 
chapter includes a list of leaming objectives and 
study questions for review. 

BC LS PR SC 


Intergenerational programming, a 
bibliography of written reference material 


Toronto : Ministry of Citizenship, Office for Senior 
Citizens’ Affairs ; Potytechnical Institute, 
1991. li, 143 p. Additions (ii, 36 p.) laid in. 
MICROLOG 97-00791 (2 fiche) 


Contains annotated bibliographic references to ar- 
ticles, books, and reports on intergenerational pro- 
gramming arranged in the following sections: ag- 
ing, aging education, attitudes, children and youth, 
family patterns, intergenerational programs, life sat- 
isfaction, mutticulturalism, older volunteers and 
mentors, and research concepts and methods. 

ED ON PR SA SS 


international adult education in transition, 
context for the 1990s : final report 


By Budd L Hall. Toronto : Ontario Institute for 
Studies in Education, 1994. 6 p. (OISE project / 
Ontario Institute for Studies in Education ; 
53-3053) undertaken on behalf of the Inter- 
national Council for Adult Education. ON- 

TERIS ONO8360 

MICROLOG 97-01 132 (1 fiche) 


This paper was sponsored to gather and share out- 
side perspectives about the nature of the tensions 
and differences of opinion which the International 
Council for Adult Education had been experiencing 
in the first few years of the 1990s. In addition to an- 
alyzing responses to a questionnaire, the research- 
er analyzed documentation and letters conceming 
the Executive Committee of the Council. The paper 
recommends a renewal of vision, clarification of 
roles and issues, and funding to support the poten- 
tially important role that the Council can play in the 
coming decade. 

ED ON OR PR SS 


The International Projects Fund 


Toronto : Ontario International Corporation, 1991. 
17 p. 
MICROLOG 97-00636 (1 fiche) 


Presents guidelines for those interested in applying 
under the Ontario International Corporation's Inter- 
national Projects Fund. The Fund’s objective is to 
maximise economic benefits to Ontario by heiping 
firms to compete successfully for international proj- 
ects which retum value to the Ontario economy. 
Applicants must be potential major suppliers or 
contractors of services or capital goods to an inter- 
national project. The Fund provides loans on a 
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shared basis against the agreed costs of pursuing 
an international . The document sets out eli- 
gibility requirements for applicants, the three com- 
ponents of the Fund (project or site investigation, 
prequalification and feasibility studies, project pro- 
posals), and the application process. Application 
forms are included. 

CO EX ON PR SS 


Introduction of microbial nutrients in a 
nuclear fuel waste disposal vault as a 
result of excavation and operation 
activities 


By S. Stroes-Gascoyne...et al. Pinawa, MB : 
Whiteshell Laboratories, Geochemistry Research 
Branch, 1996. 34 p. : ill., Bibl. (AECL research / 
Atomic Energy of Canada Ltd. ; AECL-11532 
ISSN 0067-0367) ISBN 0-660-16587-2 CCG-P 
no. CC2-11532E 

MICROLOG 97-00984 (1 fiche) 


Bacterial activity could be expected in those areas 
of a nuclear fuel waste disposal vault that are con- 
ducive to bacterial life, i.e. where effects of heat, 
moisture content, radiation, and compaction would 
not prevent or seriously restrict bacterial life and 
where suitable and sufficient nutrients are present. 
This report assesses those bacterial nutrients that 
would be added inadvertently to a vault in the form 
of residues of materials used to excavate and oper- 
ate a vault. The assessment Is based on measure- 
ments of blasting material residues in the various 
water supplies, in excavated broken rock, and in 
cores drilled in old and new tunnel walls at the Un- 
derground Research Laboratory. Estimates are 
given for nutrients such as nitrates and organic car- 
bon. The results indicate the source of the largest 
potential nutrient addition. 

CA DE PS SC 


Inventory of environmentally significant 
areas in the Boreal Dry Mixedwood Natural 
Subregion, Peace River section, 1995-96 


By S. Johnston, D. Westworth and R. Ellis. Ed- 
monton : Alberta Environmental Protection, Re- 
source Data Division, 1996. v, 58 p. : /il., Bibl. 
MICROLOG 97-01050 (1 fiche) 


The Peace River section of the boreal dry mixed- 
wood subregion of Alberta covers about 44,500 
square kilometres from the Wapiti River to the base 
of the Caribou Mountains. This document provides 
a general overview of the Peace River section, the 
criteria and levels of significance used in assessing 
environmentally significant areas (ESAs) within that 
region, and methods used to identify ESAs and de- 
velop a database of ESAs found in the region. The 
identified ESAs are then listed, along with their to- 
cation, description of environmentally significant 
features, and bibliographic references. 

AL NR PR SC 


Investigation into the reprocessing of Elsa 
tailings 


For United Keno Hill Mines Limited ; by G. Haw- 
thom. Whitehorse : Indian & Northem Affairs Can- 
ada, Northern Affairs: Yukon Region, 1996. 77 p. : 
iil., Maps, Bibl. (Open file / Northern Affairs Pro- 
gram (Canada). Yukon Region ; 1996-3(T)) On 
cover: Canada/Yukon Economic Development 
Agreement. 

MICROLOG 97-01 102 (1 fiche) 


Mining and processing operations at the Elsa mine 
in Yukon from 1920 to 1989 produced about 4.6 
million tons of tailings grading 3-4 ounces/ton of 
silver, 0.8% lead, and 0.9% zinc. This report evalu- 
ates the potential to recover additional metal values 
from the tailings by either gravity concentration, fio- 
tation, or cyanidation. The appendix contains de- 
tailed test and sampling data. 

CA ND NO NR PR SC 


Investing in all our children : a handbook 
of social equity programs 


Victoria : Ministry of Education, Skills & Training, 
Social Equity Branch, 1996. 68 p. 

ISBN 0-7726-2988-9 

MICROLOG 97-00909 (1 fiche) 


The British Columbia government has made a 
commitment to direct resources to keep children 
and youth in school. Two programs (the School 
Meal Program and the Inner City School Program) 
support this commitment for students who are at 
risk, such as the nearly 20% of the school popula- 
tion who are from poor families. This handbook 
clarifies the goals, objectives, and operating stan- 
dards of these two programs, outlines policy and 
program requirements, provides guidelines for es- 
tablishing and maintaining the programs, and de- 
scribes program planning and planning options to 
help schools and districts provide efficient and ef- 
fective social equity programs. The appendix con- 
tains standards for food selection and food safety, 
along with sample forms and letters. 

BC ED LS PR SS 


investment climate : British Columbia, 
Canada, 1996 


Victoria : Ministry of Development, Trade & Tour- 
ism ; Ministry of Emptoyment & Investment, 1996. 
36 p. : Hl., Maps ISSN 0-1206-1441 

MICROLOG 97-01027 (1 fiche) 


British Columbia Is the onty Canadian province on 
the Pacific Rim and is placed strategically to be a 
key player in this area. This document provides 
background information on the province. It pres- 
ents an economic overview and discusses markets 
and trade, labour, government policy, business 
taxes, business Incentives, the infrastructure, quali- 
ty of life, and environmental management. It lists 
British Columbia offices. 

BC CO PR SS ST 


Justice Institute of British Columbia : 
Annual report 1995-96 


New Westminster, BC : The Institute, 1996. 19 p. : 
HI. ISSN 0709-9983 
MICROLOG 97-00916 (1 fiche) 


The Institute is a post-secondary institution that en- 
hances the quality of justice and public safety by 
developing and delivering training programs and 
educational services to practitioners and the public. 
This annual report reviews Institute activities in its 
Corrections Academy, Courts Academy, education- 
al services, interdisciplinary studies program, Fire 
Academy, Paramedic Academy, Police Academy, 
and Provincial El Program Academy. The 
report also includes financial and administrative in- 
formation, statements of revenue and expenditures, 
and lists of contracts and parinerships. 

BC ED JU LA PR SS 


Kispiox land and resource management 
plan 


Kispiox Land & Resource Management Planning 
Team (B.C.). Victoria : The Team, 1996. vill, 70 p. 
: Maps, Bibl. ISBN 0-7726-2948-X 

MICROLOG 97-00946 (1 fiche) 


This plan is a sub-regional land use plan for 1.2 
million hectares in west central British Columbia. It 
provides management objectives, strategies, and 
zones to guide the sustainable use of provincial 
Crown land and resources in the Kispiox planning 


areas, roads, cultural heritage resources, protected 
areas, range and agriculture, recreation, scenic 
areas timber, tourism, wildlife, minerals, petroleum 
and natural gas, and botanical forest products. The 
plan designates resource management zones for 
protection, special resource management, and 
general resource t, and defers re- 
source management zoning in two areas. The gen- 
eral resource development zone applies over most 


of the planning area to provide opportunities for 
forest and mineral development. 
BC NR PR SC 


Lake classification and lakeshore 
management guidebook, Kamloops Forest 
Region 
Victoria : Ministry of Forests ; BC Environment, 
1996. vi, 28 p. : Bibl. At head of title: Forest Prac- 
tices Code of British Columbia. 
ISBN 0-7726-2726-6 
MICROLOG 97-00936 (1 fiche) 


This guidebook covers the process necessary to 
determine the lake class for inclusion into opera- 
tional plans for forest management in the Kam- 
loops Forest Region of British Columbia, according 
to the provincial Forest Practices Code. The guide 
focuses on forest management activities within the 
lakeshore management zones around lakes. The 
guide includes information on the nature of a lak- 
eshore management zone, the zone classification 
process, nt zone goals determined ac- 
cording to certain basic criteria, requirements for 
establishment of lakeshore management zones, sil- 
vicuttural systems and management practices with- 
in those zones, and specific management guide- 
lines for the lakeshore management zones on each 
class of classified lake. 

BC FO NR PR SC 


Les Langues officielles dans les 
institutions fédérales : Rapport annuel 
1995-96 


Ottawa : Conseil du trésor, 1996. 69, 67 p. : il. 
MICROLOG 97-00739 (2 fiche) 


Ce rapport se concentre sur la mission que la Loi 
sur les langues officielles confie au Conseil du 
Trésor pour l'élaboration et la coordination 
générales au sein des institutions fédérales des 
programmes relatifs aux trois éléments com- 
plémentaires que sont le service au public, la 
langue de travail et la participation des Canadiens 
d'expression française et d'expression anglaise. Il 
aborde la démarche canadienne, la situation ac- 
tuelle dans les institutions fédérales et les activités 
du Conseil du Trésor. 

CA DE PA SS 


Learning at home : distance education 
courses in Alberta, Saskatchewan and 
Manitoba, 1996-97 


Edmonton : Alberta Advanced Education & Ca- 
reer t, 1996. vii, 315 p. 
MICROLOG 97-00997 (4 fiche) 


This directory provides information on career plan- 
ning to help make informed choices about life and 
the world of work. Includes current and factual in- 
formation about the courses and programs that are 
available in the Prairie provinces through distance 
education, including information on academic up- 
grading. For each course and program listed, it 
gives the course and delivery mode, the institution 
providing the course, amount of credit given, and 
entrance requirements. An index, addresses, and a 
list of directories of distance education courses and 
programs available in Canada are included. 

AL ED MS PR SS 


Legal Aid Services Society of Manitoba : 
Annual report 1995-96 


Winnipeg : The Society, 1996. 47 p. 
MICROLOG 97-00746 (1 fiche) 


This annual report covers financial and legal aid 
guidelines, program and planning, the Board of Di- 
rectors, achievements, and staff. Reports are also 
given by each community law centre. It also pres- 
ents statistics on legal aid activity by area; an anal- 
ysis of certificates issued; an analysis of completed 
cases by type of case; legal aid fees and disburse- 
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ments by area; an analysis of completed cases by 
court; and duty counsel fees and disbursements. 
Financial statistics are included. 

JU MS PR SS ST 


Lessons for PHWRs learned from the 
Chernobyl accident 


By J.G. Waddington and T.J. Molloy. Ottawa : At- 
omic Energy Control Board, 1996. 6 p. (Report / 
Canada. Atomic Energy Control Board ; 
INFO-0642) 

MICROLOG 97-00702 (1 fiche) 


The Atomic Energy Control Board examined its cri- 
teria for licensing nuclear power plants following 
the Chemobyi accident in 1986. Causes of the acci- 
dent were studied to ascertain whether they re- 
vealed any deficiencies in the safety of Candu pres- 
surised heavy water reactors (PHWRs). A 1987 re- 
port contained nine recommendations. This paper 
reviews those recommendations to indicate how 
they were dealt with by plant owners and the regu- 
latory authority. Issues addressed in the recom- 
mendations include shutdown systems, reactivity 
device configurations, station operating proce- 
dures, plant monitoring, and fire fighting. The pa- 
per concludes with a description of modifications to 
the shutdown system at the Pickering A nuclear 
plant. 

CA EN ND SC 


Lignes directrices sur le traitement des 
déchets extracôtiers 


Rédigées par l'Office national de l'énergie, l'Office 
Canada-Terre-Neuve des hydrocarbures ex- 
tracôtiers, et l'Office Canada-Nouvelle-Ecosse des 
hydrocarbures extracôtiers. Calgary, AB : les of- 
fices, 1996. ii, 19 p. L’éd. anglaise (Offshore 
waste treatment.) sur la même fiche. 

MICROLOG 97-01064 (1 fiche) 


Ces lignes directrices décrivent les méthodes et les 
normes préconisées de traitement et d'élimination 
des déchets provenant des opérations de forage et 
de production des hydrocarbures menées dans les 
zones extracôtières du Canada. Elles ont été 
rédigées par l'Office national de l'énergie, l'Office 
Canada-Terre-Neuve des hydrocarbures ex- 
tracôtiers, avec le concours d'un comité gouverne- 
ment-industrie mis sur pied à cette fin. Les points 
qui y sont abordés sont les suivants : traitement et 
élimination de déchets particuliers; mélange des 
rejets; points de rejet; et, programmes de vérificat- 
tion de la conformité et de suivi des effets environ- 
nementaux. 

AP CA EV PR SC 


Logements pour les personnes 
handicapées 


Ottawa : Société canadienne d’hypothéques et de 
logement, 1996. 58 p. : iil., Bibl. L'éd. anglaise 
(Housing for persons...) : 96-06248/1. 

ISBN 0-660-95238-6 GCC-E no NH15-117/1996F 
MICROLOG 97-00986 (1 fiche) 


Ce document aborde la question des logements 
pour les handicapés. Il se penche précisément sur 
les nomes minimales pour les immeubles d’ap- 
partements; les normes recommandables pour les 
immeubles résidentiels; les normes recommand- 
ables pour les logements; les normes d’aménage- 
ment pour les maisons unifamiliales; et les 
annexes. 

CA DE PL SA SC 


Loi sur la liberté d’accés à l'information : 
Rapport annuel 1995 


Winnipeg : Culture, patrimoine et citoyenneté 
Manitoba, 1996. 12, 12 p. Bilingue (The Freedom 
of Information...). 

MICROLOG 97-00692 (1 fiche) 


Ce document fait état des points suivants: 
demandes traitées; les décisions prises; plaintes a 
l'égard des décisions prises; frais de communica- 
tion des documents; et finalement, les types de 


Titles and Abstracts 


demandes et un guide d’accés. On décrit en ta- 
bleaux les demandes, les décisions et les exemp- 
tions par ministére ou agence. 

JU MS PR SS 


Loi sur la restructuration du secteur des 
pêches de l’Atiantique : Rapport annuel 
1995-96 


Ottawa : Ministère des pêches et des océans, 
1996. 5, 5 p. Bilingue. 
MICROLOG 97-01062 (1 fiche) 


Ce document présente le rapport annuel concer- 
nant l'administration de la Loi sur la restructuration 
du secteur des pêches de l'Atlantique. Cette loi au- 
torise le ministre à prêter un concours financier aux 
fins de la restructuration d'entreprises de pêche en 
vu de faciliter la mise en place d'un secteur des 
pêches rentable et compétitif. On y aborde les ac- 
quisitions, le nantissement et les cessions d’ac- 
tions, les contributions, les prêts et garanties, les 
crédits, et les états financiers. 

AP CA CF FI JU SC 


Long-Term Temperature Monitoring 
Program, Newfoundland Region, 1994-95 


By E.B. Colbourne and P. Stead. St. John's : 
Dept. of Fisheries & Oceans, Newfoundland Re- 
gion, Science Branch, 1996. vil, 299 p. (Cana- 
dian technical report of hydrography and ocean 
sciences / Canada. Dept. of Fisheries & Oceans ; 
no. 179 ISSN 0711-6764) 

MICROLOG 97-01176 (4 fiche) 


Long term temperature time series have been col- 
lected from the Newfoundiand region since 1967 
and since 1978 in the Scotia-Fundy and Gulf of St. 
Lawrence regions in support of various fisheries re- 
search programs. This report presents an analysis 
of data collected using a Ryan thermograph model 
J temperature monitor. Data include daily mean, 
minimum and maximum temperatures and time se- 
ries plots of the temperatures measured at various 
water depths, together with degree day 0 and de- 
gree day 4 calculations. 

AP CA CF ND NR SC 


Maintaining indoor air quality through the 
use of HVAC systems 


By Frank Vaculik and C.Y. Shaw. Ottawa : Nation- 
al Research Council Canada, Institute for Re- 
search in Construction ; Public Works & Govern- 
ment Services Canada, 1995. 27 p. : iil., Bibl. 
French ed. (Maintien de la qualité de l'air...) on the 
same fiche. ISBN 0-660-15817-5 CCG-P 

no. NR35-15/1995E 

MICROLOG 97-00598 (1 fiche) (Available on fiche 
only) 


This document explains in detail the general venti- 
lation process that is achievable with HVAC sys- 
tems typically installed in office buildings and pro- 
vides a guide on how to remove air contaminants 
from ventilated office spaces effectively, reliably, 
and energy-efficiently, both before and during oc- 
cupancy. The purpose of the document is to help 
building owners, property ers, and building 
operators to understand the operation of HVAC 
systems; building engineers /operators to operate 
HVAC systems for maintaining acceptable indoor 
air quality; and, designers and ventilation en- 
gineers to commission or re-commission HVAC 
systems. 

CA EV ND PL SC 


Maintien de la qualité de l’air intérieur au 
moyen des systémes CVCA 


Par Frank Vaculik et C.Y. Shaw. Ottawa : Conseil 
national de recherches Canada, Institut de re- 
cherche en construction ; Travaux publics et ser- 
vices gouvernementaux Canada, 1995. 27 p. : illl., 
Bibl. L’éd. anglaise (Maintaining indoor air quali- 
ty...) sur la même fiche. ISBN 0-660-94839-7 


MICROLOG 


GCC-E no NR35-15/1995F 
MICROLOG 97-00598 (1 fiche) (Available on fiche 


only) 


Ce document décrit en détail tout le processus de 
ventilation générale que l'on peut réaliser au moy- 
en des systèmes CVCA installés dans les immeu- 
bles a bureaux, et fait office de guide sur la façon 
d'éliminer de manière efficace, sûre, et 
éconergétique les contaminants des espaces de 
bureaux ventilés, tant avant que pendant les 
périodes d'occupation. Ce document vise à aider : 
les propriétaires, les gestionnaires et les exploitants 
d'immeubles à comprendre le fonctionnement des 
systèmes CVCA,; les ingénieurs en bâtiment et les 
exploitants d'immeubles à faire fonctionner 
adéquatement les systèmes CVCA en vue de main- 
tenir une qualité de l’air acceptable; et les concep- 
teurs et les ingénieurs en ventilation à mettre ou 
remettre en service les systèmes CVCA. 

CA EV ND PL SC 


Maisons de transition et d'hébergement 
pour femmes violentées au Canada 


Centre national d’information sur la violence dans 
la famille (Canada). Ottawa : le Centre, 1996. 

64 p. Bilingue (Transition houses and shelters…). 
ISBN 0-662-62521-8 GCC-E no H72-21/18-1996 
MICROLOG 97-01067 (1 fiche) 


Le Centre national d'informations sur la violence 
dans la famille vient de mettre à jour, pour la qua- 
trième fois, sa liste des maisons de transition et 
d'hébergement pour les femmes victimes de vio- 
lence. Dans cette dernière édition, les 434 maisons 
sont répertoriées par province, de l'est à l’ouest, et 
apparaissent dans l’ordre alphabétique selon la 
ville où elles sont situées. Elles sont classées 
comme étant soit des maisons d'hébergement pro- 
longé, des maisons de transition ou autres. Vous 
trouverez dans les pages de ce document une ex- 
plication de la fonction de chacun des types. 

CA DE SA SS 


Making the politics of education even 
more interesting 


By Richard G. Townsend and Norman Robinson. 
Toronto : Ontario Institute for Studies in Educa- 
tion, 1994. 21 p. : Bibl. (OISE project / Ontario In- 
stitute for Studies in Education ; 3034) Project 
title: Conceptualizing past accomplishments : a 
critique of the past quarter century of studies in the 
politics of education. ONTERIS ONO8371 
MICROLOG 97-01116 (1 fiche) 


This report is a critique of the past 25 years’ schol- 
arship in the field of educational politics. It ques- 
tions the importance and interestingness of many 
works about the political/policy context of educa- 
tion and argues against those who might dismiss 
the interesting as unimportant. It first reviews 
iconoclastic, recent and significant work by Max 
Weber, discussing the relevance of his works to 
those concerned with school politics today. Similar- 
ities are then found between Weber's ideas and 
nine types of propositions advanced by Davis 
(1970) and the report finally suggests what benefits 
would accrue if established ways of thinking were 
challenged. 

ED ON OR PR SS 


Management Employees Pension Plan : 
Annual report 1995 


Edmonton : Alberta Pensions Administration, 
1996. 32 p. : ill. 
MICROLOG 97-01013 (1 fiche) 


The Pian was established to provide a contributory 
defined benefit pension plan for Alberta govern- 
ment employees occupying positions designated 
as management. Participation was later extended 
to employees of government boards, agencies, 
commissions and crown corporations. This annual 
report provides investment and administration high- 
lights, actuarial cost certificates, management's re- 
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sponsibility for financial reporting, a directory, and 
a glossary of investment terms. An auditor's report 
and financial statements are included. 

AL LA PA PR SS 


Managing Ontario’s social services, 
agency relations and accountability : a 
discussion paper 


Toronto : Ministry of Community & Social Ser- 
vices, 1988. iv, 90 p. : iill., Bibl. 

ISBN 0-7729-4808-9 

MICROLOG 97-00860 (2 fiche) 


The purpose of this paper Is to develop a common 
understanding of the challenges that face the On- 
tario Ministry of Community & Social Services and 
service providers In the 1990s, and to strengthen 
the way social services are managed. It begins with 
an outline of the changing roles of social services 
in Ontario and the new imperatives governing the 
social service system (government/people partner- 
ship, trust and trusteeship, designated responsibili- 
ty, participation, collegiality, accountability). Oppor- 
tunities are then identified that will strengthen and 
improve Ontario’s ability to manage a complex net- 
work of social programs and reinforce the prov- 
ince’s tradition of a public/private alliance respond- 
ing to those needing help. These opportunities are 
discussed in the areas of planning, accountability, 
organisation of development and delivery of social 
services, and future steps such as implementation 
and resource management. 

ON PA PR SA SS 


Manitoba Agricultural Credit Corporation : 
Annual report 1995-96 


Winnipeg : The Corporation, 1996. 33 p. : ill. 
MICROLOG 97-00797 (1 fiche) 


The Manitoba Agricultural Credit Corporation’s ma- 
jor role is to support young, beginning and expand- 
ing producers, and offers an extensive package of 
low cost fixed-term loans and other programs to as- 
sist clients to be competitive in the global environ- 
ment. This annual report reviews the Young Farmer 
Rebate Program, direct lending programs and 
guaranteed loan programs for the year. It includes 
a management report and financial statements. 

AG CO MS PR SC 


Manitoba agriculture yearbook, 1995 


Winnipeg : Manitoba Agriculture, 1996. 203 p. : 
Maps ISSN 0084-3865 
MICROLOG 97-00730 (3 fiche) 


Annual compilation of data on agriculture in Mani- 
toba, including a review of farm production, cash 
receipts, and farm net income for the year. Produc- 
tion of crops, livestock, other products, resources, 
weather, sources and methods are also discussed. 
Data are given from 1957 to the present in coopera- 
tion with Statistics Canada. 

AG MS PR SC ST 


Manitoba. Bureau de l’Ombudsman : 
Rapport annuel 1995 


Winnipeg : le Bureau, 1996. 57, 69 p. Bilingue. 
MICROLOG 97-00882 (2 fiche) 


La Loi sur l’'ombudsman offre aux gens la possibil- 
ité de porter plainte contre l'administration gouver- 
nementale du Manitoba à un haut fonctionnaire de 
la Législature, qui est indépendant et non partisan, 
confère à l'ombudsman le pouvoir de faire des 
recommandations et de porter une affaire à l’atten- 
tion du public, et permet à l'ombudsman de faire 
enquête, de sa propre initiative, sur des questions 
administratives. Ce rapport offre une revue d'année 
passées, et des tableaux statistiques qui décrit des 
plaintes et des demandes. Ensuite, on traite de 
chaque ministère et de quelques sociétés de la 
Couronne, en présentant des faits saillants et des 
résumés des plaintes. On donne aussi la Loi sur 
l'Ombudsman. 

JU MS PA PR SS 


Manitoba Centennial Centre Corporation : 
Annual report 1995-96 


Winnipeg : The Corporation, 1996. 17 p. 
MICROLOG 97-00864 (1 fiche) 


The Corporation manages the Centennial Concert 
Hall and Its related programs and presentations in 
the visual and performing arts, as well as the main- 
tenance and t of the buildings and pro- 
perties of the Centennial Centre. The annual report 
includes capital spending, financial statements, 
concert hall events and attendance figures, and a 
summary of staff. 

CU MS PR SS 


Manitoba Civil Justice Review Task Force 
report 
Manitoba Civil Justice Review Task Force. Winni- 


peg : The Task Force, 1996. 79 p. 
MICROLOG 97-00715 (1 fiche) 


The Manitoba Civil Justice Review Task Force had 
the collective goal of making recommendations 
which will update, innovate, and make acceptable 
to the public a series of changes to the provincial 
court system. The Task Force, in carrying out Its 
mandate, focused mainly on issues of procedure 
and its activities included receipt of submissions 
from interested parties and holding public meet- 
ings. Issues covered by the review and summarised 
in this report include case management in the 
Court of Queen’s Bench, General Division; informa- 
tion access, case management, mediation, child 
protection issues, professional accountability, and 
the role of legal aid in the Court of Queen's Bench, 
Family Division; the role of the small claims court; 
rule making in the Court of Queen’s Bench; non- 
traditional dispute resolution in the courts and out- 
side the courts; the role of the lawyer; the role of 
technology in the courts; and public information 
and language Issues. Recommendations for reform 
are included throughout the review and are sum- 
marised at the end. Appendices include information 
on alternative dispute resolution and applications 
of new technology in the courts. 

JU MS PR SS 


Manitoba. Civil Legal Services : Annual 
report 1995-96 


Winnipeg : The Branch, 1996. 25 p. 
MICROLOG 97-00777 (1 fiche) 


Acting pursuant to government policy, Civil Legal 
Services is responsible for providing a full range of 
high quality legal services, on a cost recovery ba- 
sis, to its clients, namely the Government of Manito- 
ba, the government’s agencies, boards and com- 
mittees and some Crown tons. This report 
provides information on the structure of the Ser- 
vices, the Advisory Board, the mission, operating 
principles and critical success factors of the Ser- 
vices, services, performance indicators and 
achievements, human resources, contacts, an or- 
ganizational chart, and financial statements. 

JU MS PA PR SS 


Manitoba. Clean Environment Commission 
: Annual report 1995-96 


Winnipeg : The Commission, 1996. 21 p. : Bibl. 
MICROLOG 97-00725 (1 fiche) 


The Commission functions as the vehicle for public 
participation in environmental decision making at 
the request of the Environment Minister when a le- 
gitimate public Interest in the licencing of a propos- 
al under the Environment Act has been identified. 
This annual report discusses the hearings held and 
includes a list of the public hearings held during 
the past year. 

EV MS PR SC 


Pour des copies de ces publications, contacter: 


Manitoba. Commission des finances des 
écoles publiques : Rapport annuel 
1994-95 


Winnipeg : la Commission, 1995. 9 p. L'éd. an- 
glaise: 96-05357/1. 
MICROLOG 97-00665 (1 fiche) 


Ce rapport décrit en tableau des projets d'immobili- 
sation importants en matière de construction selon 
division scolaire et école dans le Manitoba. Ensuite 
il donne des états financiers. 

ED MS PR SS 


Manitoba. Community Support Programs : 
Annual report 1995-96 


Winnipeg : The Programs, 1996. 24 p. 
MICROLOG 97-00733 (1 fiche) 


Community Support Programs was established in 
1990 to oversee the distribution of lottery funds to 
non-profit community-based organizations within 
the province. The report includes information on 
lotteries funded programs and provides a five-year 
historical table giving the departmental expendi- 
tures and staffing. An organizational chart is includ- 


ed. 
CU MS PR SA SS 


Manitoba. Cooperative Loans & Loans 
Guarantee Board : Annual report 1995-96 


Winnipeg : The Board, 1996. 16, 16 p. Bilingual. 
MICROLOG 97-00810 (1 fiche) 


The Board ensures that cooperative organizations 
have access to the basic financial services neces- 
sary for the development and expansion of viable 
enterprises to achieve the greatest benefit through 
economic activity. This annual report lists the mem- 
bers of the Board, and reviews the activities for the 
year. It includes an auditor's report, and a schedule 
of loans and loans guarantee transactions. 

CO MS PA PR SS 


Manitoba. Cooperative Promotion Board : 
Annual report 1995-96 


Winnipeg : The Board, 1996. 18, 18 p. Bilingual. 
MICROLOG 97-00811 (1 fiche) 


The Board acts as trustee for those surplus funds of 
the original Canadian Wheat Board which were ap- 
portioned to Manitoba by the Government of Can- 
ada. This annual report lists the members of the 
Board, and discusses legislation, and the activities 
for the year. It Includes an auditor's report, a bal- 
ance sheet, a statement of income and expenditure 
and retained earnings, a schedule of investments, 
and notes to the financial statements. 

AG CO MS PR SA SC 


Manitoba Crop Insurance Corporation : 
Annual report 1995-96 


Portage La Prairie, MB : The ion ; Ottawa 
: Agriculture Canada, 1996. 32 p. At head of title: 
Canada-Manitoba Crop Insurance. 

MICROLOG 97-00745 (1 fiche) 


The objectives of the Corporation are to provide an 
opportunity to Manitoba farmers and livestock pro- 
ducers to protect their cash investment; to provide 
additional hail insurance coverage; and to provide 
a loss adjusting service to the department of Natu- 
ral Resources. This annual report covers the year’s 
crop conditions, the All Risk Program, additional 
hail insurance, all risk insurable crops and options, 
insurable options, the Waterfowl Crop Damage 
Compensation Program, together with a report by 
the Provincial Auditor and financial statements. 

AG CA CO MS PR SC 
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Manitoba. Crown Corporations Council : 
Annual report 1995 


Winnipeg : The Council, 1996. 36 p. : HI. 
MICROLOG 97-00753 (1 fiche) 


The duty of the Council, in cooperation with each 
corporation, is to facilitate the development of a 
clearly defined mandate and statement of purpose 
for the corporation; to facilitate the development of 
a consistent and effective criteria for measuring the 
corporation’s performance; to review long term cor- 
porate plans and capital expenditure proposals of 
corporations, ensure consistent practices among 
corporations and provide advice to the Lieutenant 
Governor in Council on those plans, and any other 
proposals or practices that may be requested by 
the Lieutenant Governor in Council; and to receive 
and hear submissions regarding alleged failures by 
the corporation to comply with any Act or any poli- 
cy of the Council. This annual report contains the 
president’s report, Council activities, and some ba- 
sic information on the corporations covered. It in- 
cludes financial statements. 

MS PA PR PW SS 


Manitoba Decentralization : Annual report 
1995-96 


Ottawa : The Committee, 1996. 14 p. 
MICROLOG 97-00813 (1 fiche) 


The Decentralization Initiative aims to strengthen 
the rural economy by transferring government posi- 
tions to rural communities without jeopardizing the 
effectiveness or efficiency of program delivery. This 
annual report covers objectives, results to date, 
financial implications, and the Stevenson Aviation 
Technical Training Centre. An appendix provides 
commentary on major program transfers complet- 
ed 


MS PA PR SS 


Manitoba. Dept. of Northern Affairs : 
Annual report 1995-96 


Winnipeg : The Dept., 1996. 43 p. : ill. 
MICROLOG 97-00809 (1 fiche) 


The mandate of the Department is to coordinate 
the activities of government and encourage the de- 
velopment of social and economic opportunities in 
the North. This annual report lists 56 northern re- 
mote communities falling under the jurisdiction of 
the Northern Affairs Act by region, provides an area 
map, and reviews the Local Government Develop- 
ment Division, the Agreements Management and 
Coordination Division, and the Native Affairs Secre- 
tariat. Includes an expenditure summary. 

CO MS PA PR SS 


Manitoba. Education et formation 
professionnelle Manitoba : Rapport annuel 
1995-96 


Winnipeg : le Ministère, 1996. 108, 99 p. : iil. Bil- 
ingue. 
MICROLOG 97-00744 (3 fiche) 


Ce rapport annuel fait le bilan des activités de 
chaque division du Ministére: Administration et fi- 
nances; Services auxiliaires et développement des 
programmes; Education postsecondaire, formation 
des adultes et l'éducation permanente; et le Bureau 
de l'éducation française. Il donne un sommaire des 
dépenses par poste budgétaire, un sommaire des 
recettes par source, et un sommaire des dépenses 
et de la dotation sur une période de 5 ans. Comme 
terminaison, les tableaux statistiques décrivent les 
inscriptions, les programmes de langue française, 
les recettes et dépenses des divisions scolaires, 
l’aide aux étudiants, et les inscriptions et la produc- 
tivité des collèges communautaires. 

ED LA MS PR SS 


Manitoba Farm Mediation Board : Annual 
report 1995-96 


Winnipeg : The Board, 1996. 19 p. 
MICROLOG 97-00814 (1 fiche) 


The Board protects farmers against unwarranted 
loss of their farming operations, and preserves the 
agricultural land base of Manitoba, the manage- 
ment skills of farmers, and the existing lifestyle of 
farm communities. The annual report lists board 
members, discusses their objective, activity identifi- 
cation and expected results of the next year. Appli- 
cation activities are presented along with Board op- 
erations from the past year. 

AG CO MS PR SC 


Manitoba. Fiscal Stabilization Fund : 
Annual report 1995-96 


Winnipeg : The Fund, 1996. 6 p. 
MICROLOG 97-00789 (1 fiche) 


The legislated purpose of the Fiscal Stabilization 
Fund Is to assist in stabilizing the fiscal position of 
the government from year to year and to improve 
long-term fiscal planning. This annual report in- 
cludes a Fund profile, and a review of activities. It 
also provides an auditor's report and financial 
statements. 

CO MS PA PR SS 


Manitoba. Fitness Directorate [and] 
Manitoba. Sport Directorate : Annual 
report 1995-96 


Winnipeg : The directorates, 1996. 27 p. 
MICROLOG 97-00734 (1 fiche) 


The annual report is generally organized in accor- 
dance with the departmental appropriation struc- 
ture, which reflects the department's authorized 
votes as approved by the Legislative Assembly. 
The main appropriation is introduced, followed by 
a description of any sub-appropriations within it, in- 
cluding objectives, activities, results and expendi- 
tures showing the estimate compared to the actual 
figures. The various sporting associations which re- 
ceived grants are listed with the financial informa- 
tion, and details on grants, revenue, five year com- 
parisons and a staffing analysis are given. 

CU MS PR SS 


Manitoba Hazardous Waste Management 
Corporation : Annual report 1995-96 


St. Jean-Baptiste, MB : The Corporation, 1996. 
16 p. 
MICROLOG 97-00835 (1 fiche) 


The Corporation is responsible for the preservation 
and enhancement of environmental quality through 
the development of a hazardous waste manage- 
ment system for the Province. This annual report 
presents the Environmental Policy statement, the 
Chairman's message, the staff, public information, 
the environmental annual report, system and facili- 
ty development and hazardous waste business. 
Financial statements are included. 

CO EV MS PR SC 


Manitoba Health Research Council : 
Annual report 1995-96 


Winnipeg : The Council, 1996. 33 p. : Hl. 
MICROLOG 97-00731 (1 fiche) 


This annual report lists the members of the Coun- 
cil, and presents a report from the Chairman. In- 
cludes a fiscal overview, a financial statement, re- 
ports from operating and equipment, personnel, 
social and behavioural committees, and sympo- 
sium support committees. It also includes a list of 
operating grants, equipment grants, and personnel 
awards. This document also presents activities 
from the Strategic Health Research and Develop- 
ment Fund’s various scientific review committees 
and university-industry collaborative grants. 

HE MS PR SS 


Copies of these documents are available from: 


Manitoba Hospital Capital Financing 

Authority : Management report 1995-96 
Winnipeg : The Authority, 1996. 8 p. 
MICROLOG 97-00819 (1 fiche) 


The financial statements presented in this docu- 


accepted accounting principles. Management 
maintains internal controls to provide reasonable 
assurance of the reliability and accuracy of the 
financial information and to property safeguard as- 
sets of the Manitoba Hospital Capital Financing Au- 
thority. Includes an auditor's report, a balance 
sheet, a statement of income and expenditures, a 
schedule of investments, a schedule of debentures 
payable, and notes to the financial statements. 

CO HE MS PR SS 


Manitoba Human Rights Commission : 
Annual report 1995 


Winnipeg : The Commission, 1996. 20 p. 
MICROLOG 97-00748 (1 fiche) 


The Commission Is the agency chiefly responsible 
for carrying out the provisions of the Human Rights 
Code which prohibits discrimination on the basis of 
ancestry, nationality, religion, sex, age, disability, or 
other group st . The Commission is 
authorized by the Code to accept and investigate 
complaints of discrimination and to attempt to settle 
substantiated complaints, to carry out educational 
activities, and to issue binding advisory opinions. 
This annual report reviews activities, and 
information on sample cases, statistics, biographies 
of Commissioners. 

JU MS PR SS ST 


Manitoba Labour : Annual report 1995-96 


Winnipeg : The Ministry, 1996. 75 p. : ill. 
MICROLOG 97-00742 (1 fiche) 


Manitoba Labour is responsible for ensuring fair- 
ness in the workplace by balancing the rights and 
responsibilities of employers and employees, fur- 
thering harmonious labour relations, protecting 
public safety, detecting and preventing health haz- 
ards in all provincial workplaces, assisting the tran- 
sition to employment of dislocated workers and 
promoting trades training. The annual report re- 
views the past year in all of its branches, offices 
and programs. A five-year expenditure and staffing 
summary, and an organizational chart are included. 
JU LA MS PR SS ST 


Manitoba. Land Management Services 
Agency : Annual report 1995-96 


Winnipeg : The Agency, 1996. 20 p. 
MICROLOG 97-00620 (1 fiche) 


Land Management Services is committed to provid- 
ing quality comprehensive land management ser- 
vices to various levels of government departments, 
boards, commissions, corporations and agencies. 
This annual report provides operating highlights, its 
mission, goals and objectives, a message from the 
Chief Operating Officer, a review of operations, 
Management's discussion and analysis, and a 
financial section detailing a balance sheet, a state- 
ment of income and retained earnings, notes, and 
a schedule of expenses. An organization chart and 
a list of Advisory Board and agency contacts are in- 
cluded. 

MS PA PR SS 


Manitoba Lotteries Corporation : Annual 
report 1995-96 


Winnipeg : The Corporation, 1996. 26 p. 
MICROLOG 97-00765 (1 fiche) 


The Corp. distributes & sells tickets for lotteries 
operated by the Western Canada Lottery Corp., & 
the Interprovincial Lottery Corp. It also operates & 
manages the Crystal Casino, a video lottery termi- 
nal network, Club Regent & McPhillips Street Sta- 
tion, and licenses bingos, raffles, calcutta auctions, 
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midways, wheels of fortune, Monte Carlo events & 
the sale of breakopen tickets & bingo paper 
throughout Manitoba. Revenues from these activi- 
ties are directed to the Province to support priority 
social programs and local community activities. 
Horse race betting and raffies offering prices under 
$3000 are not licensed by the Corp., but by munici- 
palities. This report presents a financial review, 
management and auditor's reports, & financial 
statements. 

CO CU MS PR SS ST 


Manitoba. Manitoba Education & Training : 
Annual report 1995-96 


Winnipeg : The Ministry, 1996. 99, 108 p. : M. Bi- 
li } 
MICROLOG 97-00744 (3 fiche) 


Manitoba Education and Training is charged with 
the responsibility of setting priorities and allocating 
funds to the province's public and independent 
school systems, its post-secondary institutions, and 
to skills development and training initiatives. This 
report reviews the year’s activities of the Adminis- 
tration and Finance Division, Program Develop- 
ment and Support Services Division, Bureau de 
l'éducation française, and Advanced Education and 
Skills Training. The report includes information at 
the main and sub-appropriation levels relating to 
the department’s objectives, actual results 
achieved, financial performance and variances, 
and provides a five-year historical table giving de- 
partmental expenditures and staffing. Statistics are 
included on such matters as student enrolment, 
loans, job placement, and apprenticeship pro- 
grams. 

ED LA MS PR SS 


Manitoba. Manitoba Environment. Annual 
report 1995-96 


Winnipeg : The Ministry, 1996. 65 p. : Bibl. 
MICROLOG 97-00790 (1 fiche) 


The Dept.’s aim is to protect and enhance the qual- 
ity of the natural and community environments. To 
do so it establishes and refines basic legislation 
goveming the environment. This annual report 
summarizes major initiatives, and covers the activi- 
tles of various organizations under the Dept. Finan- 
cial information and a historical summary are also 
provided. 

EV MS PR SC 


Manitoba. Manitoba Family Services : 
Annual report 1995-96 


Winnipeg : The Ministry, 1996. 101 p. 
MICROLOG 97-00794 (2 fiche) 


The mission of the Dept. is to strengthen Manitoba 
families, ensuring the provision of financial assis- 
tance and social services which protect and assist 
Manitobans in need, in a manner which fosters seif- 
rellance and reduced dependency. This annual re- 
port reviews the activities of the Dept. and Its ser- 
vices (Management Services, Income Security and 
Regional Operation, Rehabilitation Community Liv- 
Ing and Day Care, Child and Family Services, and 
Social Services Advisory Committee). It includes 
financial information and an organizational chart. 
MS PR SA SS ST 


Manitoba. Manitoba Finance : Annual 
report 1995-1996 


Winnipeg : The Ministry, 1996. 67 p. 
MICROLOG 97-00808 (1 fiche) 


The Ministry’s role includes providing policy direc- 
tion on matters relating to financial management 


tion is included, along with a revenue summary by 
source, a five year expenditure and a staffing sum- 
mary. Also includes tax credit payments paid out 
over the year, expenditures related to capital, and 
unbudgeted statutory payments. 

CO MS PA PR SS 


Manitoba. Manitoba Government Services 
: Annual report 1995-96 


Winnipeg : The Ministry, 1996. 74 p. : iil. 
MICROLOG 97-00799 (1 fiche) 


Manitoba Government Services is charged with the 
responsibility for providing a wide range of central 
support services to government programs. Services 
fall under the general categories of central supply 
and property services. This annual report reviews 
the Ministry’s administration and services. In addi- 
tion to property management and accommodation 
development, the Land Value Appraisal Commis- 
sion and disaster assistance are covered. Financial 
statements and an organization chart are included. 
MS PA PR SS 


Manitoba. Manitoba Health : Annual report 
1995-96 


Winnipeg : The Ministry, 1996. 122 p. 
MICROLOG 97-00800 (2 fiche) 


The mission of Manitoba Health is to improve and 
promote the health status of Manitobas and to re- 
duce inequalities in health status. This annual re- 
views administration and finance, finance and man- 
agement services, management and program sup- 
pot services, community and mental health ser- 
vices, the Health Services Insurance Fund, and lot- 
teries funded programs. It includes financial state- 
ments for Manitoba Health and the Health Services 
Insurance plan and an organizational chart. 

HE MS PR SS 


Manitoba. Manitoba Highways & 
Transportation : Annual report 1995-96 


Winnipeg : The Ministry, 1996. 68 p. : ill. 
MICROLOG 97-00798 (1 fiche) 


Annual report of the Department, presenting details 
of its operations in these areas: operations and 
maintenance; planning, design and land surveys; 
engineering and technical services; transportation 
policy and research; driver and vehicle licencing; 
administration and finance; the Highway Traffic 
Board; the Licence Suspension Appeal 
Board/Medical Review Committee; the Motor 
Transport Board; and the Taxicab Board. An orga- 
nizational chart and financial statistics are also in- 
cluded. 

MS PR SC TR 


Manitoba. Manitoba Industry, Trade & 
Tourism : Annual report 1995-96 


Winnipeg : The Dept., 1996. 69 p. : i. 
MICROLOG 97-00783 (1 fiche) 


The Dept. supports and encourages business and 
industrial entrepreneurial activity by providing as- 
sistance in obtaining equity funding, working capi- 
tal, and the retention of professional consulting ser- 
vices for business start-ups or expansions. This an- 
nual report outlines the major activities and accom- 
plishments of the Dept. and its branches. It also 
provides financial information. 

CO MS PR SS 


Manitoba. Multiculturalism Secretariat : 
Annual report 1995-96 


Manitoba. Office des préts et de garantie 
de préts aux coopératives : Rapport 
annuel 1995-96 


Winnipeg : l'Office, 1996. 16, 16 p. Bilingue. 
MICROLOG 97-00810 (1 fiche) 


L'une des principales tâches de l'Office est de veill- 
er à ce que les coopératives alent accès aux ser- 
vices financiers essentiels dont elles ont besoin 
pour établir des entreprises viables et en assurer 
lessor, et puissent ainsi profiter au maximum de 
leurs activités économiques. Ce document 
présente le rapport annuel de l'Office ainsi que les 
états financiers. 

CO MS PA PR SS 


Manitoba. Office of the Ombudsman : 
Annual report 1995 


Winnipeg : The Office, 1996. 69, 57 p. Bilingual. 
MICROLOG 97-00882 (2 fiche) 


The Ombudsman legislation allows for people to 
complain about government administration to an 
independent, non-partisan officer of the legislature, 
gives the Ombudsman the power to recommend 
and report on any matter, and allows for the Om- 
budsman to initiate a complaint. This report pro- 
vides an overview, a statistical workload analysis, 
reports on each Manitoba ministry and a few large 
Crown corporations including case summaries, and 
a copy of the Ombudsman Act. 

JU MS PA PR SS 


Manitoba Properties Inc. Group of 
Companies : Financial statements 


Winnipeg : The Company, 1996. 21 p. 
MICROLOG 97-00843 (1 fiche) 


The Manitoba Properties Inc. consists of the follow- 
ing companies: Manitoba Properties Leasing Inc., 
Manitoba Properties Management Inc., and Manito- 
ba Properties Inc. This report presents the financial 
statements of each of these companies, which in- 
clude auditors’ reports, balance sheets, statements 
of operations and deficit, statements of changes in 
financial position, and notes to the financial state- 
ments. Manitoba Properties Inc. includes a state- 
ment of earnings and retained earings. 

CO MS PA PR SS 


Manitoba Public Trustee : Annual report 
1995-96 


Winnipeg : The Office, 1996. 20 p. 
MICROLOG 97-00743 (1 fiche) 


This annual report provides information on public 
relations and education, dimensions, and a reve- 
nue/expenditure profile on the Trust and Estates 
Section, Client Administration Section, and the Le- 
gai Section. An auditor's report and financial state- 
ments are included. 

JU MS PA PR SA SS 


Manitoba. Seniors Directorate : Annual 
report 1995-96 


Winnipeg : The Directorate, 1996. 12 p. 
MICROLOG 97-00795 (1 fiche) 


The mandate of the Directorate is to establish a 
centrally recognized mechanism for effective gov- 
emment planning on issues related to senior citi- 
zens that involve various parts of government. This 
annual report is organized according to the Direc- 
torate’s appropriation structure which reflects the 
Directorate’s authorized votes approved by the 
Legislative Assembly. It includes financial informa- 
tion. 


Winnipeg : The Secretariat, 1996. 23 p. : ill. MS PR SA SS 

and administration, advising on fiscal and other : 
economic policies and measures; and maintaining MICAOEOS 7-00 7ES (RENE) 
the provincial accounting and financial reporting The mandate of the Secretariat Is to coordinate the 
systems. This annual report presents information implementation of Manitoba's Policy for a Multicul- 
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Manitoba. Special Operating Agencies 
Financing Authority : Annual report 
1995-96 


Winnipeg : The Authority, 1996. 119 p. 
MICROLOG 97-00815 (2 fiche) 


The Financing Authority functions as a non-operat- 
ing holding company, which holds and acquires as- 
sets associated with special operating agency op- 
erations. It finances special operating agencies 
through repayable loans and working capital ad- 
vances. This annual report presents the operations 
of the Financing Authority over the past year. A 
management report and financial information are 
included. 

CO MS PA PR SS 


Manitoba Sustainable Development 
Innovations Fund : Annual report 1995-96 


Winnipeg : The Unit, 1996. 80 p. 
MICROLOG 97-00803 (1 fiche) 


The Sustainable Development Innovations Fund 
was approved by Cabinet in October 1989 to pro- 
vide financial assistance towards the development, 
implementation and promotion of environmental in- 
novation projects which support sustainable devel- 
opment. This report presents a summary and de- 
tailed listing of projects approved for agriculture, 
energy and mines, environment, industry, trade, 
and tourism, and natural resources. 

EV MS PR SC 


Manitoba Trading Corporation : Annual 
report 1995-96 


Winnipeg : The Corporation, 1996. 20 p. 
MICROLOG 97-00732 (1 fiche) 


The Corporation was established in 1974 to en- 
courage, develop and increase trade between Man- 
itoba and the world. Since 1993 the Corporation 
has acted as the focal point for all export activities. 
This annual report reviews projects for the year and 
includes financial statements. 

CO EX MS PR SS 


Manitoba. Universities Grants Commission 
: Annual report 1995-96 


Winnipeg : The Commission, 1996. 84 p. : ill. 
MICROLOG 97-00749 (1 fiche) 


The Commission advises the Minister on the 
amount of financial assistance which should be 
provided to the universities by the government and 
is responsible for allocating the funds received 
from the government to the universities. The report 
presents information on programs, Inter-Universi- 
ties North, enrolment, graduates, finance, institu- 
tional staff and capital projects. An audited balance 
sheet and an audited statement of the Commis- 
sion’s operating revenues and expenditures are in- 
cluded. 

ED MS PR SS ST 


Manitoba. Victims Assistance Committee : 
Annual report 1993-94 


Winnipeg : The Committee, 1994. 18 p. 
MICROLOG 97-00755 (1 fiche) 


This Committee receives applications and submis- 
sions relating to the needs and concerns of victims 
of crime, and the provision and funding of research 
and services relating to these victims. This annual 
report presents the composition of the Committee, 
meetings, financial highlights including revenues 
and grants from the Victims Assistance Fund, staff, 
future directions, and the chairperson’s comments. 
It includes appendices on the statement of reve- 
nue, expenditures, grants and distributable surplus, 
a balance sheet, a schedule of grants allocated and 
undisbursed, the parameters of the Committee, and 
application procedures. 

JU MS PR SA SS 


Manitoba Women’s Advisory Council : 
Annual report 1995-96 


Winnipeg : The Council, 1996. 27 p. : iil., Bibl. 
MICROLOG 97-00752 (1 fiche) 


Created in 1970, the goal of the Advisory Council is 
to advance the goal of equal participation of wom- 
en in society and to promote changes in social, le- 
gal and economic structures to that end. This an- 
nual report presents information on community in- 
volvement, future directions, and publications, to- 
gether with financial statements. 

MS PR SA SS 


Manitou Sand Hills integrated resource 
management plan 


Regina : Saskatchewan Environment & Resource 
Management ; Saskatchewan Agriculture & Food, 
1996. vii, 99 p. : Maps, Bibl. 

MICROLOG 97-00596 (2 fiche) 


The Manitou Sand Hills in west-central Saskatche- 
wan cover an environmentally sensitive and biolog- 
ically diverse area with a number of rare and en- 
dangered species. The area supports a broad 
range of land and water uses including grazing, oil 
development, and recreation. Competing use of 
land and increased pressure to protect the local en- 
vironment provided the incentive to develop this in- 
tegrated resource management plan for the area. 
The plan focuses on three land use policy areas, 
which include the Prime Conservation Area, Spe- 
cial Management Area, and Multiple Use Area. It 
begins with a description of the resources of the 
Manitou Sand Hills and of the existing land use in 
the area. It then analyses land use issues, oppor- 
tunities, and constraints, presents the plan goal 
and management objectives, and presents the land 
use and management policies for the three policy 
areas. The plan concludes with identification of the 
stakeholder groups, options, and tools involved in 
implementing the plan. Appendices include pian 
guidelines. 

MS NR PR SC 


Les Marchés intérieurs du tourisme 
ontarien, 1992 


Toronto : Ministère de la culture, du tourisme et 
des loisirs, 1995. lil, 100 p. : #. (Monographies du 
tourisme / Ontario. Ministère de la culture, du 
tourisme et des loisirs ; no 2) L’éd. anglaise (On- 
tario’s domestic travel...) : 95-05522/2. 

ISBN 0-7778-3976-8 

MICROLOG 97-00985 (2 fiche) 


En 1992, 89 millions de voyages-personnes ont été 
effectués en Ontario par des Canadiens (Ontariens 
y compris), qu'il s'agisse d’aller-retour le même 
jour ou de séjours avec arrêt de nuit. Cette mono- 
graphie porte sur les marchés intérieurs du touisme 
ontarien en 1992. Les points qui y sont abordés 
sont les suivants : les Canadiens et le tourisme en 
Ontario en 1992; voyager en Ontario; et, dépenses 
de tourisme en Ontario. 

CO CU ON PR SS ST 


Marine oil spill preparedness and 
response regime : report to Parliament, 
1996 


Ottawa : Fisheries & Oceans Canada, Coast 
Guard, 1996. 10, 11 p. 
MICROLOG 97-01082 (1 fiche) 


This publication looks at the evolution of a private 
sector-funded & operated marine oil spill prepared- 
ness & response regime in Canada, polluter re- 
sponsibility, ensuring faimess & equity in the part- 
nership, & activities over the past year (certification 
of response organizations, designation of oil-hand- 
ling facilities, response organizations fees, advisory 
councils, & operations). 

CA CF EV ND PW SC 


Market feasibility study for value-added 
strawberry products, product and market 
assessment : final report 


Blue Heron Market Gardens. Regina : Saskatche- 
wan Agriculture & Food, ADF, 1994. 71 p. 
MICROLOG 97-00578 (1 fiche) 


Blue Heron Market Gardens intends to test the in- 
troduction of a new freeze-dried strawberry product 
into the Saskatchewan food market. This report 
contains an overview of the North American snack 
food market and the implications for Blue Heron, 
an assessment of food processing technologies to 
be used, a profitability assessment that takes into 
account such variables as costs and labour, and a 
market assessment. Regulatory and financing is- 
sues are also discussed. Appendices include a 
product costing model, cost analyses, results of vis- 
its to potential vendors, and taste test results. 

AG CO MS PR SC 


Master plan for Strathcona-Westmin 
Provincial Park 


See Strathcona-Westmin Provincial Park master 
plan 


Measuring up : second annual report on 
the performance of the Government of 
Alberta, 1995-96 results 


Alberta. Edmonton : The Province, 1996. 115 p. : 
il. 
MICROLOG 97-00987 (2 fiche) 


This report provides a baseline of data and infor- 
mation on core measures identified by the provin- 
cial government and Albertans as key measures of 
what is important to measure and track government 
performance. The report groups the measures ac- 
cording to the three core businesses of govern- 
ment: people, prosperity, and preservation. For 
each measure, the report presents the target to be 
achieved, the measure’s relationship to the provin- 
cial business plan, what is being measured, and 
the methodology for obtaining the measurement. 
Statistics are included on historical and projected 
values of the measures, plus occasional compari- 
sons between Alberta and other jurisdictions. 

AL CO PA PR SA SS ST 


Mental health and depression among 
adolescents in Latvia 


By Solveiga Miezitis and lize Kalnins. Toronto : 
Ontario Institute for Studies in Education, 1993. 
5 p. : Bibl. (OISE project / Ontario Institute for 
Studies in Education ; 3008) ONTERIS ON08404 
MICROLOG 97-01127 (1 fiche) 


Analyses data from a World Health Organization 
questionnaire that sampled 3,000 Latvian students 
aged 11 to 16. The survey examined the preva- 
lence of depression compared to that found in 
North America, and studied correlations between 
depression scores and school-related factors, re- 
ported health state, feelings of unhappiness, loneli- 
ness, isolation, fear of teachers and peers, difficul- 
ties with friendships, and school achievement. Four 
factors were identified which account for 45% of the 
variability in the depression score. 

BS ED ON OR PR SS 


Mineralogical analysis of ore specimens 
from the rare earth deposit of Dodgex Ltd., 
part 1 and part 2 


By R. Lastra and D. Owens. Whitehorse : Indian & 
Northern Affairs Canada, Norther Affairs: Yukon 
Region, 1995. 47 p. : ill. (Open file / Northern Af- 
fairs Program (Canada). Yukon Region ; 
1995-3(T)) (Division report / Mineral Sciences La- 
boratories (Canada) ; MSL 95-025 (CR)) On cov- 
er: Canada/Yukon Economic Development Agree- 
ment. Part. 2, Division Report MSL 95-43 (CR). 
MICROLOG 97-01095 (1 fiche) 


Copies of these documents are available from: 


Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 33 


(613) 237-4250 FAX (613) 237-4251 


MICROLOG 


Titres et résumés 


février 1997 


Presents results from a mineralogical study of a 
niobium-bearing rare earth ore from the Lancer de- 
posit in the Yukon. The first part of the study identi- 
fied the minerals present and determined the com- 
positions and modes of occurrence of the rare 
earth minerals. Ore samples were analyzed from 
the main vein and the footwall. Analytical methods 
included optical and electron microscopy, X-ray dif- 
fraction analysis, and electron microprobe analysis. 
Minerals identified included monazite, bastnaesite, 
ferrocolumbite, and umbite. The sec- 
ond part determined the relative quantities of the 
rare earth minerals and their liberation characteris- 
tics, the latter in order to provide guidance in pro- 
cessing the ore. 

CA CM ND NO NR SC 


Mobility, absenteeism and related factors : 
Toronto Board elementary students, 
1992-5 


By Robert S. Brown. Toronto : Toronto Board of 
Education, Research & Assessment Dept., 1996. 
13 p. : iil. (Research report / Toronto Board of 
Education. Research Services ; no. 220 

ISSN 0316-8786) ISBN 0-8888-245-0 ON- 

TERIS ON08318 

MICROLOG 97-01137 (1 fiche) 


As part of the effort towards increasing accountabil- 
ity, this report examines mobility, absenteeism, and 
related characteristics of Toronto Board elementary 
students enrolled during the 1994-95 school year. 
For comparison, information from two previous 
years (1992-93 and 1993-94) is also included. The 
information was taken from records of students col- 
lected from schools by Computer Information Ser- 
vices. The report is intended to provide a baseline 
for monitoring future Toronto Board student trends. 
It is divided into eight sections: background; total 
elementary school enrolment; age of students; 
within-board mobility rate; transfer rate; intake pro- 
file; discontinuity of senior elementary students 
(ages 12-13); and student absenteeism. 

ED MU ON OR SS ST 


Modeling flow-accelerated corrosion in 
CANDU 


By K.A Burrill. Chalk River, ON : Chalk River La- 
boratories, Reactor Chemistry Branch, 1995. 24 p. 
: ill., Bibl. (AECL research / Atomic Energy of 
Canada Ltd. ; AECL-11397 ISSN 0067-0367) 
Presented at International Symposium on Flow-Ac- 
celerated Corrosion. ISBN 0-660-16411-6 CCG-P 
no. CC2-11397E 

MICROLOG 97-00826 (1 fiche) 


Flow-accelerated corrosion (FAC) of large areas of 
carbon steel in various circuits of Candu plants 
generates significant quantities of corrosion prod- 
ucts. The relatively rapid corrosion rate can also 
lead to operating difficulties with some compo- 
nents. This paper identifies three areas in Candu 
plants and applies a simple model of mass-transfer 
controlled corrosion of the carbon steel to those 
areas. The model results show FAC effects other 
than those on routine maintenance and surveil- 
lance, including sludge generation, steam genera- 
tor fouling, and leakage in divider plates. 

CA DE EN PS SC 


Modelling of road noise and optimal 
barrier design 


By K.R. Fyfe and C.C. Harrison. Ottawa : Canada 
Mortgage & Housing Corporation, 1995. 93 p. : il. 
MICROLOG 97-01202 (2 fiche) 


This report studies different methods of calculating 
one of several parameters that contribute to the 
overall sound level surrounding a roadway: noise 
barrier insertion loss. It examines the progression 
of a selection of the simple methods to the develop- 
ment of the more rigid design solutions as a step to 
prepare for comparing the predictive capabilities of 
these methods. Two main classifications of these 
techniques are reviewed: a group of ray tracing 
models and a group of wave-based models. The 
models are compared using configurations with 


variations in the barrier’s size, shape, type of ab- 
sorptive coatings, and general orientation. A rating 
parameter is introduced as the potential basis for 
the formulation of a set of correction factors to be 
applied, based on the geometrical properties of the 
barrier configuration. 

CA EV ND PS SC 


Modelling the effects of porous and semi- 
permeable layers on corrosion processes 


By Fraser King, D.W. Shoesmith and Miroslav 
Kolar. Pinawa, MB : Whiteshell Laboratories, 
1996. 30 p. : iil., Bibl. (AECL research / Atomic 
Energy of Canada Ltd. ; AECL-11592 

ISSN 0067-0367) Presented at Corrosion/96. 
ISBN 0-660-16583-X CCG-P no. CC2-11592E 
MICROLOG 97-00989 (1 fiche) 


Mass transport through porous media and adsorp- 
tion, precipitation, dissolution, and redox reactions 
are important in many geochemical processes, 
many of which are relevant to corroding systems. 
The aim of this report is to review the mechanistic 
and empirical models developed by geochemists 
and soil scientists to describe these processes, and 
to show how they can be used in models to predict 
the corrosion behaviour of various materials. The 
corrosion of copper containers used in nuclear fuel 
waste disposal is used as an example. The report 
reviews factors affecting corrosion reactions in po- 
rous and semi-permeable layers and presents a 
model for the corrosion of copper containers. The 
model consists of six mass balance equations 
describing mass transport, adsorption/desorption, 
precipitation/dissolution, and redox reactions of six 
species involved in the corrosion mechanism. Ef- 
fects of porous structure, adsorption, precipitation, 
and redox reactions are analysed and the model is 
applied to other corrosion systems such as those 
involving corrosion product films and biofilms. 

CA DE PS SC 


Modern and historic liquefaction in 
Ferland, Quebec 


By M. Tuttle and L. Seeber. Ottawa : Atomic Ener- 
gy Control Board, 1995. vi, 32 p. : ill., Maps, Bibl. 

(Report / Canada. Atomic Energy Control Board ; 
INFO-0619) 

MICROLOG 97-00703 (1 fiche) 


This report documents earthquake-induced lique- 
faction features found in the Ferland-Boilleau val- 
ley, Quebec, in the area of the Saguenay earth- 
quake of November 1988. The features that formed 
as a result of that earthquake include sand boils 
deposited on the ground surface and sand dikes 
and sills emplaced in the upper two metres of the 
soil-sediment profile. Pre-1988 liquefaction features 
include sand dikes, sills, sand-filled craters or 
vents, and sand boil deposits. Radiocarbon dates 
for some of the features enable estimation of the 
frequency of occurrence of moderate to large 
earthquakes in this region. The results of this study 
will help in the selection of sites for paleoseismic 
studies, identification of paleoliquefaction features, 
and interpretation of findings in terms of the size 
and location of paleoearthquakes. 

CA ND NR QU SC 


La Moisissure dans les sous-sols 
aménagées : rapport final 


Scanada Consultants Ltd. Ottawa : Société cana- 
dienne d'hypothèques et de logement, Division 
des politiques et de la recherche en matiére tech- 
nique, 1996. iil, 16 p. L’6d. anglaise (Molds in fin- 
ished basements...) sur la méme fiche. 
MICROLOG 97-01159 (1 fiche) 


Nous avons examiné les sous-sols aménagés de 
27 maisons a Ottawa pour savoir si leur assem- 
blage pouvait nuire à la qualité de l'air, à cause de 
moisissures. Les cavités murales ont été inspectées 
au moyen de fibrescopes pour en déterminer la 
composition et noter les conditions. Des échantil- 
lons de colonies visibles de moisissures ont été 
prélevés pour identifier les espèces. La présence 
de moisissures cooncidait avec des sources 


chroniques de mouillage du mur plutôt qu’avec 
l'emploi de techniques d’ particu- 
lières dans les sous-sols. Les moisissures de 16 (59 
%) des maisons ont été analysées, et nous avons 
trouvé des moisissures toxigénes dans toutes les 
maisons sauf une. 

CA DE EV LS PL SC 


Molds in finished basements : final report 


Scanada Consultants Ltd. Ottawa : Canada ok: 
gage & Housing Corporation, Technical Policy 
Research Division, 1996. ili, 14 p. French ed. (La 
Moisissure dans les sous-sols...) on the same 
fiche. 

MICROLOG 97-01159 (1 fiche) 


Finished basements in twenty-seven Ottawa 
houses were investigated to determine if the base- 
ment assemblies could contribute to poor indoor 
air quality due to molds. The wall cavities were in- 
spected with optical fibrescopes to determine the 
composition and note the conditions. Visible mold 
colonies were sampled to identify mold species. 
The presence of molds correlated with the pres- 
ence of chronic wetting events rather than any par- 
ticular basement finishing techniques. Molds were 
analyzed from 16 (59%) of the houses and toxigen- 
ic molds were found in all houses except one. 

CA DE EV LS PL SC 


Moose Jaw-Thunder Creek Health District, 
1995 elections : final report 


Moose Jaw-Thunder Creek District Health Board 
(Sask.). Moose Jaw, SK : The Board, 1995. 12 p. 
MICROLOG 97-00593 (1 fiche) 


Reports the results of health board elections in the 
Moose Jaw-Thunder Creek Health District of Sas- 
katchewan. Includes poll-by-poll vote counts, com- 
ments from the returning officer, and tables show- 
ing election expenses and supplies. 

HE MS MU PA PR SS 


Moose Mountain Health District, 1995 
elections : final report 


Moose Mountain District Health Board (Sask.). 
Wawota, SK : The Board, 1995. 8 p. 
MICROLOG 97-00592 (1 fiche) 


Reports the results of health board elections in the 
Moose Mountain Health District of Saskatchewan. 
Includes poll-by-poll vote counts and tables show- 
ing election expenses and supplies. 

HE MS MU PA PR SS 


A More progressive system for 
determining disability in Ontario’s social 
assistance programs : report 


Of the Disability Determination Project Team : for 
the Advisory Group on New Social Assistance 
Legislation. Toronto : The Team, 1992. 189 p. 
MICROLOG 97-00861 (3 fiche) 


Ontario’s Social Assistance Review Committee 
made various recommendations in its 1988 report 
regarding reform of the system of providing social 
assistance to persons with disabilities. This report 
advances these recommendations with options for 
implementation. The first few chapters describe 
GAINS-D benefit under the Ontario Family Benefits 
Allowance, compares that benefit to those in other 
provinces, examines definitions and determination 
processes in federal and provincial programs out- 
side of social assistance for persons with disabili- 
ties, and reviews programs assisting persons with 
disabilities in other countries. Chapter six includes 
findings from a book based on a review of the dis- 
ability components of United States benefit pro- 
grams. This leads to a re-examination of the dis- 
ability determination issues under GAINS-D and 
presentation of broad principles for reform options 
as well as proposals for a new definition of disabili- 
ty and a new process to determine whether a per- 
son qualifies for a benefit due to a disability. The 
report then describes options and preferred ap- 
proaches for delivery of benefits and access to em- 
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ployment services that would be triggered by the 
new disability determination process. Finally, it pro- 
poses a comprehensive disability reform and sets 
out possible options for new social assistance leg- 
islation. 

ON PR SA SS 


Morice Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective November 1, 1996 


By Larry Pedersen. Victoria : Ministry of Forests, 
1996. 57 p. : Bibl. 
MICROLOG 97-00943 (1 fiche) 


The Morice Timber Supply Area (TSA) covers 
182,298 about 1.5 million hectares along the west- 
erm edge of the interior plateau of British Columbia. 
About 40% of the TSA area Is considered to be the 
long-term timber harvesting land base. After a brief 
description of the TSA area, this report reviews the 
principles for determining the allowable annual cut 
for the area and presents an accounting of the fac- 
tors and the rationale used in making that determi- 
nation. These factors include the role of the base- 
case timber supply forecast, the existing forest in- 
ventory, the expected rate of forest growth, the land 
base contributing to timber harvesting, regenera- 
tion delay, areas not satisfactorily restocked, decay 
and wastage, integrated resource management ob- 
jectives, harvest flow, and forest industry facilities. 
The appendix contains relevant sections of provin- 
cial forestry legislation. 

BC FO PR SC 


The Museums Assistance Program 


Ottawa : Canadian Heritage, 1996. 21, 22 p. Bilin- 
gual (Le Programme d’aide aux musées). 

ISBN 0-662-62531-5 CCG-P no. Co22-128/1996 
MICROLOG 97-01170 (1 fiche) 


The Museums Assistance Program provides finan- 
cial and technical assistance to Canadian muse- 
ums and related institutions, for museum activities 
that support the objectives of the Canadian Muse- 
um Policy. These objectives are: to foster access by 
present and future generations of Canadians to 
their human, natural, artistic and scientific heritage; 
and to enhance their awareness, understanding 
and enjoyment of that heritage; to encourage the 
development, management and preservation of sig- 
nificant and representative museum collections in 
all regions of Canada; and, to enhance excellence 
in museum activities in Canada. 

CA CU DE SS 


Music bibliography 


By Deanne Bogdan. Toronto : Ontario Institute for 
Studies in Education, 1993. 17 p. (OISE project / 
Ontario Institute for Studies in Education) Project 
title: The Phenomenology of music experience. 
ONTERIS ON08410 

MICROLOG 97-01133 (1 fiche) 


This bibliography of musical aesthetics lists cita- 
tions alphabetically by author and includes books, 
articles, theses, and parts of books. All citations are 
in English. 

CU ED ON OR PR SS 


The Myth of the self-managing team 


By Marilyn E. Laiken. Toronto : Ontario Institute 
for Studies in Education, 1993. 7 p. : Bibl. (OISE 
project / Ontario Institute for Studies in Education 
; 53-3034) Presented to the Annual Information 
Exchange of the Organization Development Insti- 
tute. ONTERIS ON08402 

MICROLOG 97-01125 (1 fiche) 


This paper examines the role of managers in self- 
managed work teams. It explores such topics as 
T-groups (an experiment with leaderiess groups), 
facilitative leadership and team development, field 
studies and facilitated teaming, and dealing with 
conflict. 

BS ED LA ON OR PR SS 


National air poliution surveillance (NAPS) 
network annual summary for 1993 


Ottawa : Environment Canada, Environmental 
Protection Service, Environmental Tech 
Advancement Directorate, 1996. xxv, 91 p. : Bibl. 
(Report / Canada. Environmental Protection Ser- 
vice ; EPS 7/AP/26) Bilingual (Réseau national 
de surveiliance...). ISBN 0-660-60141-9 CCG-P 
no. En49-517/26 

MICROLOG 97-01179 (2 fiche) 


The National Air Pollution Surveillance Program is 
a joint project of the federal and provincial levels of 
government to monitor and assess, on a continuing 
basis, the quality of the ambient air in the urban re- 
gions of Canada. This annual summary presents 
data reported from over 500 sampling instruments 
in more than 50 cities across the 10 provinces and 
the 2 territories. Measurements were made for sul- 
phur dioxide, carbon monoxide, nitrogen dioxide, 
ozone, soiling index, suspended particulates, lead, 
sulphate, and nitrate. The summary also compares 
the data for the year with national air quality objec- 
tives for sulphur dioxide, carbon monoxide, nitro- 
gen dioxide, ozone and suspended particulates. 
CA EV ND SC 


National Pollutant Release Inventory : 
summary report, 1994 


Prepared by: Marielle Nobert ; in collaboration 
with: Martine Gauthier-Rouleau...et al. Ottawa : 
Environment Canada, 1994. ix, 240 p. : iil., Bibl. 
On cover: Canadian Environmental Protection Act. 
MICROLOG 97-01151 (3 fiche) 


The National Pollutant Release Inventory (NPRI) 
was established to develop a national, publicty-ac- 
cessible database of pollutants released to the Ca- 
nadian environment from industrial and transporta- 
tion sources. K provides a picture of releases to air, 
land, water and underground injection, and 
transfers in waste of a wide range of pollutants. In- 
formation provided by individual facilities has been 
supplemented by Environment Canada for some 
sectors that could not report on a facility-by-facility 
basis. The dept. has estimated releases from fuel 
distribution and mobile sources, which include all 
forms of transportation and mobile equipment. It 
also includes data on releases of greenhouse gas- 
es and common air contaminants. The report gives 
a background and overview of the NPRI, character- 
istics of the data, and national and provincial /terri- 
torial overviews. Next It provides estimated emis- 
sions from mobile sources and fuel distribution, 
then other air emission inventories. Data is provid- 
ed in graphics and statistical tables. 

CA DE EV SC ST 


Natural land reclamation for mineral 


exploration properties and placer mines in 
Yukon 


By C. Mougeot. Whitehorse : Indian & Northern 
Affairs Canada, Northern Affairs Program, Yukon 
Region, Mineral Resources Directorate, Explora- 
tion & Geological Services Division, 1996. 202 p. : 
Hil., Maps, Bibl. ISBN 0-662-24245-9 CCG-P 

no. R72-249/1996E 

MICROLOG 97-01101 (3 fiche) 


Provides information on soil, overburden, vegeta- 
tion, slope stability, and permafrost conditions on 
disturbed and undisturbed surfaces related to min- 
eral exploration and placer mining in three districts 
in the Yukon (Klondike, Carmacks, Annie Lake). 
Disturbances included in this study consist of 
trenches (dating from 1912), drill pads (dating from 
1967), ripped and compacted surfaces associated 
with roads and camps, and placer mine highwalls 
and tailings piles (dating from 1911). Observations 
reported include detailed vegetation descriptions, 
soil texture and basic chemistry, slope, height, 
width and age of trenches, elevation, aspect and 
latitude of the site, and description of any active 
processes such as erosion, permafrost degrada- 
tion, failure, and gultying. Preferred sites and rates 
of natural revegetation by pioneer species are relat- 
ed to disturbance characteristics such as trench ori- 


entation, surface compaction, and presence of per- 
mafrost. Recommendations on site abandonment 
and treatment are formulated based on the above 
information. 
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Natural regeneration of Ontario’s major 
commercial coniferous species : a 
bibliography 
By J. Kennedy, Elleen M. Harvey and William C. 
Parker. Sault Ste. Marie, ON : Ministry of Natural 
Resources, Ontario Forest Research institute ; Ot- 
tawa : Canadian Forest Service, 1996. vi, 106 p. 
(Forest research information / Ontario For- 
est Research Institute ; no. 134 ISSN 0319-9118) 
ISBN 0-7778-5493-7 
MICROLOG 97-00604 (2 fiche) 


Compiles over 500 citations for reports published 
over the last 60 years that address operational, sil- 
vicultural, and ecological aspects of the natural re- 
generation of balsam fir, white spruce, black 
spruce, jack pine, red pine, and eastern white pine. 
Citations are organised using the scientific names 
of the six species as major headings, and are fur- 
ther classified by keywords to more clearty identify 
the subjects addressed. A miscellaneous section is 
included to gather articles of relevance to natural 
regeneration of conifers that may not specifically 
address the selected species. A keyword and au- 
thor index are provided. 

FO ON PR SC 


The Nature of teaching and learning by 
high school students in the workplace 


By Marjorie Sheasby. Toronto : University of 
Toronto, Dept. of Education, 1991. vi, 253 p. : 
Bibl. ONTERIS ONO8370 

MICROLOG 97-01136 (3 fiche) 


Detailed case studies report the experiences 
shared by seven students, their teachers, and their 
workplace supervisors in a high school co-opera- 
tive education program. Students were enrolled in 
senior science, law, child development, or drama 
courses. Two of the students had leaming disabili- 
ties that they did not disclose to their supervisors. 
The studies reveal the effects of the match between 
teaching and learning style in the workplace, in- 
cluding the acquisition of practical knowledge and 
skills. The studies suggest factors involved in 
achieving a desired outcome of critical or higher- 
order thinking skills through co-operative educa- 
tion, and point to the need to reconsider the role of 
the classroom teacher in the workplace. 
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New Brunswick. Fisheries & Aquaculture 
New Brunswick : Annual report 1995-96 


Fredericton : The Dept., 1996. 60 p. Bilingual. 
ISSN 0845-5554 
MICROLOG 97-00842 (1 fiche) 


The improvement of New Brunswick's fishing, 
aquaculture, and fish marketing and processing ac- 
tivities is the principal mission of the Dept. This an- 
nual report gives an overview of Its activities: poli- 
cies, planning and training; School of Fisheries; 
marketing; finance and administration; Aquarium 
and Marine Centre; aquaculture; operations and 
services; and Fisheries Development Board. 
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New Brunswick. Human Resources 
Development-NB : Annual report 1995-96 


Fredericton : The Dept., 1996. 44 p. 
ISSN 0845-5554 
MICROLOG 97-00709 (1 fiche) 


The Dept.'s focus is on helping clients to become 
more self-sufficient. It also offers education & train- 
ing programs. This report an organization- 
al chart & looks at activities for each division (In- 
come Security, Planning & Evaluation, Corporate 
Services, & Social Welfare Appeals Board). Some 
of the programs & units covered within these chap- 
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ters are as follows: Income maintenance, special 
care home assistance or nursing home assistance, 
NB Works, vocational rehabilitation for disabled 
persons, Income support, health services, assis- 
tance with rental costs program, day care assis- 
tance. A list of grants & caseload statistics conclude 
the document. 

AP LA PR SA SS ST 


New Careers Corporation (Sask.) : Annual 
report 1995-96 


Regina : The Corporation, 1996. 43 p. : ill. 
MICROLOG 97-00858 (1 fiche) 


This Corporation le receiving social 
assistance with the opportunity to increase their In- 
dependence through a range of programs and ser- 
vices that prepare them for employment and help 
them find meaningful jobs. These services include 
career and vocational planning, job search training, 
labour market information, employment referrals, 
education and skill development, as well as on-the- 
job training and employment opportunities. This re- 
port describes the Corporation’s stakeholders, 
goals and achievements, strategic directions, the 
Corporation's legislative mandate, a management 
report and financial statements. Includes a list of 
community and business partners. 

ED LA MS PR SS 


New growth theory and development 
assistance 


By James P. Walker. Ottawa : Dept. of Foreign Af- 
fairs & International Trade, 1996. 26 p. : /il., Bibl. 
(Policy staff paper / Canada. Dept. of Foreign Af- 
fairs & International Trade ; SP76A) (Economic 
papers / Canada. Dept. of Foreign Affairs & Inter- 
national Trade ; 96/03) 

MICROLOG 97-00788 (1 fiche) 


Given the diverse historical experience of develop- 
ing countries with regard to economic growth, this 
paper attempts to examine the theoretical compo- 
nents of growth theory, with particular attention to 
new or endogenous growth theory. The key theo- 
retical underpinnings of such theory point to the 
importance of investment in human capital and the 
benefits of access to, and the transfer of, technolo- 
gy. The paper also considers the macroeconomic 
contribution of aid to economic growth, primarily 
where aid is used to transfer additional resources 
to a recipient country. Reasons for providing aid 
and empirical evidence on the impact of aid are 
discussed, along with the implications for Canadian 
official development assistance to developing 
countries. The paper ends with some policy recom- 
mendations regarding international assistance. 

CA CO EX ND SS 


North American Alliance for Popular and 
Adult Education : historical background 


By Budd L. Hall. Toronto : Ontario Institute for 
Studies in Education, 1993. 18 p. (OISE project / 
Ontario Institute for Studies in Education ; 
53-3033) Project title: Building popular education 
networks in North America. ONTERIS ONO8405 
MICROLOG 97-01131 (1 fiche) 


Reports on a participatory research project to work 
with a variety of community-based and other popu- 
lar and adult education groups to ascertain whether 
a basis existed for the creation of a North American 
Alliance for Popular and Adult Education. The proj- 
ect involved contacting over 130 popular and adult 
education groups, writing a history of the efforts un- 
dertaken to create such an alliance, and supporting 
a conference of popular educators who together 
agreed to form the Alliance. The Alliance was sub- 
sequently recognized by the International Council 
for Adult Education as the official North American 
regional organization for purposes of relating to 
that body. The appendix contains a summary of the 
Gathering Voices Congress, the meeting at which 
the Alliance was founded. A membership list of the 
Alliance is also included. 

ED ON OR PR SS 


North Central Health District, 1995 
elections : final report 


North Central District Health Board (Sask.). Mel- 
fort, SK : The Board, 1995. 11 p. 
MICROLOG 97-00591 (1 fiche) 


Reports the results of health board elections In the 
North Central Health District of Saskatchewan. In- 
cludes poll-by-poll vote counts and tables showing 
election expenses and supplies. 

HE MS MU PA PR SS 


North-East Health District, 1995 elections : 
final report 


North-East District Health Board (Sask.). Nipawin, 
SK : The Board, 1995. 12 p. 
MICROLOG 97-00590 (1 fiche) 


Reports the results of health board elections in the 
North-East Health District of Saskatchewan. In- 
cludes poll-by-poll vote counts and tables showing 
election expenses and supplies. 

HE MS MU PA PR SS 


North Valley Health District, 1995 elections 
: final report 


North Valley District Health Board (Sask.). Mel- 
ville, SK : The Board, 1995. 8 p. 
MICROLOG 97-00589 (1 fiche) 


Reports the results of health board elections in the 
North Valley Health District of Saskatchewan. In- 
cludes poil-by-poll vote counts and tables showing 
election expenses and supplies. 

HE MS MU PA PR SS 


Northern Ontario Heritage Fund 
Corporation : Annual report 1990-91 


Sault Ste. Marie, ON : The Corporation, 1991. 20, 
20 p. : iil. ISSN 0847-5628 
MICROLOG 97-01149 (1 fiche) 


This is the annual report of the Corporation, esta- 
blished in 1988 to promote and stimulate economic 
in Northern Ontario by providing 
financial assistance for single-industry communities 
experiencing economic disruption; development of 
new technology, especially in the resource sector; 
and for small businesses to begin, modemize or 
expand. The Fund is a 12-year, $360 million provin- 
cial commitment in annual instaliments of $30 mil- 
lion. This report describes the Fund and its pro- 
grams. A financial statement Is included. 
CO ON PA PR SS 


Northwest Health District, 1995 elections : 
final report 


Northwest District Health Board (Sask.). Meadow 
Lake, SK : The Board, 1995. 10 p. 
MICROLOG 97-00588 (1 fiche) 


Reports the results of health board elections in the 
Northwest Heaith District of Saskatchewan. In- 
cludes poil-by-poll vote counts, comments from the 
returning officer, and tables showing election ex- 
penses and supplies. 

HE MS MU PA PR SS 


Northwest Territories. Office of the Fire 
Marshal : Annual report 1994 


Yellowknife : The Office, 1995. 56 p. : iil. 
MICROLOG 97-00597 (2 fiche) 


Presents the activities of the Office over the past 
year. Includes information on fire prevention, fire 
fighter training, inspections, investigations, proper- 
ty loss, fire deaths and injuries, plan reviews, arson, 
suspicious and mischief fires. Statistics on fire inju- 
ries, deaths, losses, and causes are included as 
well. Fire losses and services by community, fires 
by property class, igniting object/source of ignition, 
or by act or ommission are also included, as well 

as large fires with damage at $500,000 and over. 
NO PR PW SC ST 


Northwest Territories. Victims Assistance 
Committee : Annual report 1992-93 


Yellowknife : The Committee, 1993. 9, 10 p. Bilin- 
gual, English and Inuktitut. 
MICROLOG 97-01191 (1 fiche) 


The Committee makes recommendations to the 

Minister of Justice on policies regarding the needs 

and concerns of victims of crime, and on the distri- 

bution of the Victims Assistance Fund. This annual 
reviews the activities of the Committee. It in- 

cludes financial information. 

JU NO PR SS 


Northwest Territories. Victims Assistance 
Committee : Annual report 1994-95 


Yellowknife : The Committee, 1995. 11, 11 p. Bi- 
lingual, English and Inuktitut. 

MICROLOG 97-01181 (1 fiche) 
The Committee makes recommendations to the 
Minister of Justice on policies regarding the needs 
and concems of victims of crime, and on the distri- 
bution of the Victims Assistance Fund. This annual 
report reviews the activities of the Committee. It in- 
cludes financial information. 
JU NO PR SS 


Nouveau-Brunswick. Développement des 
ressources humaines-NB : Rapport annuel 
1995-96 


Frédéricton : le Ministére, 1996. 44 p. 
ISSN 0845-5554 
MICROLOG 97-00709 (1 fiche) 


Le mandat du Ministère est d’aider les clients à 
devenir autonomes. Il offre aussi des programmes 
d'éducation et de formation. Ce rapport donne l'or- 
ganigramme. Ensuite il décrit des activités de 
chaque division: Sécurité du revenu, planification 
et l'évaluation, services généraux, et la Commis- 
sion d'appel du bien-être social. Pour la Division de 
la sécurité du revenu on décrit des programmes et 
unités tels les suivants: soutien du revenu, assis- 
tance aux pensionnaires de foyers de soins 
spéciaux ou des foyers de soins, service d’ordon- 
nances de soutien familial, formation et emploi, NB 
au travail, réadaptation professionnelle des per- 
sonnes handicapées, service d'aide financière, ser- 
vices d'assistance médicale, aide à la réduction 
des coûts du loyer, commission consultative médi- 
cale, et Programme d'assistance des services de 
garderie. Comme conclusion on donne la liste des 
subventions et des statistiques sur le nombre de 
dossiers. 

AP LA PR SA SS ST 


Nouveau-Brunswick. Pêches et 
aquaculture Nouveau-Brunswick : Rapport 
annuel 1995-96 


Frédéricton : le Ministère, 1996. 60 p. 
ISSN 0845-5554 
MICROLOG 97-00842 (1 fiche) 


Le rôle principal du ministère des Pêches et de 
Aquaculture du Nouveau-Brunswick consiste à ac- 
croître la productivité de l’industrie de la pêche et 
de l’aquaculture. Afin d'atteindre ces objectifs, le 
ministère offre des services financiers, techniques 
et éducatifs afin de favoriser le développement de 
l'industrie. Il participe également aux activités de 
recherche, de conservation et de répartition de la 
ressource. Ce document présente le rapport annu- 
el du ministère pour l’année financière. 

AP FI PR SC 


Nova Scotia cultural tourism : discussion 
paper 
Halifax : N.S. Economic Renewal, Tourism Nova 


Scotia, Cultural Tourism Committee, 1996. 23 p. 
MICROLOG 97-01174 (1 fiche) 


This document, presented for public discussion 
and review, a framework for the develop- 
ment of a cultural tourism strategy for Nova Scotia. 


Pour des coples de ces publications, contacter: 


36 Micromedia Ltd., 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 
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Cultural tourism is defined in the document as visits 
by persons from outside the host community 
motivated wholly or in part by interest in the histor- 
ic, artistic, scientific, or lifestyle /heritage offerings 
of a region, group, community, or institution. The 
document reviews the importance of cultural tour- 
ism, its current state in Nova Scotia, what cultural 
tourists want, and cultural tourism products in the 
province. Issues discussed in developing a cultural 
tourism strategy include cultural resource preserva- 
tion, sustainability, product awareness and market- 
ing, tourism development, and collaboration with 
other tourism stakeholders. The document con- 
cludes with a list of possible actions to address 
those issues, along with an overall objective and 
guiding principles. 

AP CU PR SS 


Nova Scotia Gaming Control Commission : 
Annual report 1995-96 


Halifax : The Commission, 1996. vii, 465 p. : HI. 
Bibl. 
MICROLOG 97-00642 (5 fiche) 


The Nova Scotia Lottery Commission was esta- 
blished in 1995 in order to ensure that gaming in 
the province was carried out in accordance with the 
Gaming Control Act, the regulations and the Crimi- 
nal Code of Canada. This annual report gives a his- 
torical overview of gambling in Nova Scotia, an 
analysis of the public’s interest, attitudes, and reac- 
tions towards gaming activities, the prevalence of 
gaming in the province, a review of social, health, 
justice, economic and environmental effects of 
gaming in the province, and Commission recom- 
mendations resulting from its observations over the 
past year. 

AP BS CU PR SA SS ST 


Nova Scotia Gaming Corporation : Annual 
report 1995-96 


Halifax : The Corporation, 1996. 28 p. 
MICROLOG 97-00619 (1 fiche) 


The Corporation conducts and manages lotteries 
and other gaming activities in the Province of Nova 
Scotia. It works in concert with the Atlantic Lottery 
Corporation Inc. and with Metropolitan Entertain- 
ment Group (Sheraton Casinos Nova Scotia), oper- 
ator of the province’s casinos in Halifax and Syd- 
ney. The Corporation’s focus and mandate in these 
business arrangements is to protect the interests of 
the Province of Nova Scotia, and all Nova Scotians, 
relative to the operation of sanctioned gaming ac- 
tivity in the province. This annual report presents 
the year in review and financial statements. These 
statements include a balance sheet, and state- 
ments of revenue, expenses, income allocation and 
retained earnings. Notes and schedules are also in- 
cluded. 

AP CO CU PR SS 


Office de commercialisation du poisson 
d’eau douce (Canada) : Rapport annuel 
1995-96 


Winnipeg : l'Office, 1996. 22 p. : ill. 
MICROLOG 97-01058 (1 fiche) 


Le document présente le rapport annuel de l'Office, 
créé en 1969, en vertu de la Loi sur la commerciali- 
sation du poisson d'eau douce. L'Office a le droit 
exclusif de procéder à l'achat et à la commerciali- 
sation du poisson et des produits du poisson pour 
l'exportation et le marché interprovincial. Son but 
est de fournir les revenus à l’ensemble des 
pêcheurs commerciaux à partir de leur production 
de poisson, et toutes ses activités concourent à ce 
résultat. Le document présente aussi le mandat et 
les objectifs; les rapports sur les principales 
espèces; le tableau récapitulatif des dernières 
années; l’état des résultats et des bénéfices non 
répartis; l’évolution de la situation financière; et, les 
notes afférentes aux états financiers. 

CA CO DE FI SC 


Official languages in federal institutions : 
Annual report 1995-96 


Ottawa : Treasury Board, 1996. 67, 69 p. : ill. 
MICROLOG 97-00739 (2 fiche) 


This report focuses on the Treasury Board’s 
responsibilities under the Act for the overall direc- 
tion and co-ordination of the programs in federal 
institutions dealing with three interrelated compo- 
nents: service to the public, language of work, and 


equitable participation. 
CA DE PA SS 


Offshore waste treatment guidelines 


Prepared jointly by the National Energy Board, 
the Canada-Newfoundiand Offshore Petroleum 
Board, and the Canada-Nova Scotia Offshore Pet- 
roleum Board. Calgary, AB : The boards, 1996. ii, 
19 p. French ed. (Lignes directrices sur le traite- 
ment...) on the same fiche. 

MICROLOG 97-01064 (1 fiche) 


This document outlines recommended practices 
and standards for the treatment and disposal of 
wastes from petroleum drilling and production op- 
erations in Canada’s offshore areas. Topics 
covered are: treatment and disposal of specific 
wastes; commingling of waste discharges; location 
of discharges; and, compliance monitoring and en- 
vironmental effects monitoring programs. 

AP CA EV ND PR SC 


Oldman River Dam Environmental 
Advisory Committee : interim report and 
recommendations 


Oldman River Dam Environmental Advisory Com- 
mittee. Edmonton : The Advisory Committee, 
1996. 69 p. : HI. 

MICROLOG 97-01012 (1 fiche) 


The mandate of the Oldman River Dam Environ- 
mental Advisory Committee (EAC) is to provide in- 
put into the wise management of water in the Old- 
man River basin and Oldman River Dam environ- 
mental mitigation program for the benefit of the 
people and environment of southern Alberta. This 
report provides an overview of the key activities un- 
dertaken by the EAC and makes recommendations 
on various aspects of dam operation, environmen- 
tal mitigation, and monitoring. The appendix in- 
cludes a list of EAC meetings, a list of motions from 
EAC minutes, and issues 1 and 2 of the EAC Bulle- 
tin. 

AL EV NR PR SC 


Oldman River Dam, mercury in fish : 
interim report, 1994 


S. Wu...et al. Vegreville, AB : Alberta Environmen- 
tal Centre, 1996. vi, 22 p. : iil., Bibl. 
MICROLOG 97-01037 (1 fiche) 


In 1991, the Alberta Environmental Centre initiated 
a five-year research project on mercury in fish in- 
habiting the newly formed Oldman River Dam Res- 
ervoir and rivers within the Oldman River Basin be- 
cause of concerns that mercury concentration in 
fish might increase after impoundment. The study 
was conducted to assess changes in the concen- 
tration of mercury in the muscle tissue of fish in the 
Oldman Dam Reservoir, the Oldman River near the 
reservoir, and the Crowsnest River; and to conduct 
supplementary inventory studies of fish populations 
in the reservoir and surrounding rivers. Fish collect- 
ed at several sites included mountain whitefish, 
rainbow trout, bull trout, brown trout, white sucker, 
longnose sucker, northern pike, and burbot. 

AL EV FI LS PR SC 


Ontario. Agence pour la santé et la 
sécurité au travail : Rapport annuel 1990 


Toronto : l'Agence, 1991. 15, 13 p. 


ISSN 1183-9341 
MICROLOG 97-00778 (1 fiche) 


L'Agence pour la santé et la sécurité au travail, or- 
ganisme mixte composé de travailleurs et travail- 


Copies of these documents are available from: 


leuses et de représentants des employeurs, s’en- 
gage à promouvoir et à renforcer au maximum le 
bien-être physique, mental et social des travailleurs 
et travailleuses. Ce document présente le rapport 
annuel de l'agence pour la période allant du 1er 
janvier au 31 décembre 1991. II indique les réalisa- 
tions de cette premiére année complète de fonc- 
tionnement de l'Agence. 

LA ON PR SS 


Ontario. Bureau du registraire général : 
Rapport annuel 1992 


Toronto : le Bureau, 1993. 8 p. 
MICROLOG 97-00905 (1 fiche) 


Ce rapport du Bureau du registraire général a été 
préparé pour informer les citoyens de l'Ontario du 
nombre de naissances, mariages, décés, mortinais- 
sances, adoptions, divorces et changements de 
nom enregistrés au cours de l’année civile écoulée. 
ll réalise ce but en texte et tableaux. 
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Ontario. Bureau du registraire général : 
Rapport annuel 1993 


Toronto : le Bureau, 1994. 8 p. 
MICROLOG 97-00930 (1 fiche) 


Ce rapport du Bureau du registraire général a été 
préparé pour informer les citoyens de l'Ontario du 
nombre de naissances, mariages, décès, mortinais- 
sances, adoptions, divorces et changements de 
nom enregistrés au cours de l’année civile écoulée. 
ll réalise ce but en texte et tableaux. 

HE ON PR SA SS ST 


Ontario Cancer Troatment & Research 
Foundation : Annual report 1995-96 


Toronto : The Foundation, 1996. 19 p. : iil. 
MICROLOG 97-00875 (1 fiche) 


The objective of the Foundation is to establish and 
conduct a program of research, diagnosis, and 
treatment in cancer. This annual report provides 
the activities of the Foundation over the past year. 
Presents success stories, regional reports and 
financial highlights. A public sector salary disclo- 
sure report is also presented, along with a list of 
Board of Directors, Board members, management 
in each provincial office, and regional cancer cen- 
tres. Names and addresses of regional cancer cen- 
tres are also given. 

HE LS ON PR SC 


Ontario. Commission de révision de l’aide 
sociale : Rapport annuel 1993-94 


Toronto : la Commission, 1994. 67, 67 p. : ill. 
MICROLOG 97-0076 (2 fiche) 


La Commission entend les appels interjetés par 
toute personne qui conteste une décision, tant du 
palier provincial que municipal, portant sur le refus 
d'accorder des prestations d’aide social ou encore 
sur leur réduction ou leur annulation. Le mandat 
confié à la Commission consiste à réexaminer de 
façon impartiale et autonome les décisions admin- 
istratives. Elle est un tribunal. En présentant des 
membres de la Commission ce rapport donne des 
courtes notes biographiques. II décrit le mandat de 
la Commission, les pressions croissantes, la re- 
fonte de la procédure d'appel, la consolidation des 
ressources humaines, la communication et collabo- 
ration, la collaboration avec d'autres organismes, 
et les décisions rendues par la Commission et par 
la cour de justice. |! offre aussi un rapport financier, 
et des tableaux statistiques qui décrivent des cas. 
ON PA PR SA SS 


Ontario. Commission des accidents du 
travail : Rapport annuel 1993 
Toronto : la Commission, 1994. 39 p. : ill. 


ISSN 0835-8265 
MICROLOG 97-00764 (1 fiche) 
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La Commission est chargée de l'application de la 
Loi sur les accidents du travail de l'Ontario et de 
ses règlements. Elle prélève auprès des em- 
ployeurs de la province les fonds nécessaires à l'in- 
demnisation des travailleurs ayant subi une lésion 
au travail ou contracté un maladie professionnelle. 
Ce rapport décrit la structure administrative et 
donne un organigramme de la Commission. En- 
suite Il décrit des activitiés de l’année et présente 
les états financiers. 

LA ON PR SS 


Ontario dimension stone producers and 
processors : directory 94 


Sudbury, ON : Ministry of Northern Development 
& Mines, Mines & Minerals Division, Mineral Sec- 
tor Analysis Branch, 1994. 22, 22 p. On cover: 
Canada-Orntario Northem Ontario Development 
Agreement, Minerals. Bilingual (Les Producteurs 


et les entreprises...). 
MICROLOG 97-00678 (1 fiche) 


This directory highlights Ontario’s active producers 
and processors of dimension stone. It features the 
companies which quarry and/or process natural 
stone in Ontario for dimension stone products, a 
measured stone primarily for building construction 
products, monuments, paving or ornamental use. 
Listings are presented for stone quarries with ad- 
dresses giving stone types and products, for pro- 
ducers listed by stone category, and for processors 
giving the types of stone with which they work, 
again with business addresses. 

NR ON PR SC 


Ontario. Environmental Assessment Board 
: Annual report 1976-77 


Toronto : The Board, 1977. 35 p. 
MICROLOG 97-00611 (1 fiche) 


The Board was estabished to participate as re- 
quired in the implementation of the Environmental 
Assessment Act. Under this Act, the Board’s func- 
tion Is to hold public hearings in connection with 
the assessment of proposed undertakings to which 
the Act applies. Hearings are also held under the 
Ontario Water Resources Act and the Environmen- 
tal Protection Act. This report presents the Board’s 
activities and hearings held under each of these 
acts as well as under the authorization and direc- 
tion of Orders-in-Council. Board activities under the 
Environmental Assessment Act, a mini-biography of 
Board members, hearing statistics, recommenda- 
tions, an explanation of terminology used in the list 
of hearings, and a listing of the location, applicant, 
recommendation and dates hearings were held. 
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Ontario. Environmental Assessment Board 
: Annual report 1977-78 


Toronto : The Board, 1978. 35 p. 
MICROLOG 97-00612 (1 fiche) 


The Board was estabished to participate as re- 
quired in the implementation of the Environmental 
Assessment Act. Under this Act, the Board’s func- 
tion Is to hold public hearings in connection with 
the assessment of proposed undertakings to which 
the Act applies. Hearings are also held under the 
Ontario Water Resources Act and the Environmen- 
tal Protection Act. This report presents the Board’s 
activities and hearings held under each of these 
acts as well as under the authorization and direc- 
tion of Orders-in-Council. Board activities under the 
Environmental Assessment Act, a mini-biography of 
Board members, hearing statistics, recommenda- 
tions, an explanation of terminology used in the list 
of hearings, and a listing of the location, applicant, 
recommendation and dates hearings were held. 
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Ontario. Environmental Assessment Board 
: Annual report 1978-79 


Toronto : The Board, 1979. 23 p. 
MICROLOG 97-00606 (1 fiche) 


The Board was estabished to participate as re- 
quired in the implementation of the Environmental 
Assessment Act. Under this Act, the Board’s func- 
tion is to hold public hearings in connection with 
the assessment of proposed undertakings to which 
the Act applies. Hearings are also held under the 
Ontario Water Resources Act and the Environmen- 
tal Protection Act. This report presents the Board's 
activities and hearings held under each of these 
acts as well as under the authorization and direc- 
tion of Orders-in-Council. Board activities under the 
Environmental Assessment Act, a mini-biography of 
Board members, hearing statistics, recommenda- 
tions, an explanation of terminology used In the list 
of hearings, and a listing of the location, applicant, 
recommendation and dates hearings were held. 

EV ON PR SC 


Ontario. Environmental Assessment Board 
: Annual report 1979-80 


Toronto : The Board, 1980. 28 p. 
MICROLOG 97-00610 (1 fiche) 


Annual report of the Board, presenting an introduc- 
tion, Board membership and hearings under the 
Environmental Protection Act, the Ontario Water 
Resources Act and under Orders-in-Council. There 
were no hearings under the Environmental Assess- 
ment Act. 

EV ON PR SC 


Ontario. Environmental Assessment Board 
: Annual report 1980-81 


Toronto : The Board, 1981. 24 p. 
MICROLOG 97-00609 (1 fiche) 


Annual report of the Board, presenting information 
on the jurisdiction under the Environmental Protec- 
tion Act, the Ontario Water Resources Act, and 
under the Environmental Assessment Act. Presents 
hearings held under each of these acts as well as 
under Order-in-Council, and a list of Board mem- 


bers. 
EV ON PR SC 


Ontario. Environmental Assessment Board 
: Annual report 1981-82 


Toronto : The Board, 1982. 19 p. 
MICROLOG 97-00608 (1 fiche) 


Annual report of the Board, presenting information 
on the jurisdiction under the Environmental Assess- 
ment Act, the Environmental Protection Act, the On- 
tario Water Resources Act, and the Consolidated 
Hearings Act. Presents hearings held under each of 
these acts, and a list of Board members. 

EV ON PR SC 


Ontario. Environmental Assessment Board 
: Annual report 1982-83 


Toronto : The Board, 1983. 32 p. 
MICROLOG 97-00607 (1 fiche) 


Annual report of the Board, presenting information 
on the jurisdiction under the Environmental Assess- 
ment Act, the Environmental Protection Act, the On- 
tario Water Resources Act, and the Consolidated 
Hearings Act. Presents hearings held under each of 
these acts, and a list of Board members. 
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Ontario International Corporation : Annual 
report 1981-82 


To the Minister of Industry and Trade. Toronto : 
The Corporation, 1982. 20 p. 
MICROLOG 97-00669 (1 fiche) 


The Corporation was established to create and 


stimulate employment in Ontario and to generate 
revenue through increased exports of services and 


related goods by collecting an disseminating infor- 
mation on project opportunities including the origin 
and details on project funding, financing require- 
ments, and foreign competition. The annual report 
reviews general export sales generated by the Cor- 
poration’s assistance and includes financial state- 
ments and an organizational description. 
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Ontario International Corporation : Annual 
report 1982-83 


To the Minister of Industry and Trade. Toronto : 
The Corporation, 1983. 16 p. 
MICROLOG 97-00668 (1 fiche) 


The Corporation was established to create and 
stimulate employment in Ontario and to generate 
revenue through increased exports of services and 
related goods by collecting an disseminating infor- 
mation on project opportunities including the origin 
and details on project funding, financing require- 
ments, and foreign competition. The annual report 
reviews general export sales generated by the Cor- 
poration’s assistance and includes financial state- 
ments and an organizational description. 

CO EX ON PR SS 


Ontario International Corporation : Annual 
report 1987-88 


Toronto : The Corporation, 1988. 10, 10 p. : ill. 
ISSN 0829-8440 
MICROLOG 97-00624 (1 fiche) 


The Corporation was established to create and 
stimulate employment in Ontario and to generate 
revenue through increased exports of services and 
related goods by collecting an disseminating infor- 
mation on project opportunities including the origin 
and details on project funding, financing require- 
ments, and foreign competition. The annual report 
reviews general export sales generated by the Cor- 
poration’s assistance and includes financial state- 
ments and an organizational description. 

CO EX ON PR SS 


Ontario International Corporation : Annual 
report 1988-89 


Toronto : The Corporation, 1989. 11, 11 p. Bilin- 
gual. ISSN 0829-8440 
MICROLOG 97-00623 (1 fiche) 


The Corporation was established to create and 
stimulate employment in Ontario and to generate 
revenue through increased exports of services and 
related goods by collecting an disseminating infor- 
mation on project opportunities including the origin 
and details on project funding, financing require- 
ments, and foreign competition. The annual report 
reviews general export sales generated by the Cor- 
poration’s assistance and includes financial state- 
ments and an organizational description. 

CO EX ON PR SS 


Ontario International Corporation : Annual 
report 1989-90 


Toronto : The Corporation, 1990. 13, 13 p. 
ISSN 0829-8440 
MICROLOG 97-00622 (1 fiche) 


The Corporation was established to create and 
stimulate employment in Ontario and to generate 
revenue through increased exports of services and 
related goods by collecting an disseminating infor- 
mation on project opportunities including the origin 
and details on project funding, financing require- 
ments, and foreign competition. The annual report 
reviews general export sales generated by the Cor- 
poration’s assistance and includes financial state- 
ments and an organizational description. 
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Ontario Mental Health Foundation : Annual 
report 1993-94 


Toronto : The Foundation, 1994. 36 p. 
ISSN 0833-0492 
MICROLOG 97-00621 (1 fiche) 


The Foundation aims to promote the mental heaïth 
of people living in Ontario, to prevent mental illness 
and to improve diagnosis, treatment and rehabilia- 
tions. The three principal mandates of the Founda- 
tion are: i) research in mental health; ii) training; 
and iii) education. The annual report provides a re- 
port from the Chair, a list of members and staff, the 
Executive Director’s report, members of peer-re- 
view and advisory committees, project research 
grants and fellowships and who received them, ma- 
jor donors, financial statements, and an index of in- 
vestigators. 

BS HE ON PR SC 


Ontario Mental Health Foundation : Annual 
report 1995-96 


Toronto : The Foundation, 1996. 31 p. 
ISSN 0833-0492 
MICROLOG 97-00872 (1 fiche) 


The objectives of the Foundation are to support re- 
search, to collect information about mental 
illnesses, to provide information and instructions to 
practitioners, and to communicate to the general 
public the results of research. This annual report in- 
cludes a report on the scientific work of the Found- 
ation, information on Foundation programmes, and 
financial statistics. It includes a list of research 
grants, who got them and how they were used. 

HE LS ON PR SC 


Ontario. Ministére de la consommation et 
du commerce : Rapport annuel 1979-80 


Toronto : le Ministère, 1980. 31 p. : ill. 
MICROLOG 97-00878 (2 fiche) 


Ce rapport décrit des activités de l'année pour le 
Ministère. II met l'accent sur les programmes 
suivants: normes commerciales, vente d'alcool, 
droits de propriété, normes relatives aux divertisse- 
ments publics, Registraire général, révision des 
loyers, et normes techniques. Il traite aussi des 
commissions et régies (Commission d'appel des 
enregistrements commerciaux, Régie des alcools 
de l'Ontario, Commission des permis de vente d’al- 
cool de l'Ontario, Commission des courses de l'On- 
tario); et il donne des états financiers. 

CO ON PR SS 


Ontario. Ministére de la consommation et 
du commerce : Rapport annuel 1980-81 


Toronto : le Ministére, 1981. 26 p. 
ISSN 0711-7205 
MICROLOG 97-00877 (1 fiche) 


Ce rapport décrit des activités de l’année pour le 
Ministère. Il met l’accent sur les programmes 
suivants: normes commerciales, vente d'alcool, 
droits de propriété, normes relatives aux divertisse- 
ments publics, Registraire général, révision des 
loyers, et normes techniques. Il traite aussi des 
commissions et régies (Commission d'appel des 
enregistrements commerciaux, Régie des alcools 
de l'Ontario, Commission des permis de vente d’al- 
cool de l'Ontario, Commission des courses de l'On- 
tario); et il donne des états financiers. 

CO ON PR SS 


Ontario. Ministére de la consommation et 
du commerce : Rapport annuel 1981-82 


Toronto : le Ministère, 1982. 30 p. 
ISSN 0711-7205 
MICROLOG 97-00880 (1 fiche) 


Ce rapport décrit des activités de l’année pour le 
Ministère. Il met l’accent sur les programmes 
suivants: normes commerciales, vente d’alcool, 
droits de propriété, normes relatives aux divertisse- 
ments publics, Registraire général, révision des 
loyers, et normes techniques. |! traite aussi des 


commissions et régies (Commission d'appel des 
enregistrements commerciaux, Régie des alcools 
de l'Ontario, Commission des permis de vente d’al- 
cool de l'Ontario, Commission des courses de l'On- 
tario); et il donne des états financiers. 

CO ON PR SS 


Ontario. Ministère de la consommation et 
du commerce : Rapport annuel 1991-92 


Toronto : le Ministère, 1992. 41, 35 p. Bilingue. 
ISSN 0707-2384 
MICROLOG 97-00848 (1 fiche) 


Ce rapport décrit des activités de l’année pour le 
Ministère. Il met l'accent sur les orientations 
stratégiques; Division des pratiques commerciales; 
Division de l'enregistrement; Division des normes 
techniques; Politiques et administration (Division 
des services ministériels, Division de la technologie 
de l'information, Services juridiques, Politiques et 
planification); Commission et régies (Commission 
d'appel des enregistrements commerciaux, Régie 
des alcools de l'Ontario, Commission des permis 
de vente d'alcool de l'Ontario, Commission des 
courses de l'Ontario); et, états financiers. 

CO ON PR SS 


Ontario. Ministry of Consumer & 
Commercial Relations : Annual report 
1979-80 


Toronto : The Ministry, 1980. 31 p. : ill. 
MICROLOG 97-00878 (2 fiche) 


This report describes the year’s activities for the 
Ministry focusing on programs such as commercial 
standards, property rights, public entertainment 
standards, Registrar General, Rent Review, & Tech- 
nical Standards. Boards, commissions & tribunal 
(Commercial Registration Appeal Tribunal, Liquor 
Control Boards of Ontario (LCBO), Liquor Licence 
Board of Ontario (LLBO), Ontario Racing Commis- 
sion, & others) are also described, and financial 
statements are provide. 

CO ON PR SS 


Ontario. Ministry of Consumer & 
Commercial Relations : Annual report 
1991-92 


Toronto : The Ministry, 1992. 35, 41 p. Bilingual. 
MICROLOG 97-00848 (1 fiche) 


This report describes the year’s activities for the 
Ministry focusing on strategic directions; Business 
Practices Division; Registration Division; Technical 
Standards Division; Policy & Administration (corpo- 
rate services, information technology, legal ser- 
vices, policy & planning); Boards, commission & tri- 
bunal (Commercial Registration Appeal Tribunal, 
Liquor Control Boards of Ontario (LCBO), Liquor Li- 
cence Board of Ontario (LLBO), Ontario Racing 
Commission); and financial statements. 

CO ON PR SS 


Ontario. Ministry of Correctional Services : 
Annual report 1979-80 


Toronto : The Ministry, 1980. 70 p. : ill. 
MICROLOG 97-01035 (1 fiche) 


The Ministry is responsible for 2 main offender 
groups: persons who pass through the institutions 
annually, and probationers who are monitored 
each year by the province’s probation and parole 
services. This annual report provides a list of Minis- 
try boards, the Ministry's goal statement, an organi- 
zational chart, institution and community programs, 
and institution statistics. 

JU ON PR SS ST 


Ontario. Office of the Public Trustee : 
Financial statements and report on the 
audit 1979-80 


Toronto : The Office, 1980. 11 p. 
MICROLOG 97-00889 (1 fiche) 


This financial statement includes a balance sheet, a 
Statement of revenue and expenditure, a statement 
of surplus, details and income from funds invested, 
and details of bonds. Contains notes to the finan- 
cial statements along with a statistical review, an or- 
ganizational chart, and statutes affecting the public 
trustee. 

ON PA PR SS 


Ontario. Office of the Public Trustee : 
Financial statements and report on the 
audit 1980-81 


Toronto : The Office, 1981. 11 p. 
MICROLOG 97-00888 (1 fiche) 


This financial statement includes a balance sheet, a 
statement of revenue and expenditure, a statement 
of surplus, details and income from funds Invested, 
and details of bonds. Contains notes to the finan- 
cial statements along with a statistical review, an or- 
ganizational chart, and statutes affecting the public 
trustee. 

ON PA PR SS 


Ontario. Office of the Public Trustee : 
Financial statements and report on the 
audit 1981-82 


Toronto : The Office, 1982. 11 p. 
MICROLOG 97-00887 (1 fiche) 


This financial statement includes a balance sheet, a 
statement of revenue and expenditure, a statement 
of surplus, details and income from funds invested, 
and details of bonds. Contains notes to the finan- 
cial statements along with a statistical review, an or- 
ganizational chart, and statutes affecting the public 
trustee. 

ON PA PR SS 


Ontario. Office of the Public Trustee : 
Financial statements and report on the 
audit 1982-83 


Toronto : The Office, 1983. 11 p. 
MICROLOG 97-00886 (1 fiche) 


This financial statement includes a balance sheet, a 
statement of revenue and expenditure, a statement 
of surplus, details and income from funds invested, 
and details of bonds. Contains notes to the finan- 
cial statements along with a statistical review, an or- 
ganizational chart, and statutes affecting the public 
trustee. 

PA PR SS 


Ontario. Office of the Public Trustee : 
Financial statements and report on the 
audit 1983-84 


Toronto : The Office, 1984. 12 p. 
MICROLOG 97-00885 (1 fiche) 


This financial statement includes a balance sheet, a 
statement of revenue and expenditure, a statement 
of surplus, details and income from funds invested, 
and details of bonds. Contains notes to the finan- 
cial statements along with a statistical review, an or- 
ganizational chart, and statutes affecting the public 
trustee. 

ON PA PR SS 


Ontario. Office of the Public Trustee : 
Financial statements and report on the 
audit 1985-86 


Toronto : The Office, 1986. 12 p. 
MICROLOG 97-00884 (1 fiche) 


This financial statement includes a balance sheet, a 
statement of revenue and expenditure, a statement 
of surplus, details and income from funds invested, 
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and details of bonds. Contains notes to the finan- 
cial statements along with a statistical review, an or- 
ganizational chart, and statutes affecting the public 
trustee. 

ON PA PR SS 


Ontario. Office of the Registrar General : 
Annual report 1980 


Toronto : The Office, 1981. 7 p. 
MICROLOG 97-00857 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1981 


Toronto : The Office, 1982. 7 p. 
MICROLOG 97-00856 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1982 


Toronto : The Office, 1983. 7 p. 
MICROLOG 97-00855 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1982-83 


Toronto : The Office, 1983. 7 p. 
MICROLOG 97-00995 (1 fiche) 


This annual report presents Information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

ON PA PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1984 


Toronto : The Office, 1985. 8 p. 
MICROLOG 97-00854 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1985 


Toronto : The Office, 1986. 8 p. 
MICROLOG 97-01034 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1986 


Toronto : The Office, 1987. 8 p. ISSN 0227-3934 
MICROLOG 97-01033 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name role registered 
during the past calendar 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1987 


Toronto : The Office, 1988. 9 p. 
MICROLOG 97-00853 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1991 


Toronto : The Office, 1992. 8 p. 
MICROLOG 97-00904 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar : 

HE ON PR SA SS ST 


Ontario. Office of the Registrar General : 
Annual report 1992 


Toronto : The Office, 1993. 8 p. 
MICROLOG 97-00905 (1 fiche) 


This annual report presents information on the 
number of births, marriages, deaths, stillbirths, 
adoptions, divorces, and name changes registered 
during the past calendar year. 

HE ON PR SA SS ST 


Ontario Place Corporation : Annual report 
1981-82 


Toronto : The ion, 1982. 15 p. 
MICROLOG 97-00637 (1 fiche) 


Ontario Place was created to provide recreation 
and entertainment for all Ontario citizens. This an- 
nual report provides highlights and summarizes the 
main events over the past season. Includes infor- 
mation on concessions and revenue attractions, 
marketing and public relations, physical improve- 
ments, personnel, attendance, and a financial sum- 
mary and results. 

CU ON PR SS 


Ontario Piace Corporation : Annual report 
1982-83 


Toronto : The Corporation, 1983. 9 p. 
MICROLOG 97-00667 (1 fiche) 


Ontario Place was established to operate as a Pro- 
vinclal exhibition, cultural and entertainment cen- 
tre. This annual report presents the year in review 
with information on attendance programming, at- 
tractions and operations, marketing and public re- 
lations, and site improvements. Financial state- 
ments are included as well as a background on the 
Corporation's organization, personnel and major 
site features. 

CU ON PR SS 


Ontario Place Corporation : Annual report 
1983-84 


Toronto : The Corporation, 1984. 9 p. 
MICROLOG 97-00666 (1 fiche) 


Ontario Piace was established to operate as a Pro- 
vinclal exhibition, cultural and entertainment cen- 
tre. This annual report presents the year in review 
with information on attendance programming, at- 
tractions and operations, marketing and public re- 
lations, and site improvements. Financial state- 
ments are Included as well as a background on the 
Corporation’s organization, personnel and major 
site features. 

CU ON PR SS 


Ontario Place Corporation : Annual report 
1987-88 


Toronto : The ion, 1988. 12, 12 p. : ill. 
MICROLOG 97-00614 (1 fiche) 


Ontario Place was established to operate as a Pro- 
vincial exhibition, cultural and entertainment cen- 
tre. This annual report presents the year in review 
with information on attendance programming, at- 
tractions and operations, marketing and public re- 
lations, and site improvements. Financial state- 
ments are included as well as a background on the 
Corporation’s organization, personnel and major 
site features. 

CU ON PR SS 


Ontario Place Corporation : Annual report 
1991-92 


Toronto : The Corporation, 1992. 12, 12 p. : ill. 
MICROLOG 97-00641 (1 fiche) 


Ontario Piace was created to provide recreation 
and entertainment for all Ontario citizens. This an- 
nual report provides highlights and summarizes the 
main events over the past season. Includes infor- 
mation on concessions and revenue attractions, 
marketing and public relations, physical improve- 
ments, personnel, attendance, and a financial sum- 
mary and results. 

CU ON PR SS 


Ontario Place : Rapport annuel 1987-88 


Toronto : la Société, 1988. 12, 12 p. : ill. 
MICROLOG 97-00614 (1 fiche) 


Société de la Couronne du gouvernement de |’On- 
tario, Place Ontario a été créée en 1972 et est ad- 
ministrée par un conseil d'administration de 13 
membres qui rend compte au Ministre du tourisme 
et des loisirs. Voici les princiales composantes du 
parm qui s'étend sur une superficie de 38 hectares 
(96 acres) répartie entre trois Îles artificielles en 
bordure du lac Ontario, à Toronto: l'Ile de l'Est, 
Complexe lacustre, et l'Ile de l'ouest. Ce 

annuel trace les grandes lignes des activitiés et des 
réalisations de la Société en mettant l'accent sur 
les nouvelles attractions et initiatives. Fournit des 
informations sur le nombre de visiteurs, sur les 
spectacles, sur les attractions, sur la commerciali- 
sation, sur l'entretien et la construction, ainsi que 
sur les résultats de sondages auprès des visiteurs. 
inclut les états financiers. 

CU ON PR SS 


Ontario Place : Rapport annuel 1991-92 


Toronto : la Société, 1992. 12, 12 p. : ill. 
MICROLOG 97-00641 (1 fiche) 


Ce rapport décrit des principales réalisations (visi- 
teurs, spectacles, attractions et opérations, com- 
mercialisation et relations publiques, entretien et 
construction, et sondage auprès des visiteurs) du 
parc de la Place Ontario. Il donne aussi des 
données financiéres et un historique. 

CU ON PR SS 


Ontario : Rapport annuel 1995-96 


Toronto : le Ministère, 1996. 25 p. : ill. 
ISSN 1206-0437 
MICROLOG 97-00865 (1 fiche) 


Ce rapport met en évidence les principales réalisa- 
tions de la province et donne un résumé des résul- 
tats financiers. Il traite de la revue de l’année, la 
provenance des recettes, dépenses, l'objectif de 
réduction du déficit, la dette, examen de statis- 
tiques financières économiques sélectionnées, et 
états financiers 
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Ontario Sheep improvement Programs : 
Annual report 1994 


Ontario. Livestock Technology. Guelph, ON : The 
Branch, 1995. 25 p. ISSN 1195-0684 
MICROLOG 97-01092 (1 fiche) 


Annual report of the Program, which consists of a 
home flock performance test and a station test. A 
general summary is given, then details are provid- 
ed on the improvement program, the ram test pro- 
gram, and the sale of performance tested sheep in 
total and by producer. Data covers about 5 years. 
AG ON PR SC ST 


Ontario. Social Assistance Review Board : 
Annual report 1993-94 


Toronto : The Board, 1994. 67, 67 p. : ill. 
MICROLOG 97-00796 (2 fiche) 


People who disagree with a provincial or municipal 
government decision to refuse, reduce or cancel 
their social assistance may appeal to the Board, a 
tribunal whose mandate is to provide an indepen- 
dent review of administrative decisions. This report 
lists members giving a short biography, and de- 
scribes pressures on SARB, the appeal process, 
SARB's human resources, communications & out- 
reach, co-operation with other agencies. It also out- 
lines board & court decisions. A financial report & 
caseload statistics are also provided. 

ON PA PR SA SS 


Ontario. Sustainable Forestry Program : 
Annual report 1992-93 


Sault-Ste-Marie, ON : The Program, 1993. 51 p. : 
Bibl. 
MICROLOG 97-01087 (1 fiche) 


Sustainable forestry involves managing the forest 
for many diverse values, such as wildlife, fisheries, 
tourism and outdoor recreation, as well as for tim- 
ber. Updates on sustainable forestry, are produced 
quarterly, with an annual report produced at the 
end of the fiscal year. This annual report presents 
highlights on the Program’s various activities over 
the past year. This includes a comprehensive forest 
policy framework, an independent forest audit, 
community forestry pilot projects, a private wood- 
lands strategy, information on silviculture, the Tim- 
ber Production Policy, the Old Growth Forest 
Ecosystem Conservation Initiative, and reports pro- 
duced in support of the Program. 

FO ON PR SC 


Ontario. Workers’ Compensation Board : 
Annual report 1993 


Toronto : The Board, 1994. 39 p. : ill. 
ISSN 0822-2150 
MICROLOG 97-00763 (1 fiche) 


The workers’ compensation system is a no-fault 
system in which injured workers forego the right to 
sue their employer, & employers assume liability 
for the costs of workplace accidents & diseases. 
The WCB is a Crown agency responsible for ad- 
ministering the Wokers’ Compensaion Act. This an- 
nual report provides activities & highlights major 
achievements from the past year. Includes a finan- 
cial report, a list of the Board of Directors, the orga- 
nizational structure, & addresses of it’s offices. 

LA ON PR SS 


Ontario. Workplace Health & Safety 
Agency : Annual report 1990 


Toronto : The Agency, 1990. 13, 15 p. 
ISSN 1183-9341 
MICROLOG 97-00778 (1 fiche) 


The Agency was established in 1991 to develop 
and deliver health and safety programs for Ontario 
managers and workers. This report presents infor- 
mation on the health and safety delivery system, 
accomplishments, its various programs, outreach, 
the Speakers Bureau, and a list of the Board of Di- 


rectors. Financial statements are included. 
LA ON PR SS 


Ontario’s Growth and Yield : 1993-94 
annual report 


By Wayne Lewis...et al. Timmins, ON : Ministry of 
Natural Resources, Northeast Science & Technol- 
ogy, 1994. 21 p. (NEST information report / On- 
tario. Northeast Science & Technology Unit ; 
IR-017 ISSN 1192-9782) 

MICROLOG 97-00837 (1 fiche) 


This annual report details the accomplishments of 
each of the regional growth and yield field pro- 
grams and the Ontario Forest Research Institute In 
the delivery of the provincial growth and yield pro- 
gram. Each of the four regional science and tech- 
nology units are responsible for implementing the 
field portion of this program, regional growth and 
yield planning and technology transfer. Provincial 
responsibilities include provincial growth and yield 
planning, data analysis and model development, 
which are coordinated by the Ontario Forest Re- 
search Institute. Programs include the Forest 
Growth and Measurement Program, and the Forest 
Modelling and Productivity Program. Regions in- 
clude the northwest, central, southern, and north- 
east. 

FO LS ON PR SC 


Ontario’s international travel markets, 
1994 


Toronto : Ministry of Economic Development, 
Trade & Tourism, 1996. vill, 181 p. (Tourism 
monographs / Ontario. Ministry of Culture, Tour- 
ism & Recreation ; no. 4) ISBN 0-7778-5641-7 
MICROLOG 97-00988 (2 fiche) 


Begins with an overview of international tourism in 
Ontario in 1994, including travel from the United 
States and from overseas, and a comparison of key 
findings between 1994 and 1992. The bulk of this 
publication consists of statistical tables based on 
information extracted from data files of the Interna- 
tional Travel Survey conducted on behalf of the 
Ministry of Economic t, Trade & Tour- 
ism. Information contained in the tables relates to 
such matters as origin of visitors, purpose of travel, 
length of stay, mode of entry, travel party size, age 
of travellers, type of accommodation used, rating of 
various services to tourists, activities engaged in by 
travellers, and visitor expenditures in Ontario. 

CO CU EX ON PR SS ST 


Ottawa Congress Centre (Ont) : Annual 
report 1986-87 


Ottawa : The Centre, 1987. 34 p. : ill. 
MICROLOG 97-00775 (1 fiche) 


This annual report contains an auditor's report and 
financial statements. The statements include a gen- 
eral fund statement of revenue and expenses and 
surplus, and a balance sheet, a reserve fund bal- 
ance sheet, changes in the financial position, a 
schedule of direct expenses, facilities expenses, 
and selling, general administration and administra- 
tive expenses. 

ON PR PW SS 


Ottawa Congress Centre (Ont.) : Annual 
report 1987-88 


Ottawa : The Centre, 1988. 17 p. : ill. 
MICROLOG 97-00774 (1 fiche) 


This annual report contains an auditor's report and 
financial statements. The statements include a gen- 
eral fund statement of revenue and expenses and 
surplus, and a balance sheet, a reserve fund bal- 
ance sheet, changes in the financial position, a 
schedule of direct expenses, facilities expenses, 
and selling, general administration and administra- 
tive expenses. 

ON PR PW SS 


Ottawa Congress Centre (Ont) : Annual 
report 1988-89 


Ottawa : The Centre, 1989. 9, 9 p. 
MICROLOG 97-00773 (1 fiche) 


This annual report contains an auditor's report and 
financial statements. The statements Include a gen- 
eral fund statement of revenue and expenses and 
surplus, and a balance sheet, a reserve fund bal- 
ance sheet, changes in the financial position, a 
schedule of direct expenses, facilities expenses, 
and selling, general administration and administra- 
tive expenses. 

ON PR PW SS 


An Overview of water quality in Frank 
Lake, 1990-93 


By AI Sosiak. Edmonton : Alberta Environmental 

Protection, Technical Services & Monitoring Divi- 

sion, Surface Water Assessment Branch, 1994. 

8 p. : Bibl. 

MICROLOG 97-01014 (1 fiche) 
Frank Lake is a restored lake and wetland area east 
of High River, Alberta, designed to treat wastewa- 
ters from the High River wastewater treatment plant 
and a meat packing plant, and to provide habitat 
for waterfowl production. This report presents re- 
sults of a sampling program that evaluated Frank 
Lake water quality from late 1990 to early 1993. 
Parameters measured include priority pollutants, 
chlorine, dissolved oxygen, pH, conductivity, tem- 
perature, bacteria, metals, and nitrogen com- 
pounds. 
AL EV NR PR SC 


Overview, Sport Discovery II : provincial 
sport organizations best practices 


Victoria : Ministry of Small Business, Tourism & 
Culture, Sport Services Branch, 1996. 53 p. 
MICROLOG 97-00944 (1 fiche) 


In British Columbia, sport organisation accountabil- 
ity is measured primarily through a performance- 
based organisational audit process called Sport 
Discovery. This report outlines the findings of Sport 
Discovery Il, the second review, which was com- 
pleted in late 1995. It contains overviews of provin- 
cial sport organisation development, including their 
structure, policies and procedures, planning 
processes, human resources, and financial man- 
agement; athlete development, including recruit- 
ment, competition, and training; coaching develop- 
ment; and sport officials development. The Sport 
Discovery process also identifies attributes within 
those organisations which could be defined as 
models or best practices for other organisations. 
The report ends with an index of best practices as 
revealed in the process. 

BC CU PR SS 


Parkland Health District, 1995 elections : 
final report 


Parkland District Health Board (Sask.). Spirit- 
wood, SK : The Board, 1995. 11 p. 
MICROLOG 97-00613 (1 fiche) 


Reports the results of health board elections in the 
Parkland Health District of Saskatchewan. Includes 
poll-by-poll vote counts, comments from the return- 
ing officer, and tables showing election expenses 
and supplies. 

HE MS MU PA PR SS 


Pasquia Health District, 1995 elections : 
final report 


Pasquia District Health Board (Sask.). Tisdale, SK 
: The Board, 1995. 7 p. 
MICROLOG 97-00587 (1 fiche) 


Reports the results of health board elections in the 
Pasquia Health District of Saskatchewan. Includes 
poll-by-poll vote counts and tables showing elec- 
tion expenses and supplies. 

HE MS MU PA PR SS 
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A Passive facultative wastewater treatment 
system for single-family residential use 


Ivo Van Bastelaere ; for Denis Barker & Assocli- 
ates Limited. Ottawa : Canada Mortgage & Hous- 
ing Corporation, 1996. 36 p. : M. At head of titie: 
Housing Technology Incentives Program. 
MICROLOG 97-01203 (1 fiche) 


Describes the performance testing of a passive fac- 
ultative treatment process for on-site treatment of 
wastewater from a single-family residence. The in- 
tent of the system design was to treat domestic 
wastewater to comparable quality as would be ob- 
tained with conventional mechanical secondary bi- 
ological treatment plants, but in a passive manner. 
The process used is based on the principle of sol- 
ids separation and extended retention time for an- 
aerobic digestion of biological materials. The sys- 
tem uses two tanks and a solids separating screen. 
Results presented include comparison of the sys- 
tem effiuent quality (total suspended solids, biologi- 
cal oxygen demand) to that produced by conven- 
tional secondary treatment plants sized for single- 
family dwellings. 

CA EV ND SC 


Patterns of participation in Ontario adult 
education : small scale research final 
report, 1992-93 


By Lynn Davie. Toronto : Ontario Institute for Stu- 
dies in Education, 1993. 4 p. (OISE project / On- 
tario Institute for Studies in Education ; 53-3030) 
ONTERIS ONO8406 

MICROLOG 97-01130 (1 fiche) 


Reports on stage one of an analysis of adult educa- 
tion data and demographic characteristics from the 
1986, 1988, 1990, and 1992 OISE surveys of public 
attitudes towards education. The analysis provides 
an in-depth understanding of changing participa- 
tion patterns and trends. Results discussed include 
those relating to increases in participation by type 
of course, by age group, and by community size. 
BS ED ON OR PR SS 


Les Péches maritimes du Québec : revue 
statistique annuelle, 1994-95 


Québec : Ministère des pêches et des océans, Di- 
rection de l’économique et de la statistique, 1996. 
xxix, 220 p. : iill., Bibl. Aide-mémoire (4 p.) inclus. 
MICROLOG 97-01032 (3 fiche) 


Les données contenues dans cette publication pro- 
viennent du système statistique de la région du 
Québec du ministère des Pêches et des Océans du 
Canada. Ce système se compose de trois modules, 
tous utilisés pour la production de ce rapport: 
prise-effort-contingents, personnes-bateaux-permis 
et enfin celui de la production et de la 
main-d'oeuvre des usines de transformation. Le 
document porte sur les effectifs, l'accessibilité à la 
ressource, débarquements au Québec, des rap- 
ports régionaux, et finalement, la production et 
main-d'oeuvre en usines. 

CA CF FI QU SC ST 


Pembina River Provincial Park 
management plan 


Edmonton : Alberta Environmental Protection, 
Natural Resources Service, 1996. ii, 34 p. : ill, 
Maps 

MICROLOG 97-01049 (1 fiche) 


This plan provides overall direction for the pro- 
gramming, development, maintenance, and protec- 
tlon of Pembina River Provincial Park, which con- 
Sists of 189 hectares of boreal forest along the 
Pembina River about 100 kilometres west of Ed- 
monton, Alberta. Sections of the plan document 
contain: a park resource description, including sig- 
nificant wildlife species, climate, and human habita- 
tion history; a market analysis; management issues 
identified as part of the public input process for the 
management pian; an outline of the park’s context 
within Alberta Natural Resources protected areas; 
park zoning and management guidelines; land dis- 


position and acquisition; guidelines for co-ordina- 
tion of park management actions with other agen- 
cles; development requirements; public invoive- 
ment; and plan implementation and review. 

AL NR PR SC 


People and prosperity, a human resource 
strategy for Alberta : discussion paper 


Edmonton : Alberta Advanced Education & Ca- 
reer Development, 1996. 26 p. : iil. 
MICROLOG 97-01004 (1 fiche) 


This paper proposes a vision, goals, and actions 
for a new human resource strategy for Alberta, with 
the intent of stimulating discussion towards the fi- 
nal development of this strategy. The ideas and ac- 
tions presented have been by 11 Alberta 
government departments and together form the 
government’s proposed actions in the strategy. 
Goals and actions are presented and explained in 
the following categories: information access and 
choices; updating of knowledge and skills, oppor- 
tunities for youth; helping to overcome barriers to 
employment; worker mobility; and workplace inno- 
vations. The appendix provides background infor- 
mation on the Alberta economy and work force. 

AL LA PR SA SS 


Performance indicators for power reactors 


By Cal Giilies and Michael White. Ottawa : Atomic 
Energy Control Board, 1995. vili, 217 p. : W., Bibl. 
(Report / Canada. Atomic Energy Control Board ; 
INFO-0608) 

MICROLOG 97-00689 (3 fiche) 


Reviews Canadian and world-wide performance in- 
dicator definitions and data to identify a set of indi- 
cators that could be used to compare performance 
among nuclear power plants. The results of the re- 
view are to be used as input for developing a con- 
sistent set of performance indicators for measuring 
Canadian power reactor safety performance. To 
support the identification of performance indica- 
tors, a set of criteria was developed to assess the 
effectiveness of each indicator for meaningful com- 
parison of performance information. The 

identifies a recommended set of performance indi- 
cators, along with the basis for selection of the rec- 
ommended set and the exclusion of others. It also 
provides definitions and calculation methods for 
each recommended performance indicator. In addi- 
tion, a spreadsheet has been developed for com- 
parison and trending for the recommended set of 
indicators. Example trend graphs are included to 
demonstrate use of the spreadsheet. 

CA EN ND SC 


Performance monitoring of a bubble 
pumped solar domestic hot water system : 


final report 


Prepared for: Bubble Action Pumps Limited ; pre- 
pared by: P.D. Makuch and S.J. Harrison. Ottawa 
: Canada Mortgage & Housing Corporation, 1995. 
32 p. : iil., Bibl. 

MICROLOG 97-01204 (1 fiche) 


The bubble pump is an inherently reliable concept 
with no moving parts, needing no external electric- 
al or mechanical input to operate. it is self-regulat- 
ing in that it circulates antifreeze, transporting heat 
from an elevated thermal source to a lower eleva- 
tion. This report describes the application of this 
technology to transport of heat from roof-mounted 
solar collectors to a solar domestic hot water heat- 
ing system. Such a system was installed on a mu- 
nicipally owned row house and instrumented with a 
remote data acquisition system to evaluate its per- 
formance. Results are presented from the monitor- 
ing and evaluation of this system. Results include 
solar fraction, solar delivered, system effi- 
clency, and average daily hot water draw. The ap- 
pendix contains monthly performance summaries. 
CA EN ND PL SC 


Perspectives of the scale of the Canadian 
nuclear fuel waste disposal concept 


By P. Flavelle. Ottawa : Atomic Control 
Board, 1996. vill, 24 p. : Wl., Bibl. (Report / Can- 
ada. Atomic Energy Control Board ; INFO-0635) 
MICROLOG 97-00729 (1 fiche) 


Examines the scale of the Canadian concept for 
the disposal of nuclear fuel wastes from various 
perspectives, concentrating on the scale of site 
characterisation and the engineering scale of em- 
placement and excavation mass balance. The 
physical size of a repository is compared to the 
scale of current field investigations, including those 
at the Underground Research Laboratory in Mani- 
toba, in order to an understanding of the 
level of effort that will be required to characterise a 
potential site for a repository. The mass of material 
to be handled during excavating, operating, and 
sealing the repository is estimated to illustrate 
whether the disposal concept involves extreme 
amounts of material from a mining perspective. 
Masses of elements overtying the repository are 
compared to the mass placed in the repository to 
develop an understanding of the degree of mass 
dilution provided by the geosphere. 

CA EV ND PS SC 


Photon and electron energy deposition in 
CANDU reactor fuel channeis : a study 
using SANDYL and EGS4 


By D.R. McCracken, M.E. Abdelbaky and E.M. 
Hussein. Chalk River, ON : Chalk River Labora- 
tories, System Chemistry & Corrosion Branch, 
1994. ili, 52 p. : M., Bibl. (AECL research / Atomic 
Energy of Canada Ltd. ; AECL-11178 

ISSN 0067-0367) ISBN 0-660-16408-6 CCG-P 

no. CC2-11178E 

MICROLOG 97-00825 (1 fiche) 


Describes work undertaken to develop models and 
codes to accurately calculate energy deposition by 
photons and electrons in Candu reactor fuel chan- 
nels. The investigators tested models using the 
SANDYL code against those using an independent 
photon-electron transport code, EGS4. The tests in- 
cluded comparison of code performance on some 
problems using simple geometries, as well as the 
complex Candu fuel geometry. Various parameters 
important to accurate calculations were identified. 
Sensitivity analysis was used to examine the merit 
of increasing the number of regions used in the en- 
ergy deposition calculations in the outer fuel. An 
empirical model was developed which helped ex- 
plain the effect of different models of material 
boundaries on energy deposition, in particular near 
the pressure tube/coolant and fuel/coolant sur- 
faces. 

CA DE EN PS SC 


Physical characteristics and solubility of 
long-lived airborne particulates in uranium 
producing and manufacturing facilities, 
phase Ill, part Il 


By R. Robertson, M.A. Stothers and D.C. Stuart. 
Ottawa : Atomic Energy Control Board, 1995. v, 
10 p. : Bibl. (Report / Canada. Atomic Energy 
Control Board ; INFO-0363-6 

MICROLOG 97-00631 (1 fiche) 


Examines the rates of dissolution in simulated lung 
fluid of uranium from aerosols associated with vari- 
ous stages of the yellowcake manufacturing pro- 
cess. Investigators collected dust from eight work- 
place locations and each dust sample was 
resuspended in the laboratory and sampled using a 
cascade impactor. Aerosols were collected on glass 
fibre filters and 32 samples were used for the solu- 
bility extraction studies. The investigators subjected 
the samples to parallel extractions by simulated 
lung fluid under continuous flow over a 68.5-day 
period. Results presented include fraction of urani- 
um dissolved over time, and effect of particle size 
on dissolution rates. 
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Pipestone Health District, 1995 elections : 
final report 


Pipestone District Health Board (Sask.). Grenfell, 
SK : The Board, 1995. 12 p. 
MICROLOG $7-00586 (1 fiche) 


Reports the results of health board elections in the 
Pipestone Health District of Saskatchewan. In- 
cludes poil-by-poll vote counts and tables showing 
election expenses and supplies. 

HE MS MU PA PR SS 


Piacement-Habitat Desjardins : 
appréciation du programme 


Par Robert Chagnon. Ottawa : Canada Mortgage 
& Housing ion, 1995. 72 p. : ill., Bibl. 
MICROLOG 97-01198 (1 fiche) 


Les conférences sur le logement pour les cana- 
diens âgés incitent à expérimenter de nouveaux 
mécanismes financiers et de nouveaux modes 
d'occupation afin que les personnes âgées | 
puissent avoir le plus grand choix possible. A 
travers le Canada s’expérimentaient différentes for- 
mules de financement de projets pour personnes 
retraitées du type de é ou de bail viager. 
La Fédération des Caisses populaires Desjardins 
de Montréal et de l'Ouest du Québec initiait le pro- 
gramme expérimental, Placement-Habitat Desjar- 
dins. Afin de mettre en lumière les différents as- 
pects du programme de même que ses points forts 
et ses lacunes, cette étude traite des éléments 
suivants: les spécificités du programme, les unités 
de logements et leur environnement, les caractéris- 
tiques soci omiques, les attentes et le niveau 
de satisfaction des occupants par rapport à un en- 
semble de facteurs. 

CA ND PL QU SA SS 


Placer mining settling ponds, vol. one : 
design principles 


Whitehorse : Dept. of Indian Affairs & Northern 
Development, 1986. 101 p. : Ü., Bibl. On cover: 
Canada/Yukon Subsidiary Agreement on Mineral 
Resources. 

MICROLOG 97-01099 (2 fiche) 


Mining of placer gold generates wastewaters con- 
taining high concentrations of fine sediment. Previ- 
ous studies have concluded that the most practic- 
able method of placer mine wastewater treatment is 
some form of settling pond system. This report first 
reviews the major factors that infiuence placer min- 
ing effluent quality and describes mine site con- 
straints for different types of operations. It then re- 
views the applications and limitations of sedimenta- 
tion theory and alternative pond design methods as 
shown in previous studies. A recommended design 
approach is presented. The next section describes 
detailed design criteria for settling pond systems, 
including those relating to data determination, 
pond size, and pond layout. The final sections re- 
view applications and limitations of alternative 
wastewater treatment methods, and outlines re- 
quirements for further research on settling pond 
systems. 

CA EV ND NO NR SC 


Plan d’activités, 1996-97 


Canada. Affaires indiennes et du Nord Canada. 
Ottawa : le Ministère, 1996. vi, 45 p. : il. 
MICROLOG 97-00664 (1 fiche) 


Le MAINC, en partenariat avec les Premières na- 
tions, les Inuit et les populations du Nord, est en- 
gagé dans un processus de transformation qui 
aura pour effet de redéfinir et de remodeler radi- 
calement des rapports du gouvernement avec les 
Premières nations et le nord. Ce décrit ces 
changements dans le message du Ministre, et en 
tableau. Ensuite on offre un aperçu financier des 
impacts sur les dépenses du MAINC. Il traite aussi 
des changements selon domaine de programme: 
Indiens (responsabilisation et ententes de transferts 
financiers, services fonciers et fiduciaires); te Nord; 
revendications et gouvernement indien, et 
démantèlement du MAINC/gestion des ressources 


humaines. 
CA ND NO NP PASS 


Plan de mise en service de l'enveloppe du 
bâtiment 


Morrison Hershfield Lid. Ottawa : Société canadi- 
enne d’hypothéques et de logement, Division de 
l'innovation dans I’habitation, 1995. |, 15 p. L’éd. 
ae se (Commissioning plan for...) sur la même 


MICROLOG 97-01157 (1 fiche) 


Le rendement inadéquat de l'enveloppe d'un bâti- 
ment, accompagné de fuites d'air, de diffusion de 
vapeurs, de fuites d'eau et d’une faible résistance 
thermique, a de graves conséquences pour le 
propriétaire et les utilisateurs de ce bâtiment. Les 
coûts de l'énergie augmentent, le confort des util- 
isateurs diminue et le propriétaire voit grimper ses 
budgets de réparation et de remplacement d'immo- 
bilisations. Le processus de mise ne service décrit 
dans ce rapport a pour but d'offrir au propriétaire, à 
l'achèvement de la construction, une enveloppe de 
bâtiment qui convient au bâtiment construit. 

CA DE PL SC 


Planning Ontario’s health care services in 
the 1990s : guide to District Health Council 


planning 


Toronto : Assn of District Health Councils of On- 
tario, 1991. 56 p. : Bibl. 
MICROLOG 97-00883 (1 fiche) 


This guide describes the district health council 
planning process in a simple, step by step fashion, 
starting with the resources available to a council for 
planning. The core of the guide is a discussion of 
the varied techniques and methodologies for gath- 
ering information and developing plans. Sections 
of the guide cover organisation of the planning pro- 
cess, use of volunteers, leadership in group 
processes, inter-district groups, determination of 
existing resources, forecasting and modelling, 
needs and demand assessment, priority setting, im- 
plementation, and evaluation. Appendices include 
a categorisation of district health council activities 
and guidelines for content and format of health 
planning study reports. 

HE ON PR SS 


Policy for the protection of pupils in the 
public school system from misconduct by 
adults : pupil protection policy 


New Brunswick. Dept. of Education. Fredericton : 
The Dept., 1996. 7, 8 p. Bilingual (Directive pour 
la protection des éléves...). 

MICROLOG 97-00820 (1 fiche) 


The purpose of this study is to protect pupils in the 
public school system from behaviour which is con- 
sidered abusive to which they may be exposed by 
virtue of being pupils. This would include physical, 
sexual and emotional abuse, and discrimination. In 
this policy, behaviours of this type are referred to as 
“abusive behaviours". This policy Is intended to 
eliminate abusive behaviours through prevention 
and effective intervention, and define acceptable 
standards of behaviour for adults who have respon- 
sibility for pupils in the public school system. 

AP BS Ci ED PR SS 


Portrait temporel et spatial du niveau 
d’acidité des eaux de surface du Québec 
méridional de 1985 à 1995 


Par André Bouchard. Sainte-Foy, PQ : Environne- 
ment Canada, Région du Québec, Conservation 
de l'environnement, Centre Saint-Laurent, 1996. 
xl, 77 p. : M., Cartes géogr., Bibl. (Rapport sclentif- 
ique et technique / Centre Saint-Laurent ; ST-59) 
ISBN 0-662-81515-7 GCC-E no En153-79/1996F 
MICROLOG 97-01 153 (1 fiche) 


Cette étude a été réalisée dans le cadre du Pro- 
gramme sur le transport à distance des polluants 
aéroportés. Son objectif principal est de vérifier l'ef- 


étudiées afin de dégager les 


ficacité des programmes canadien et américain de 
lutte contre les pluies acides en déterminant le 
rythme et l'ampleur du rétablissement des lacs du 
Québec méridional endommagés par les pluies 
acides. Pour ce faire, les caractéristiques phy- 
siques et chimiques de 58 lacs de tête situés sur la 
rive nord du fleuve Saint-Laurent entre la rivière 
des Outaouais et la région de Baie-Comeau ont été 
aspects temporels (38 
lacs sur 58) et spatiaux (58 lacs) de la récupération 
ou de l’acidification des lacs de 1985 à 1995. Les 
résultats de ce programme de surveillance des 
eaux lacustres servent à respecter les engage- 
ments pris par le Canada en vertu de l'Accord Can- 
ada-Etats-Unis sur la qualité de l'air et des proto- 
coles des Nations Unies sur le dioxyde de soufre et 
les oxydes d'azote. 

CA EV ND QU SC 


Ports policy in British Columbia 


Transmode Consultants Inc. Victoria : Ministry of 
Transportation & Highways, 1988. vi, 141 p. : ill, 
Maps, Bibl. 

MICROLOG 97-00948 (2 fiche) 


This report reviews British Columbia's interests in 
ports. It overviews of ports and the provin- 
clal economy, port administration in the province, 
the role of the province's ports in fs transportation 
system and industrial infrastructure, jurisdiction 
over ports, land ownership in port areas, current 
development issues, and port policy issues. Among 
the issues examined are: the strategic value of pro- 
vincially owned properties assembled, in part, for 
future port development; future use of vacant termi- 
nal space at Roberts Bank; recovery of Canadian 
container traffic now moving through United States 
ports; adequacy of terminal capacity; transport of 
dangerous goods; road and rail access to ports; 
and adequacy of facilities for fishing, coastal ship- 
ping, recreation, and the tourist industry. The report 
concludes with recommendations on the provincial 
role in port planning and development. 

BC PR PW SC ST TR 


Post-irradiation examination of BEATRIX-II 
phase II LI2ZrO3 pebble-bed 


By R.A Verrall...et al. Chalk River, ON : Chalk 
River Laboratories, Fuel Development Branch, 
1996. 16 p. : M., Bibl. (AECL research / Atomic 
Energy of Canada Ltd. ; AECL-11497 

ISSN 0067-0367) ISBN 0-660-16473-6 CCG-P 
no. CC2-11497E 

MICROLOG 97-00827 (1 fiche) 


Reports results of post-irradiation examination of 
the lithium zirconium oxide pebble-bed irradiated in 
the fast reactor as part of the BEATRIX-II Phase II 
program to a bumup of 5.1% lithium-6. Study meth- 
ods include neutron radiography, x-ray diffraction, 
tritium inventory measurements, and scanning 
electron microscopy. Results discussed include the 
change in appearance of the pebble bed, tritium in- 
ventory as a function of temperature and location in 
the bed, effects of final shutdown on tritium inven- 
tory, distribution of zirconium oxide in the bed, and 
extent of mechanical damage. 

CA DE PS SC 


Post-secondary education programs in 
Alberta, 1996-97 


Edmonton : Alberta Advanced Education & Ca- 
reer Development, 1996. xiii, 558 p. 
MICROLOG 97-00996 (7 fiche) 


Career planning is one of the most important steps 
any secondary student has to undertake. It’s a step- 
by-step process that can help make informed 
choices about life and the world of work. To 
achieve this, reliable occupational and educational 
information is needed. This directory was created 
to help meet this need by providing current, factual 
information about education and training programs 
in Alberta, including information on academic up- 
grading. For each course and program given, the 
course/program name, institution providing 
course/program, length, and entrance require- 
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ES 


ments are given. Short courses, workshops and 
seminars are also listed, along with who provides 
them, an index, and information on admission re- 
quirements. 
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Prairie West Health District, 1995 elections 
: final report 


Prairie West District Health Board (Sask.). 
Kindersley, SK : The Board, 1995. 12 p. 
MICROLOG 97-00585 (1 fiche) 


Reports the results of health board elections in the 
Prairie West Health District of Saskatchewan. In- 
cludes poll-by-poll vote counts, comments from the 
returning officer, and tables showing election ex- 
penses and supplies. 
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Preliminary assessment of clay deposits in 
selected areas of the Whitehorse map 
sheet area 105D for the manufacture of 
clay based products : report 


Mougeot Geoanalysis. Whitehorse : Norther Af- 
fairs Program, Yukon Region, Exptoration & Geo- 
logical Services Division, 1994. 59 p. : ill., Maps, 
Bibl. Fold. maps not filmed. 

MICROLOG 97-01057 (1 fiche) 


High transportation costs and high risk of breakage 
during shipping are factors that make attractive the 
possibility of producing clay products locally in the 
Whitehorse area. This study summarizes a project 
which investigated the fine-grained Quaternary clay 
deposits near Whitehorse and assessed the poten- 
tial of these deposits for industrial applications. It 
includes a review of the Quaternary geology and 
glaciolacustrine deposits of the Whitehorse area 
and descriptions of laboratory analyses and tests 
performed on the clay samples collected. Parame- 
ters measured include workability, drying charac- 
teristics, maturing temperature, and hardness, per- 
cent absorption, and colour of the fired product 
(brick, sewer pipe, stoneware, artware). Appen- 
dices include test data. 

CA ND NO NR SC 


Les Présidents de la Chambre des 
communes 


Par Gary Levy. Ottawa : Bibliothèque du Parte- 
ment, 1996. vi, 135 p. : i/., Bibl. L’éd. anglaise 
(Speakers of the House of Commons) : 
97-01165/2. Titre sur la couv.: Les Présidents de 
la Chambre des communes canadienne. 

ISBN 0-662-99305-5 GCC-E no YM 20-2/1994F 
MICROLOG 97-01166 (2 fiche) 


En octobre 1993, les Canadiens ont élu un 
nouveau Parlement et ont fait savoir très clairement 
qu'ils voulaient une nouvelle approche de la poli- 
tique, de la part non seulement du gouvernement, 
mais aussi de tous les politiciens. Ce document 
présente des biographies qui illustrent bien l'am- 
pleur des changement que notre Parlement a 
connus en 127 ans. 

CA DE PA SS 


Preventing workplace violence, a guide for 
the BC public service 


Victoria : Public Service Employee Relations 
Commission, 1996. 44 p. 
MICROLOG 97-00942 (1 fiche) 


The purpose of this guide is to provide information 
and tools that will support British Columbia minis- 
tries In Implementing provincial Workers’ Compen- 
sation Board regulations regarding protection of 
workers from violence in the workplace. The guide 
includes sections covering the basic policies of the 
BC Public Service regarding workplace violence; 
roles and responsibilities of government agencies, 
managers or supervisors, workers, and occupation- 
al safety and health committees; and development 
of a workplace violence prevention program, in- 
cluding how to conduct a risk assessment, work 


environment measures, training activities, incident 
reporting and investigation, and incidence re- 
tae al follow-up. The appendix inciudes rele- 
vant excerpts from provincial regulations, a risk as- 
sessment worksheet and survey form, a sample 
violence prevention policy, and violence 
prevention plan guidelines. 
BC BS Ci LA PR SS 


Primary health care review 


Winnipeg : Manitoba Health, Health Advisory Net- 
work, 1994. ili, 95 p. : H/., Bibl. French ed. (Les 
Soins de santé res ) : 97-00817/2. 
MICROLOG 97-00816 (2 fiche) 


Presents a conceptual model for the universal 
adoption of primary health care in Manitoba. Prima- 
ry health care goes beyond the health sector to en- 
compass all sectors that affect health such as hous- 
ing, sanitation, education, nutrition, and employ- 
ment. Reviews the current environment for primary 
health care in the province, noting its multi-sectoral 
nature and the beliefs undertying the current sys- 
tem, funding under the current system, and the de- 
gree of compatibility between relevant information 
systems. Presents a new for primary 
health care, including a definition, a statement of 
principles, and recommendations for implementing 
primary health care in Manitoba. These recommen- 
dations relate to such matters as community in- 
volvement, existing programs, community assess- 
ment, home care, planning and organisation, struc- 
tural concepts, the health sector, co-ordination, 
communication, and public education. Includes 


glossary. 
HE MS PR SS 


Prince Albert Health District, 1995 
elections : final report 


Prince Albert District Health Board (Sask.). Prince 
Albert, SK : The Board, 1995. 13 p. 
MICROLOG 97-00584 (1 fiche) 


Reports the results of health board elections in the 
Prince Albert Health District of Saskatchewan. In- 
cludes poll-by-poll vote counts, comments from the 
returning officer, and tables showing election ex- 
penses and supplies. 

HE MS MU PA PR SS 


Prince Edward Island. Island Regulatory & 
Appeals Commission : Annual report 
1995-96 


Charlottetown : The Commission, 1996. 62 p. : iil. 
MICROLOG 97-00844 (1 fiche) 


The Commission administers several acts dealing 
with public utilities, land use, rental matters and 
real property assessment matters, and appeals for 
various tax matters. ITt also issues permits for the 
movement of buildings. This report outlines the ac- 
tivities and achievements of the Commission. It 
contains divisional reports for the following: Admin- 
istration, Land and Property Division, Motor Carrier 
Division, Petroleum Division, and Technical Ser- 
vices Division. Statistical tables and graphs illus- 
trate activities in each case. Selected statistics are 
also provided for Maritime Electric, Summerside 
Electric, and the Municipal Water and Sewerage 
Utilities. 

AP PA PL PR PW SC ST 


ney, issues in telecommunications — 
ev. 


By Susan Alter. Ottawa : Library of Parliament, 
Research Branch, 1996. 22 p. : Bibi. (Current is- 
sue review / Canada. Library of Parliament. Re- 
search Branch ; 93-2E) French ed. (La Protection 
de la vie...) on the same fiche. Revised 24 Janu- 
ary 1996. ISBN 0-660-16547-3 CCG-P 

no. YM32-1 /93-2-1996-01 E 

MICROLOG 97-01185 (1 fiche) 


Canadians are not oblivious to the threat that 
telecommunications and other technologies pose 
to their privacy, according to a comprehensive na- 


tional privacy study released in March 1993; more- 
over, they want something done about it. This doc- 
ument surveys particular privacy problems generat- 
ed by new telecommunications technologies and 
discuss the approaches taken to address them. 

CA CI DE JU SS TE 


Probabilistic seismic hazard assessment, 
Gentilly 2 
Weston Geophysical Corporation. Ottawa : At- 
omic Energy Control Board, 1996. vii, 110 p. : il/., 
Maps, Bibl. (Report / Canada. Atomic Energy 
Control Board ; INFO-0637) 
MICROLOG 97-00696 (2 fiche) 


This report focuses on the seismic hazard assess- 
ment of the Gentilly nuclear station site in Quebec, 
in a manner that provides a basis for comparison 
with other Canadian nuclear power station sites ex- 
amined in previous studies. In addition, the report 
is upgraded to include current literature on seismic 
source modelling in eastern Canada and revised 
attenuation models for eastern North America, with 
the earthquake catalogue updated to include all se- 
ismic events for the north-east through September 
1994. Effects on computed seismic hazard resulting 
from this new information and updated earthquake 
history are described. The input selected for the 
hazard assessment tends to be conservative with 
respect to selection of attenuation models and 
seismicity parameters. Results presented include 
mean annual probabilities of exceeding the design 
peak ground acceleration and the design response 
spectrum for the Gentilly site. 

CA ND NR QU SC 


Proceedings of the Coho Salmon 
Workshop 


Presented by the Association of Professional Biol- 
ogists of British Columbia and the North Pacific 
International Chapter of the American Fisheries 
Society. Vancouver, BC : Dept. of Fisheries & 
Oceans, Habitat M ment Sector, Policy & In- 
formation Unit, 1993. vii, 382 p. : #!., Maps, Bibl. 
MICROLOG 97-00726 (5 fiche) 


Presents proceedings of a workshop held to bring 
together coho salmon biologists to exchange ideas 
and approaches to improve understanding and 
management of the species. The workshop was di- 
vided into five sessions focusing on coho stock 
management, implications of managing enhanced 
stocks, genetics, productive capacity, and habitat 
protection, restoration, and deve! t. Topics of 
the 33 papers presented include factors involved in 
the observed decline in wild coho; management of 
coho in British Columbia, Washington, Oregon, 
and Alaska; computer simulation; saimon escape- 
ment estimation; marine catch distribution; coho 
colonization; interaction between natural and 
hatchery stock; coho population morphology and 
behaviour; and estimation of stock composition. 
BC CA CF Fi LS ND SC 


Les Producteurs et les entreprises de 
transformation de la pierre d’échantillon 
de l’Ontario : répertoire 94 


Sudbury, ON : Ministère du développement du 
nord et des mines, Division des mines et des 
minéraux, Direction de l'analyse du secteur 
minéral, 1994. 22, 22 p. 

MICROLOG 97-00678 (1 fiche) 


Ce répertoire contient les noms des producteurs et 
des entreprises de transformation de la pierre 
d'échantillon en Ontario. Il présente les entreprises 
de l'Ontario qui extraient et qui transforment de la 
pierre d'échantillon. On fait la liste des producteurs 
de pierre par type de pierre en donnant la raison 
sociale de l’entreprise et le nom commercial des 
pierres (granit, marbre, grès et de dal- 
lage/autres pierres de maçonnerie); la liste des 
producteurs de pierre (liste alphabétique) qui four- 
nit des renseignements tels la raison sociale, 
l'adresse, la personne à qui s'adresser, le type de 
pierre et les produits principaux; et la liste des en- 
treprises de transformation, ce qui fournit ces 
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Productive capacity of littoral habitats in 
the Great Lakes : field sampling 
procedures, 1988-95 


By B.G. Valere. Burlington, ON : Dept. of 
Fisheries & Oceans, Great Lakes Laboratory for 
Fisheries & Aquatic Sciences, Bayfield Institute, 
1996. vi, 44 p. : iil., Maps, Bibl. (Canadian manu- 
script report of fisheries and aquatic sciences / 
Canada. Dept. of Fisheries & Oceans ; no. 2384 
ISSN 0706-6473) CCG-P no. Fs 97-4/2384E 
MICROLOG 97-01168 (1 fiche) 


Scientists at the Great Lakes Laboratory conducted 
field electrofishing and habitat surveys as part of 
the Productive Capacity of Fish Habitat project. 
This report documents the locations and dates of 
preliminary field surveys conducted 1988-89 and 
the protocols used for electrofishing, habitat sam- 
pling, and data processing. It also describes the 
equipment and instrumentation utilized for field 
sampling and documents additional 1988-89 sur- 
veys that were not part of the Productive Capacity 
project. Catch data are summarized for all locations 
and years. 

CA CF FI LS ND NR ON SC 


Un Profil statistique de la pauvreté urbaine 


Par Clarence Lochhead et E. Richard Shillington. 
Ottawa : Conseil canadien de développement so- 
cial, Centre de statistiques internationales, 1996. 
iv, 73 p. : iil., Bibl. L'éd. anglaise (A Statistical 
profile of urban poverty) : 97-01071/1. 

ISBN 0-88810-450-2 

MICROLOG 97-01154 (1 fiche) (Available on fiche 
only) 


Ce manuel sert de ressource pratique aux per- 
sonnes menant une recherche sur la pauvreté ur- 
baine. On y présente une série de données normal- 
isées afin de permettre à ceux qui font des re- 
cherches, qui élaborent des politiques publiques et 
aux fournisseurs de services de mieux comprendre 
la nature de la pauvreté au coeur de leur propre 
ville et la manière dont elle diffère de la pauvreté 
dans d’autres centres urbains. Le manuel met 
d'abord en lumière certains résultats principaux de 
l'analyse comparative du Conseil canadien de 
développement social. La première partie présente 
des comparaisons entre villes parmi certains 
groupes démographiques. La deuxième partie 
présente des profils d'une page pour le Canada et 
chaque province, permettant d'évaluer le profil de 
la ville dans un contexte national ou provincial. En- 
fin, la dernière série de tableaux présente les taux 
de pauvreté pour les familles, les personnes seules 
et les enfants dans chacune des municipalités à 
l’intérieur des grandes agglomérations métropoli- 
taines. 

CA MU SA SS ST 


Programme canadien de préts aux 
étudiants : répertoire des établissements 
d'enseignement agréés 


Hull, PQ : Développement des ressources 
humaines Canada, 1996. 2 v. Bilingue (Canada 
Student Loans Program...). ISBN 0-662-62652-4 
GCC-E no MP78-4/10-1996 

MICROLOG 97-00616 (13 fiche) 


Ce Répertoire renferme la liste de tous les éta- 
blissements d’enseignement dont les étudiants 
sont admissibles aux préts canadiens pour étudi- 
ants. Cette liste, dressée au 30 août 1996, est une 
mise a jour de la version te qui remontait 
à 1991. Toutes les provinces, à l'exception des Ter- 
ritoires du Nord-Ouest et de la province de Québec, 
participent au Programme canadien de préts aux 
étudiants. Le répertoire contient le code a quatre 
caractères, le nom et l'adresse de l'établissement 
d'enseignement, et la province où cet établisse- 
ment est agréé. La liste est établie dans l'ordre al- 
phabétique des codes des établissements d’en- 


Selgnement. La signification des codes est donnée 
dans les pages de ce document. 
CA ED ND SS 


Le Programme d'aide aux musées 


Ottawa : Patrimoine canadien, 1996. 22, 21 p. Bil- 
Ingue (The Museums Assistance P ). 

ISBN 0-662-62531-5 GCC-E no Co22-128/1996 
MICROLOG 97-01170 (1 fiche) 


Le Programme d'aide aux musées offre un soutien 
financier et technique aux musées canadiens et 
aux établissements connexes, dans le cadre d’ac- 
tivités muséales qui favorisent la réalisation des ob- 
jectifs de la politique muséale du Canada. Ces ob- 
jectifs sont les suivants: favoriser l'accès des 
générations actuelles et futures de Canadiens a 
leur patrimoine culturel, naturel, artistique et scien- 
tifique et les aider à mieux en connaître, compren- 
dre et apprécier la valeur; favoriser la création, la 
gestion et la préservation de collections muséales 
particulièrement importantes et représentatives 
dans toutes les régions du pays; et, favoriser l'ex- 
cellence dans les activités muséales au Canada. 
CA CU DE SS 


Programme d’améiioration du milieu 


pédologique et aquatique (Canada) : 
Rapport annuel 1986-87 


Ottawa : le Programme, 1987. 10, 10 p. Bilingue 
(Soil & Water Environmental Enhancemert...). 
MICROLOG 97-01072 (1 fiche) 


Les activitiés du Programme d'amélioration du 
milieu pédologique et aquatique (PAMPA) se 
divisent en sept sous-programmes qui relèvent 
chacun d'un organisme fédéral ou provincial. Cer- 
tains sont mis en oeuvre grâce aux efforts conjoints 
de deux organismes ou plus. Les sous-pro- 
grammes |, Il et Ill sont administrés par le 

nt fédéral, tandis que les sous-pro- 
grammes IV, V et VI relèvent du gouvernement pro- 
vincial. Le sous-programme VII est administré par 
les deux ordres de gouvernement. Ce rapport 
décrit chaque sous-programme et en résume les 
activités de l’année. 
AG CA EV ON PR SC 


Programme d'amélioration du milieu 
pédologique et aquatique (Canada) : 
Rapport annuel 1987-88 


Ottawa : le Programme, 1988. 11, 11 p. Bilingue 
(Soil & Water Environmental Enhancement.. a) 
MICROLOG 97-01073 (1 fiche) 


Les activitiés du Programme d’amélioration du 
milieu pédologique et aquatique (PAMPA) se 
divisent en sept sous-programmes qui relèvent 
chacun d’un organisme fédéral ou provincial. Cer- 
tains sont mis en oeuvre grace aux efforts conjoints 
de deux ismes ou plus. Les sous-pro- 
grammes |, II et Ill sont administrés par le 

t fédéral, tandis que les sous-pro- 
grammes IV, V et VI relevent du gouvernement pro- 
vincial. Le sous-programme VII est administré par 
les deux ordres de gouvernement. Ce rapport 
décrit chaque sous-programme et en résume les 
activités de l’année. 
AG CA EV ON PR SC 


Programme d'amélioration du milieu 


pédologique et aquatique (Canada) : 
Rapport annuel 1988-89 


Programme d'amélioration du milieu pédologique 
et aquatique (Canada). Ottawa : le Programme, 
1989. 15, 13 p. Bilingue. 

MICROLOG 97-01088 (1 fiche) 


Les activitiés du Programme d'amélioration du 
milieu pédologique et aquatique (PAMPA) se 
divisent en sept sous-programmes qui relèvent 
chacun d'un organisme fédéral ou provincial. Cer- 
tains sont mis en oeuvre grâce aux efforts conjoints 
de deux ismes ou plus. Les sous-pro- 
grammes |, II et Ill sont administrés par le 


gouvernement fédéral, tandis que les sous-pro- 
grammes IV, V et VI relèvent du gouvernement pro- 
vincial. Le sous-programme VII est administré par 
les deux ordres de gouvernement. Ce rapport 
décrit chaque sous-programme et en résume les 
activités de l’année. 

AG CA EV ON PR SC 


Programme de lutte intégrée contre les 
ravageurs forestiers : Rapport annuel 
1994-95 


Ottawa : Ressources naturelles Canada, Service 
canadien des forêts, 1995. 90 p. : Bibl. 
MICROLOG 97-00576 (2 fiche) 


L'objectif de la LIRF (Lutte intégrée contre les ra- 
vageurs forestiers) est de mettre au point des 
méthodes de lutte contre les insectes et les mala- 
dies forestières et contre la concurrence 

qui soient acceptables sur le plan écologique. Qua- 
tre programmes de recherche ont été définis: sup- 
pression des ravageurs forestiers, outils de lutte 
contre les ravageurs, amélioration des opérations 
de lutte sur le terrain et systèmes d'aide à la déci- 
sion. Dans ce rapport on décrit des activités selon 
programme. 

CA FO LS ND SC 


Progress report on initiatives for the 
conservation of biodiversity in British 
Columbia 


Victoria : The Province, 1996. ii, 30 p. : Hl. 
ISBN 0-7726-3010-0 
MICROLOG 97-00939 (1 fiche) 


Provides a progress report on initiatives in British 
Columbia related to the five goals of the Canadian 
Biodiversity Strategy: conservation and sustainable 
use, ecological management capability, education 
and awareness, incentives and legislation, and in- 
ternational co-operation. it includes background in- 
formation on the province and its people as well as 
an outline of biodiversity issues being addressed 
by the initiatives. A separate section reviews comer- 
stone initiatives that form the foundations of the 
provincial sustainability strategy, such as the Pro- 
tected Areas Strategy, treaty negotiations, the Tim- 
ber Supply Review, and the Forest Practices Code. 
BC LS NR PR SC 


Proof testing of CANDU concrete 
containment structures 


By M.D. Pandey. Ottawa : Atomic Energy Control 
Board, 1996. ix, 51 p. : il/., Bibl. (Report / Canada. 
Atomic E Control Board ; INFO-0646) 
MICROLOG 97-00682 (1 fiche) 


This report is the result of a study undertaken to 
develop a reliability-based methodology for estab- 
lishing pressure proof testing strategies for con- 
crete containment structures. The objectives of the 
study also included the assessment of Atomic Ener- 
gy Control Board requirements for proof testing of 
Candu concrete containment structures and the de- 
velopment of strategies for proof testing of Candu 
containment structures. After an introduction on 
proof testing, the report presents a probabilistic ap- 
proach to analyse the effect of proof testing on 
structural reliability. Section three contains back- 
ground information required to estimate the reliabil- 
ity of containment structures under internal over- 
pressure caused by a loss of coolant accident. Sec- 
tion four discusses the effect of proof testing on the 
estimated reliability of existing Candu containments 
at the Bruce, Darlington, Gentilly, Point Lepreau, 
and Pickering nuclear plants. Section five dis- 
cusses proof testing strategies for new containment 
structures. 

CA ND PS SC 
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Proposals for harmonization of cost of 
credit disclosure laws in Canada 


Alberta. Consumer Measures Committee. Edmon- 
ton : The Committee, 1996. 25 p. 
MICROLOG 97-01005 (1 fiche) 


Reforms proposed in this paper are intended to 
harmonize laws and develop uniform cost of credit 
disclosure requirements in order to reduce compli- 
ance costs and provide uniform consumer protec- 
tion across Canada; to clarify and simplify (where 
possible) cost of credit disclosure rules; and to 
modemize laws to take account of recent develop- 
ments in credit markets. The proposed harmoniza- 
tion will apply to all federal and provincial laws gov- 
erning disclosure of the cost of consumer loans. 
Recognizing that consumer leasing arrangements 
close in nature to credit arrangements have be- 
come increasingly common, jurisdictions have 
agreed to include disclosure of long-term leasing 
costs in the harmonized legislation. Provisions in 
the proposals cover such matters as the use of an- 
nual percentage rates, plain language, disclosure 
statements, advertising, prepayment rights, and 
compliance provisions and remedies. 

AL CO JU PR SS 


Proposed changes to the legislation 
regulating the cemetery and funeral 
industries : discussion paper Il 


Alberta. Alberta Municipal Affairs. Edmonton : 
The Dept., 1996. 9 p. 
MICROLOG 97-01006 (1 fiche) 


Provides a table showing proposed changes and 
their rationale, with regard to reform of the Alberta 
legislation regulating the cemetery and funeral in- 
dustries. The provisions considered for reform re- 
late to such matters as sales practices, disclosure 
requirements, financial reporting, ownership, 
columbaria, endowment care funds, and veterans’ 
graves. 

AL JU PR SS 


Proposed Tombstone area park : a 
preliminary review of mineral potential 


By T.J. Bremner. Whitehorse : Indian & Northern 
Affairs Canada, Yukon Region, Exploration & 
Geological Services Division, 1994. 15 p. : Maps, 
Bibl. (Open file / Northern Affairs Program (Can- 
ada). Yukon Region ; 1994-2(T)) 

MICROLOG 97-01114 (2 fiche) 


A territorial park covering 389 square kilometres 
has been proposed in the Tombstone Mountain 
area, located about 50 kilometres north-east of 
Dawson, Yukon. This study reviews the mineral po- 
tential of the proposed park and the surrounding 
area. It compiles all available data, including infor- 
mation from mining company assessment reports, 
published geological maps and reports, aerial pho- 
tos, magnetic surveys, and sediment geochemistry 
studies. Sections of the compilation cover the tec- 
tonic setting of the study area, stratigraphy, geolog- 
ic structure, mineral occurrences, stream sediment 
geochemistry, lithogeochemistry, soil and water 
geochemistry, and geophysical surveys. The final 
section evaluates the mineral potential of the area, 
focusing on Cretaceous intrusions such as the 
Tombstone Stock. The appendix contains detailed 
stream sediment geochemical data. 

CA ND NO NR SC 


La Protection de la vie privée et les 
télécommunications -- Rév. 


Par Susan Alter. Ottawa : Bibliothèque du Parie- 
ment, Service de recherche, 1996. 26 p. : Bibl. 
(Bulletin d’actualité / Canada. Bibliothéque du 
Parlement. Service de recherche ; 93-2F) Révisé 
le 24 janvier 1996. L’éd. anglaise (Privacy issues 
in...) sur la même fiche. ISBN 0-660-95322-6 
MICROLOG 97-01185 (1 fiche) 


Les résultats d'une grande étude nationale sur la 
protection de la vie privée rendus publics en mars 
1993 montrent que les Canadiens ne sont pas in- 


sensibles à la menace que les télécommunications 
et d’autres techniques font peser sur leur intimité. 
La population réclame d’ailleurs des mesures à cet 
égard. Dans ce bulletin, nous nous penchons sur 
les problèmes particuliers que les nouvelles tech- 
niques de télécommunication posent pour la pro- 
tection de la vie privée et nous examinons les 
différentes solutions envisagées. 

CA DE JU SS TE 


Province of British Columbia pooled 
investment portfolios : financial 
statements, 1995-96 


Victoria : Ministry of Finance & Corporate Rela- 
tions, Provincial Treasury, 1996. 33 p. 
MICROLOG 97-00964 (1 fiche) 


This document presents financial statements for 
the Province of British Columbia Pooled Investment 
Portfolios. These include statements of changes in 
net assets, and statements of investments for the 
following funds: Canadian e Bond Fund, 
Realpool investment Fund, Managed International 
Equity Fund, and Passive International Equity Fund 
to December 31; Canadian Money Market Fund 
ST1, Canadian Market Fund ST2, U.S. Dol- 
lar Money Market Fund ST3, Indexed Government 
Bond Fund, Indexed Canadian Equity Fund, Active 
Canadian Equity Fund, TSE 100 Index Equity 
Fund, Customized U.S. Equity Fund, Active U.S. 
Equity Fund, S & P 500 Index Equity Fund, and the 
British Columbia Focus Fund to March 31. 

BC CO PA PR SS 


Public accounts, 1995-96 


Manitoba. Manitoba Finance. Winnipeg : The 
Ministry, 1996. 2 v. 
MICROLOG 97-00750 (4 fiche) 


The public accounts are prepared by statutory re- 
quirements, in accordance with the Financial Ad- 
minstration Act. it consists of 3 volumes, 2 of which 
are part of this document. it also provides details of 
the salaries and wages paid to employees as well 
as payments to corporations, firms, individuals, and 
other governments and government agencies. 

CO MS PA PR SS 


Public accounts of Canada, 1995-96 


Canada. Dept. of Finance. Ottawa : The Dept., 

1996. 3 v. : il. French ed. (Comptes publics...) : 

97-01056/12. Contents: Vol. | : Summary report 

and financial statements — vol. Il, pt. |: Details of 
s and revenues — vol. Il, pt. Il : Addi- 

tional information and analyses. 

MICROLOG 97-01139 (11 fiche) 


This annual report is presented in 2 volumes. Vol- 
ume | includes: a financial overview and a 10 year 
summary of the Government's financial transac- 
tions, the audited financial statements of the Gov- 
ernment of Canada; a review of budgetary revenue 
and expenditure; an analysis of consolidated ac- 
counts, loans, investments, advances, specified 
purpose accounts, other liabilities, foreign ex- 
change accounts, unmatured debt, and other infor- 
mation related to the financial statements. Volume 
ll is published in two parts. Part | presents the 
financial operations of the Government, segregated 
by ministry while part II presents additional infor- 
mation and analysis. Previously, there has been a 
volume Ill. This has been replaced by a separate 
document entitled President of the Treasury 
Board’s Annual Report to Parliament on Crown 
Corporations and Other Corporate Interests of Can- 
ada. 
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Public accounts, vol. 3 : summary financial 
statements, 1995-96 
Manitoba. Manitoba Finance. Winnipeg : The 


Ministry, 1996. 30 p. 
MICROLOG 97-00740 (1 fiche) 


The intent of these statements is to reflect the con- 
solidation of the financial operations of all organi- 


zations integral to the overall operations of govern- 
ment in performing its executive functions. This 
document contains consolidated statements of 
financial position, of revenue and expenditure, and 
of changes in financial position. it includes sched- 
ules to the financial statements, and notes to the 
financial statements. 
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The Public Contributions Act : Annual 
report 1992 


Edmonton : Alberta Municipal Affairs, 1993. 
760 p. 
MICROLOG 97-01040 (8 fiche) 


This annuai report provides a list of organizations 
authorized to conduct charitable campaigns in the 
province during the year. It also presents a financial 
statement of campaign revenue and expenses for 
almost every organization listed. 

AL CO PA PR SS 


The Public Contributions Act : Annual 
report 1993 


Edmonton : Alberta Municipal Affairs, 1994. 


939 p. 
MICROLOG 97-01009 (10 fiche) 


This annual report provides a list of organizations 
authorized to conduct charitable campaigns in the 
province during the year. It also presents a financial 
statement of cam n revenue and expenses for 
almost every organization listed. 

AL CO PA PR SS 


The Public Contributions Act : Annual 
report 1994 
Edmonton : Alberta Municipal Affairs, 1995. 


757 p. 
MICROLOG 97-01008 (8 fiche) 


This annual report provides a list of organizations 
authorized to conduct charitable campaigns in the 
province during the year. It also presents a financial 
statement of campaign revenue and expenses for 
almost every organization listed. 

AL CO PA PR SS 


The Public Service Group Insurance Fund : 
benefits summary and auditor’s report and 
financial statements, 1995-96 


Manitoba. Provincial Auditor. Winnipeg : The Au- 
ditor, 1996. 14 p. 
MICROLOG 97-00735 (1 fiche) 


This report covers the special purpose financial 
statements of the Public Service Group Insurance 
Fund being the balance sheet for the current fiscal 
year and the statements of operations and funds 
retained for the employees’ group life insurance 
plan, the accidental death and disablement plan 
and the dependents’ group life insurance plan for 
the current fiscal year. Notes to financial statements 
and a summary of investments conclude the docu- 
ment. 
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Public Service Pension Plan : Annual 
report 1995 


Alberta. Public Service Pension Board. Edmonton 
: The Board, 1996. 36 p. : ill. 
MICROLOG 97-01030 (1 fiche) 


The Public Service Pension Pian was established in 
1947 as a contributory defined benefit plan for em- 
ployees of the Alberta Government, its agencies, 
boards, commissions and other public bodies ap- 
proved by the Lieutenant Governor in Council upon 
the recommendation of the Board. The Pian is 
governed by a six-member Board. Their mandate is 
to act solely in the interest of Plan stakeholders to 
ensure that contributions are invested prudently, 
that the Pian is managed effectively and efficiently 
and is operated in compliance with legislation and 
regulations. This annual report provides a 5 year 
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review of Plan data, and a review of financial data. 
A profile of the Board is provided, as well as com- 
ments from them. Investment and administration 
highlights, the actuarial cost certificate, em 

listings, a glossary of investment terms and a direc- 
tory are also included. Financial statements are 
provided as well. 
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Publications catalogue, 1996 


British Columbia. Forestry Division. Victoria : Min- 
istry of Forests, Forestry Division, 1996. 54 p. 
MICROLOG 97-00802 (1 fiche) 


This document lists in-print titles from Research 
Branch and Silviculture Practices Branch. Refer- 
ences are listed in alphabetical order by subject 
and report titles and author names are also given. 
BC FO PR SC 


Quality assurance in hardwood tree- 
marking : a case study 


By Harvey W. Anderson and James A. Rice. Sault 
Ste. Marie, ON : Ministry of Natural Resources, 
Ontario Forest Research Institute, 1996. iv, 14 p. : 
ill., Bibl. (Forest research report / Ontario Forest 
Research Institute ; no. 141 ISSN 0381-3924) 
ISBN 0-7778-5479-1 

MICROLOG 97-00603 (1 fiche) 


Single-tree selection, group selection, and the uni- 
form shelterwood system involve partial cutting 
where the choice of trees to be harvested is con- 
trolled by tree-marking decisions. This report de- 
scribes an intensive audit conducted in Algonquin 
Provincial Park, Ontario, to monitor the quality of 
tree-marking operations. The investigators esta- 
blished 295 plots of 0.1 acre each, in 87 hardwood 
stands, marked under a selection silvicultural sys- 
tem management prescription. Results presented 
include individual plot-error and stand-error varia- 
tion, tree-choice errors, and distribution of marking 
errors according to tree quality class and type of er- 
ror. The need for continuous monitoring to track 
performance and allow revision of quality stan- 
dards is discussed. Includes suggestions for effi- 
cient sampling design and data collection methods. 
FO ON PR SC 


Radioactive effluents from CANDU 6 
reactors during normal operation 


By C.R. Boss and P.J. Allsop. Mississauga, ON : 
AECL, Reactor Core Physics Branch ; Chalk 
River, Ont. : Chalk River Laboratories, Chemical 
Engineering Branch, 1995. 29 p. : ., Bibl. (AECL 
research / Atomic Energy of Canada Ltd. ; 
AECL-11506 ISSN 0067-0367) 

ISBN 0-660-16407-8 CCG-P no. CC2-11506E 
MICROLOG 97-00828 (1 fiche) 


During routine operation of a Candu 6 reactor, vari- 
ous gaseous, liquid, and solid radioactive wastes 
are generated. This report discusses the small 
amounts of gaseous and liquid wastes that are con- 
tinually discharged at very low concentrations. It 
describes the sources of gaseous radioactivity (triti- 
um, carbon-14, noble gases, iodine-131, particu- 
late) and liquid radioactivity (tritium and other), 
presents data on gaseous and liquid releases from 
four Candu 6 reactors, and discusses the various 
paths taken by these radioactive materials in their 
escape from process systems such as the heat 
transport system, moderator system, and fuel hand- 
ling systems. Finally, consequences of effluent es- 
cape are assessed, including occupational and 
public exposures and the derived dose factors for 
significant radionuclides released. 

CA DE EN EV SC 


Rapport annuel au Parlement sur la Lol sur 
l’accès à l'information et sur la Loi sur la 
eg des renseignements personnels 


Canada. Ministère des pêches et des océans. Ot- 
tawa : le Ministère, 1996. 15, 13 p. Bilingue. 
MICROLOG 97-01063 (1 fiche) 


Rapport annuel portant sur la Loi sur l'accès à l’in- 
formation et sur la protection des renseignements 
personnels. On y donne les grandes lignes; l'in- 
terprétation du rapport sur les données statistiques; 
un organisation des activités; plaintes et enquétes; 
appels; et les conclusions. 

CA CF JU ND SS 


Rapport annuel des rentes sur l’état, 
1994-95 


Ottawa : t des ressources 
humaines Canada, 1995. 13, 13 p. 
MICROLOG 97-00694 (1 fiche) 


La Loi relative aux rentes sur l'État est entrée en vi- 
gueur en 1908 et autorisait la vente de rentes à 
jouissance différée ou immédiate aux Canadiens, 
soit à titre individuel, soit en vertu des modalités du 
régime des pensions de l'employeur, pour amener 
les Canadiens à faire des économies en vue de 
leur retraite. La Loi sur l'augmentation du rende- 
ment des rentes, adoptée en 1975, mettait fin à la 
vente de contrats de rentes sur l'Etat. La Direction 
des rentes continue d’administrer les contrats 
échus et ceux qui viendront à échéance dans les 
prochaines années. Ce annuel contient 
des statistiques sur la charge de travail, des 
données sur la mortalité des détenteurs de con- 
trats, le bilan financier, la valeur des rentes sur 
l'Etat, ainsi que le rapport du vérificateur et des 
états financiers. 

CA CO DE SS 


Rapport conformément à l’article 123 du 
règlement concernant la prestation des 
services à la Commission des accidents 
du travail 


Toronto : le Comité, 1991. 68, 72 p. : Bibl. Bil- 
ingue (Report under Standing Order 123...). Sur la 
couv.: Première session, 35e législature, 40 Eliza- 
beth II. ISBN 0-7729-9047-6 

MICROLOG 97-00898 (2 fiche) 


Le Comité permanent du développement des res- 
sources présente son rapport sur l’article 123 du 
Règlement concernant la prestation des services à 
la Commission des accidents du travail. Le rapport 
tient compte de ce que les membres du comité ont 
entendu au sujet de la prestation des services à la 
Commission des accidents du travail. Il renferme 
en outre les recommandations de changement for- 
mulées par le comité. 

LA ON PR SS 


Rapport conformément à l’article 123 du 
règlement concernant l’état d’urgence et 
les problèmes financiers de l’agriculture 
en Ontario 


Ontario. Assemblée législative. Comité permanent 
du développement des ressources. Toronto : le 
Comité, 1991. 24, 22 p. Bilingue (Report under 
Standing Order 123...). Sur la couv.: Première 
session, 35e législature, 40 Elizabeth Hl. 

ISBN 0-7729-9048-4 

MICROLOG 97-00896 (1 fiche) 


Le Comité permanent du it des res- 
sources de l'Assemblée législative de l'Ontario étu- 
die diverses questions relatives à la situation et à 
l'utilisation des ressources humaines et natrelles de 
la province. Ce document présente le rapport con- 
forrmément à l’article 123 du églement concernant 
l'état d'urgence et les problèmes financiers de 
l'agricultre en Ontario. 

AG CO ON PR SC 


MICROLOG 
Rapport du Groupe fédér nclal de 
consultation sur l’avenir de |’Office 
canadien du poisson salé 


Groupe fédéral-provincial de consultation sur 
l'avenir de l'Office canadien du poisson salé. Ot- 
tawa : Ministère des pêches et des océans, 1991. 


couv.: Programme da des péches de 
l’Atlantique. ISBN 0-662-58320-5 GCC-E no CC 
203-1 /1991 

MICROLOG 97-00830 (2 fiche) 


Ce rapport offre les résultats obtenus par le groupe 
de consultation a la suite de ses rencontres avec 
des pécheurs, des transformateurs et des associa- 
tions de transformateurs, des syndicats, des 
groupes communautaires et d'autres intervenants 
de l'industrie du poisson salé. Il contient des sug- 
gestions et des commentaires sur les modifications 
à apporter dans l'industrie du poisson salé, et un 
examen des impacts d’une déréglementation ainsi 
que des propositions qui, selon les personnes con- 
sultées, ralent d’atténuer ces impacts. 

AP CA CF CO FI ND SC 


Rapport en vertu du Réglement 108 sur les 
casques de cycliste 


Ontario. Assemblée législative. Comité permanent 
du développement des ressources. Toronto : le 
Comité, 1993. 21, 18 p. Bilingue (Report under 
Standing Order 108...). Sur la couv.: 3e session, 
35e législature, 42 Elizabeth Il. 

ISBN 0-7778-1401-3 

MICROLOG 97-00900 (1 fiche) 


Le Comité permanent du développement des res- 
sources étudie depuis 18 mois la question du port 
obligatoire du casque protecteur à bicyclete, dont il 
est fait mention dans le projet de loi 124. Afin de 
placer ce rapport dans son contexte, il est d'abord 
question des événements entourant les audiences 
su le proje de loi 124, et on donne égalemen une 
vue d'ensemble du sujet. Après cette discussion 
générale, le Comité présente son rapport et fait des 
recommandations concernant les questions indivi- 
duelles ayant trait à la sécuité à bicyclette en 
général, et au port obligatoire du casque de sécu- 
rité en particulier. 

ON PR SC TR 


Rapport sur la délivrance graduelle des 
permis de conduire 


Ontario. Assemblée législative. Comité permanent 
du développement des ressources. Toronto : le 
Comité, 1993. 33, 29 p. Bilingue (Report on gra- 
duated licensing). ISBN 0-7778-1946-5 
MICROLOG 97-00954 (1 fiche) 


Le 6 mai 1993, le ministre des Transports annonce 
l'adoption, par le de l'Ontario, d'un 
système de délivrance graduelle des permis de 
conduire pour tous les nouveaux conducteurs. Par 
une motion de l'Assemblée le 3 août 1993, le projet 
des modifications du Code de la route et de ses 
èglements, qui aurait pour effet d'instaurer le 
nouveau système, est renvoyé au Comité per- 
manen du développement des ressources, chargé 
de solliciter les commentaires du public. Ce docu- 
ment présente le rapport du Comité permanent du 
développement des ressources sur la délivrance 
graduelle des permis de conduire. 

JU ON PR SC TR 


Rapport sur l’ensemble de mesures de 
protection des locataires 


Ontario. Assemblée législative. Comité permanent 
des affaires gouvernementales. Toronto : le Com- 
ité, 1996. il, 212, li, 206 p. Bilingue (Report on 
tenant protection package). Sur la couv.: 1re ses- 
sion, 36e Législaiure, 46 Elizabeth H. 

ISBN 0-7778-5671-9 

MICROLOG 97-00601 (5 fiche) 


Ce rapport reprend les principaux thèmes de l'en- 
semble de mesures de protection des locataires 


a eee 


Copies of these documents are available from: 
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(613) 237-4250 FAX (613) 237-4251 


MICROLOG 
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proposées par le ministère des Affaires municipales 
et du Logement, ainsi que les opinions exprimées 
lors des trois semaines de consultations publiques 
organisées par le Comité permanent des affaires 
tales. Le Comité a entendu des 
mémoires à Toronto, Thunder Bay, Sault Ste-Marie, 
Ottawa, Peterborough, Hamilton, Windsor, London 
et Kitchener. Les recommandations faisant l'objet 
des mémoires et exposés oraux sont documentées 
dans un sommaire. Ce rapport a pour but de guld- 
er le gouvernement dans sa rédaction d’une loi sur 
la protection des locataires. 
JU ON PR SA SS 


Rapport sur les allégations d’infraction 
aux consignes sur les conflits d’interét du 
premier ministre faites à l’encontre 
d’Evelyn Gigantes, députée et ministre du 
logement 


Ontario. Assemblée législative. Comité permanent 
de l'assemblée législative. Toronto : le Comité, 
1994. 152, 143 p. Bilingue (Report regarding alle- 
gations of breach...). Sur la couv.: 3e session, 
35e législature, 43 Elizabeth II. 

ISBN 0-7778-3233-X 

MICROLOG 97-00677 (4 fiche) 


Ce document présente le rapport sur les alléga- 
tions d'infraction aux consignes sur les conflits 


d'intérêt du premier ministre faites à l'encontre 
d’Evelyn Gigantes, députée et Ministre du loge- 
ment du Comité permanent de l’Assemblée législa- 
tive. Les points qui y sont abordés sont les suivants 
: ordre de renvoi; procédures du comité; his- 
torique; au courant de procédures judiciaires en 
cours; événements au début de juin 1994; réunion 
du 17 juin; et, conflits d’intéréts. 

JU ON PA PR SS 


La Réalité virtuelle dans le logement et 
Purbanisme 


Par John Thurston. Ottawa : Société canadienne 
d’hypothéques et de logement, Centre d'études 
prospectives sur l'habitation et le cadre de vie, 
1996. vi, 42 p. : iil., Bibl. L’éd. anglaise (Virtual re- 
ality in housing...) sur la même fiche. Sur la couv.: 
Programme d’experts en résidence. 

ISBN 0-660-95301-3 GCC-E no NH15-129/1996F 
MICROLOG 97-01059 (2 fiche) 


Ce document s’adresse aux professionnels qui tra- 
vaillent à la production des environnements con- 
struits ou aux problèmes qui y sont reliés. Ce rap- 
port présente un résumé du domaine de la réalité 
virtuelle par rapport au logement et à l'urbanisme. 
La gamme des applications de la RV à thème archi- 
tectural énumérées dans ce document laisse entre- 
voir une certaine adéquation entre les possibilités 
de la RV et les besoins des professionnels du loge- 
ment et de l'urbanisme. 

CA DE PL PS SC 


Recommendations from the Task Force on 
Strict Discipline for Young Offenders 


To the Ontario Solicitor General and Minister of 
Correctional Services. Toronto : The Task Force, 
1996. 33 p. : /il., Bibl. 

MICROLOG 97-00866 (1 fiche) 


Strict discipline programs, as considered in this re- 
port, are those which uses a structured and consis- 
tent learning environment to teach high-risk, repeat 
young offenders the advantages of socially accept- 
able behaviour. The report presents findings and 
recommendations of a task force that held consul- 
tations, conducted Institutional visits, and reviewed 
literature regarding strict discipline programs for 
young offenders and their possible implementation 
in Ontario. It discusses the need for a pilot project 
to evaluate the effectiveness of such a program, 
which would include life skills training and would 
target high-risk offenders. The report then outlines 
general considerations for implementing strict dis- 
cipline programs and makes recommendations to 
expand such programming as a part of the govern- 
ments initiatives to combat youth crime. The ap- 


pendix includes data on young offenders and a 
summary of site visits to youth correctional facilities 
in Ontario, Manitoba, and New York State. 

JU ON PR SA SS 


Réduction des émissions causées par les 
activités du secteur public : plan d’action 
du gouvernement fédéral présenté au 
Programme des mesures volontaires et du 
registre (MVR) 


Canada. Ottawa : le Gouvernement, 1995. ili, 

26 p. : ill. L'éd. anglaise (Emission reductions...) 
sur la même fiche. ISBN 0662-80586-0 GCC-E 
no M22-120/1995F 

MICROLOG 97-00710 (1 fiche) 


Ce Plan d'action constitue le premier effort du 
gouvernement du Canada pour évaluer le niveau 
global d'émissions de gaz à effet de serre causées 
par ses activités. Blen qu'il porte sur les principales 
sources d'émissions, de meilleures données sont 
requises pour qu'on puisse se pencher sur toutes 
les sources et sur tous les types d'émissions de gaz 
à effet de serre dans les prochains plans. Des 
lignes directrices sont élaborées afin d'assurer 
l'intégration de renseignements cohérents aux 
mécanismes existants et prévus de chaque min- 
istère concernant l'établissement de rapports annu- 
els sur tes économies d'énergie, sur les autres 
sources d'émissions de gaz à effet de serre et sur 
les mesures prises en vue de les réduire. 

CA DE EN EV SC 


Reference used fuel for the Canadian 
nuclear fuel waste disposal concept 


By P. Flavelle. Ottawa : Atomic Energy Control 
Board, 1996. vili, 15 p. : Bibl. (Report / Canada. 
Atomic E Control Board ; INFO-0633) 
MICROLOG 97-00728 (1 fiche) 


Assessment of the environmental impact, including 
the radiological impact on humans, of the Cana- 
dian nuclear fuel waste disposal concept must be- 
gin with the identification of the inventory of con- 
taminants that will be contained in the used fuel. 
The variation in existing and future contaminant in- 
ventories, and the conceptual nature of the current 
program for nuclear fuel waste disposal, makes it 
appropriate to base the concept assessment on a 
reference contaminant inventory. This paper rec- 
ommends a reference fuel (Bruce A type, with a 
bumup of 865 gigajoules per kilogram of uranium) 
from which to calculate a conservative radionuclide 
contaminant inventory. It explains the reasons for 
this recommendation and estimates the radiologi- 
cal hazard of the reference fuel, including the evol- 
ution of the major Isotopes contributing to the haz- 


ard. 
CA EN ND PS SC 


Regeneration and surface condition trends 
following forest harvesting on peatiands 


By Arthur Groot. Sault Ste. Marie, ON : Natural 
Resources Canada, Canadian Forest Service, 
Northern Forestry Program ; Toronto : Ministry of 
Natural Resources, 1996. 18 p. : H., Bibl. 
(NODA/NFP technical report / Great Lakes For- 
estry Centre ; TR-26 ISSN 1195-2334) On cover: 
Canada-Ontario Northern Ontario Development 
Agreement - Forestry, Northern Forestry Program. 
ISBN 0-662-24335-8 CCG-P 

no. Fo29-42/26-1996E 

MICROLOG 97-00870 (1 fiche) 


Describes a study that measured advance growth 
amounts, lon cover, and soil surface condi- 
tions prior to harvesting in 11 peatiand black 
spruce stands near Kapuskasing, Ontario. The in- 
vestigators remeasured the stands at one, three, 
six, and ten growing seasons after harvesting using 
three different methods. The results presented are 
intended to examine the long-term survival of black 
spruce advance growth and ingress of black spruce 
seedlings following harvesting; to document black 
spruce height growth rates following harvesting; to 
examine the initial height structure of regenerated 


stands; and to examine trends in surface condi- 
tions on the peatlands. 
CA FO ND ON PR S 


Régime de préparation et d’intervention en 
cas de déversement d’hydrocarbures en 
milieu marin : rapport au Parlement, 1996 


Ottawa : Péches et océans Canada, Garde 
côtière, 1996. 11, 10 p. 
MICROLOG 97-01082 (1 fiche) 


Ce rapport traite de l'évolution d'un régime cana- 
dien de préparation et d'intervention financé et ex- 
ploité par le secteur privé, responsabilité du pol- 
lueur, un régime juste et équitable en partenariat, 
et activités de l’année écoulée (agrément des or- 
ganismes d'intervention, agrément des installations 
de manutention d'hydrocarbures, droits prévus par 
les organismes d'intervention, conseils consultatifs, 
et opérations). 

CA CF EV ND PW SC 


Regina Health District, 1995 elections : 
final report 
Regina Health Board (Sask.). Regina : The Board, 


1995. 16 p. 
MICROLOG 97-00583 (1 fiche) 


Reports the results of health board elections in the 
Regina Health District of Saskatchewan. Includes 
poll-by-poll vote counts, comments from the return- 
ing officer, and tables showing election expenses 
and supplies. 

HE MS MU PA PR SS 


Regulatory reform report — Updated 
Alberta. Alberta Environmental Protection. Ed- 


monton : The Ministry, 1996. 42 p. : ill. 
MICROLOG 97-01055 (1 fiche) 


Reviews regulatory goals, accomplishments, ongo- 
ing activity, and plans for regulatory reduction and 
streamlining, integration and co-ordination of de- 
partmental activities, elimination of regulatory du- 
plication and overlap, and alternatives to regulation 
being developed at the Alberta Ministry of Environ- 
mental Protection. Includes summary charts of reg- 
ulations scheduled to expire; of actions to be taken 
(under way or proposed) for various acts and regu- 
lations such as the Environmental Protection and 
Enhancement Act, Forests Act, Provincial Parks Act, 
Government Organization Act, and Public Lands 
Act; of Ministry boards, agencies, and commissions 
legislation and regulations, and actions to be tak- 
en; and of the Ministry’s regulation purpose state- 
ments. 

AL EV JU PA PR SC 


Regulatory Research & Support Program 
(Canada) : Annual report 1994-95 


Ottawa : Atomic Energy Control Board, Director- 
ate of Research & Safeguards, Research & Sup- 
port Division, 1996. 2 v. (Report / Canada. At- 
omic Energy Control Board ; INFO-0638:1-2) 
Contents: Vol. 1 : Report — vol. 2 : Appendices. 
MICROLOG 97-00716 (3 fiche) 


Annual report of the Program, established to pro- 
duce pertinent and independent information that 
Will assist the Board and its staff in making correct, 
timely, and credible decisions on regulating atomic 
energy. The report reviews the performance and 
process associated with the technical and adminis- 
trative management of the program, as well as the 
technical results of the program in relation to its ob- 
jectives and with funds expended. Also included 
are membership and activities of review panels, 
project summaries and the status of individual proj- 
ects, and a list of the project numbers and titles. 
CA EN ND PS SC 
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Reliability assessment for safety critical 
systems by statistical random testing 


By S.E. Mills...et al. Ottawa : Atomic Energy Con- 
trol Board, 1995. vill, 121 p. : iil., Bibl. (Report / 
Canada. Atomic Energy Control Board ; 
INFO-061 1) 

MICROLOG 97-00708 (2 fiche) 


Presents an overview of reliability assessment for 
software, focusing on some basic aspects of as- 
sessing reliability for safety-critical systems by sta- 
tistical random testing. Also discusses possible de- 
viations from some essential assumptions on which 
the general methodology Is based. These devia- 
tions appear quite likely in practical applications. 
Possible remedies and adjustments are presented 
and discussed and the methodology is then ap- 
plied to part of the SDS1 software. Shortcomings of 
the methodology are indicated along with possible 
avenues to explore to address those problems. The 

ix contains an extensive review of the litera- 
ture related to assessing the reliability of software. 
CA ND PS SC 


Reliability-based inspection of prestressed 
concrete containment structures 


By M.D. Pandey. Ottawa : Atomic Energy Control 
Board, 1996. xi, 77 p. : iil., Bibl. (Report / Canada. 
Atomic Energy Control Board ; INFO-0639) 
MICROLOG 97-00697 (1 fiche) 


The main goal of this investigation was to assess 
the CSA N287.7 standard inspection procedures for 
evaluating prestressing systems at Candu nuclear 
containment structures. This report discusses the 
role of the prestressing system in containment de- 
sign, highlighting the impact of prestressing losses 
on containment leak integrity. Current CSA N287.7 
inspection guidelines are also summarised. It then 
discusses major elements of the probabilistic analy- 
sis framework employed in the assessment, includ- 
ing limit state functions, loads and resistance mod- 
els, load combinations, target reliability levels, and 
computationai approach. The final sections present 
methods for using inspection data in reliability- 
based evaluation of bonded and unbonded pres- 
tressing systems. In these sections, several issues 
pertinent to inspection strategies, such as effect of 
sample size, are examined in detail. 

CA ND PS SC 


Reliability of containment and safety- 
related structures 


By M.A Nessim. Ottawa : Atomic Energy Control 
Board, 1995. v, 14 p. (Report / Canada. Atomic 
Energy Control Board ; INFO-0584) 

MICROLOG 97-00629 (1 fiche) 


Describes a research program designed to support 
regulatory activities aimed at ensuring the safety of 
containment and safety-related structures in nu- 
clear facilities. Program activities include evaluating 
submissions by operators and requesting special 
assessments when necessary. Covers four major 
topics: the development of an approach for reliabili- 
ty analysis, including structural analysis; compila- 
tion and development of the required analysis 
tools; application to specific problems related to 
design, assessment, maintenance, and testing of 
structures; and testing and validation. Rationale, 
scope, and objectives of each activity are dis- 
cussed. 

CA ND PS SC 


Répertoire de projets en technologie 
miniére, 1994 


A Boyer...et al. Ottawa : Ressources naturelles 
Canada, Centre canadien de la technologie des 
minéraux et de |’ le, Laboratoires de recher- 
che minière, 1995. i, 291 p. : /i/. (Rapport / La- 
boratoires de recherche miniére (Canada) ; LRM 
94-066(TR)F) L'éd. anglaise (Index of mining 
technology...) : 96-04457, 

MICROLOG 97-00658 (4 fiche) 


Ce répertoire a été compilé en regroupant les ren- 
seignements recueillis au cours du printemps et de 
l'été de cette année par le biais de conversations 
téléphoniques, de visites minières et d'échanges 
de courrier. Il contient des renseignements sur les 
projets de recherche et de développement actuelle- 
ment réalisés par des sociétés minières, des 
universités, ainsi que des organismes des 
gouvernements fédéral et provinciaux et du secteur 
privé. Dans la première partie du répertoire, les 
projets sont regroupés par isme tandis que 
dans la deuxième partie, ils le sont par sujet. 

CA CM ND NR SC 


Réponse du au rapport du 
Comité permanent des affaires étrangères 
et du commerce international intitulé les 
PME canadiennes dans l’économie 
mondiale : optimiser le partenariat 
entreprises-secteur public pour réussir sur 
les marchés internationaux 


Canada. Ministère des affaires étrangères et du 
commerce international. Ottawa : le Ministère, 
1996. 22 p. L'éd. anglaise (Goverment response 
to the Standing Committee.) sur la même fiche. 
MICROLOG 97-01066 (1 fiche) 


Ce document présente la réponse du gouverne- 
ment aux recommandations contenues dans le rap- 
port que le Comité permanent des affaires 
étrangères et du commerce international a déposé 
à la Chambre des communes le 19 juin 1996. Ces 
recommandations résultent de l'examen des 
témoignages que le Comité permanent a entendus 
pendant la première session de la trente-cinquième 
législature. 

CA CO EX ND PA SS 


Report no. 2 for consideration by the 
Council of the Corporation of the City of 
Toronto at 1996 Council Meeting no. 2 on 
December 18, 1995 


Toronto (Ont.). Executive Committee. Toronto : 
The Committee, 1996. 221 p. 
MICROLOG 97-01186 (3 fiche) 


This report presents the allocation of the Can- 
ada/Ontario Infrastructure Works Project 
(C.O.I.W.), CIVTOR and Parking Authority funds for 
capital and extraordinary operating purposes, the 
capital buget and program of proposed capital 
works, an update on the status of implementing the 
Toronto Declaration on Food and Nutrition, and the 
establishment of water and sewage service rates for 
the year. This information is presented without rec- 
ommendations. 

CO MU ON PA PW SS 


Report of the Chief Electoral Officer of the 
Yukon on contributions to political parties 
during 1992 


Yukon Territory. Chief Electoral Officer. Whi- 
tehorse : The Officer, 1993. 11 p. 
MICROLOG 97-00640 (1 fiche) 


The Chief Electora! Officer is required to prepare a 
report for tabling in the Yukon Legislative Assembly 
on contributions which have been made to regis- 
tered political parties and for which receipts for in- 
come tax credits have been issued by the officials 
of the parties. This report includes political contri- 
butions disclosure statements for the Yukon party, 
the Yukon Liberal party and the Yukon New Demo- 
cratic party. 

NO PA PR SS 


Report of the Chief Electoral Officer of the 
Yukon on contributions to political parties 
during 1993 

Yukon Territory. Chief Electoral Officer. Whi- 

tehorse : The Officer, 1994. 8 p. 

MICROLOG 97-00639 (1 fiche) 


The Chief Electoral Officer is required to prepare a 
report for tabling in the Yukon Legislative Assembly 


on contributions which have been made to regis- 
tered political parties and for which receipts for in- 
come tax credits have been issued by the officials 
of the parties. This report includes political contri- 
butions disclosure statements for the Yukon party, 
the Yukon Liberal party and the Yukon New Demo- 
cratic À 

NO PA PR SS 


Report of the Chief Electoral Officer of the 
Yukon on contributions to political parties 
during 1994 


Yukon Territory. Chief Electoral Officer. Wni- 
tehorse : The Officer, 1995. 9 p. 
MICROLOG 97-00660 (1 fiche) 


The Chief Electoral Officer is required to prepare a 
report for tabling in the Yukon Legislative Assembly 
on contributions which have been made to regis- 
tered political parties and for which receipts for in- 
come tax credits have been issued by the officials 
of the parties. This report includes political contri- 
butions disclosure statements for the Yukon party, 
the Yukon Liberal party and the Yukon New Demo- 
cratic party. 

NO PA PR SS 


Report of the Chief Electoral Officer of the 
Yukon on contributions to political parties 
during 1995 


Yukon Territory. Chief Electoral Officer. Whi- 
tehorse : The Officer, 1996. 9 p. 
MICROLOG 97-00659 (1 fiche) 


The Chief Electoral Officer is required to prepare a 
report for tabling in the Yukon Legislative Assembly 
on contributions which have been made to regis- 
tered political parties and for which receipts for in- 
come tax credits have been issued by the officials 
of the parties. This report includes political contri- 
butions disclosure statements for the Yukon party, 
the Yukon Liberal party and the Yukon New Demo- 
cratic Ê 

NO PA PR SS 


Report of the Federal-Provincial 
Consultation Group on the Future of the 
Canadian Saitfish Corporation 


Federal-Provincial Consultation Group on the Fu- 
ture of the Canadian Saltfish Corporation. Ottawa 
: Dept. of Fisheries & Oceans, 1991. iv, 48, v, 

52 p. : Maps Bilingual (Rapport du Groupe 
fédéral-provincial...). On cover: Atlantic Fisheries 
Adjustment Program. ISBN 0-662-58320-5 CCG-P 
no. CC 203-1/1991 

MICROLOG 97-00830 (2 fiche) 


This report contains the findings of the consultation 
group in its meetings with fisherpersons, individual 
processors, unions, community groups, processing 
associations and others related to the saltfish in- 
dustry. The report includes suggestions and com- 
ments on changes necessary in the saltfish indus- 
try, and a review of the impacts of deregulation with 
proposals to ease such impacts, as given by those 
consulted. 

AP CA CF CO FI ND SC 


Report of the Special Commission on the 
Greater Victoria Water Supply, vol. one : 
main report 


By David Perry. Victoria : The Commission, 1996. 
ii, 311 p. : W., Bibl. David Perry, Special Commis- 
sioner. 

MICROLOG 97-00911 (3 fiche) 


The Greater Victoria Water District, a statutory body 
created in 1948, has come under intense scrutiny 
in recent years over such issues as water pricing 
and land use. Accordingly, the province appointed 
a special commission to review and make recom- 
mendations on the provision of a sustainable water 
supply for the Greater Victoria region. This report 
presents the findings and recommendations of the 
commission, which conducted an extensive series 
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of meetings and consultations with various levels of 
government, public agencies, and other stakehold- 
ers and the general public. Issues considered In 
the review come under three main headings: the 
form of political structure or governance that 
should administer the Water District; land use Is- 
sues, in particular those related to lands surplus to 
the District's direct needs; and water conservation 
measures. Recommendations include creation of a 
Regional Water Commission. 

BC MU NR PR PW SC 


Report of the Special Commission on the 
Greater Victoria Water Supply, vol. two : 
background reports 


By David Perry. Victoria : The Commission, 1996. 
196 p. : Maps, Bibl. David Perry, Special Commis- 


sioner, 
MICROLOG 97-00910 (4 fiche) 


The Greater Victoria Water District, a statutory body 
created in 1948, has come under intense scrutiny 
in recent years over such issues as water pricing 
and land use. Accordingly, the province appointed 
a special commission to review and make recom- 
mendations on the provision of a sustainable water 
supply for the Greater Victoria region. This volume 
contains background reports to accompany the 
findings and recommendations of the commission, 
published in volume one. The first two reports con- 
cern the governance of the Water District, sum- 
marising the proceedings of a governance commit- 
tee and reviewing governance principles and op- 
tions. The third report presents background infor- 
mation and reviews issues and options relating to 
land use in the District. The final three reports dis- 
cuss the role of water conservation and demand 
side management in managing Greater Victoria’s 
water supply. 

BC MU NR PR PW SC 


Report on Argosy Financial Group of 
Canada 


Ontario. Legislative Assembly. Standing Commit- 
tee on the Ombudsman. Toronto : The Standing 
Committee, 1987. 41 p. ISBN 0-7729-2622-0 
MICROLOG 97-00847 (1 fiche) 


Argosy Finance obtained money from the public 
through selling of interests in syndicated mort- 
gages, registered retirement savings plans, and un- 
secured debentures. It collapsed from two main 
causes: fraudulent diversion of funds and self-deal- 
ing in mortgage lending to companies owned or 
controlled by Argosy officers and directors or their 
relatives, resulting in too much lending to unsound 
borrowers. The collapse left about 1,600 victims 
and resulted in an extensive investigation by the 
Ontario Ombudsman, whose report is summarised 
in the first part of this document. The main part of 
the report presents findings of the Ontario Legisla- 
ture’s Standing Committee on the Ombudsman in 
its examination of the Ombudsman’s recommenda- 
tions for compensation to the Argosy victims. Is- 
sues considered include whether the two govern- 
ment bodies invoived (Ontario Securities Commis- 
sion and the Registrar of Mortgage Brokers) 
demonstrated wrong or unreasonable conduct in 
their handling of Argosy. The appendix includes a 
dissenting opinion to the findings. 

CO JU ON PA PR SS 


Report on external occupational dosimetry 
in Canada 


Canada. Advisory Committee on Radiological 
Protection. Ottawa : The Advisory Committee, 
1995. IV, 49 p. : Bibl. (Report / Canada. Aiomic 
Energy Control Board ; INFO-0621(E)) 
MICROLOG 97-00625 (1 fiche) 


This report is directed to providers and users of oc- 
cupational extemal dosimetry services in Canada. 
Includes: a review of external dosimetry systems 
currently In operation; guidance on the measure- 
ment of radiation dose due to sources external to 
the body; recommendations for good operational 
monitoring and extemal dosimetry practices; rec- 


ommendations on the contents and retention re- 
quirements of personal dose records; and recom- 
mendations on the quality and quality assurance 
testing for external dosimetry systems. The scope 
of the report is limited to the measurement of occu- 
pational doses from external photon and electron 
radiation; it excludes the estimation of dose due to 
contamination of skin or clothing. 

CA LA LS ND PS SC 


Report on graduated licensing 


Ontario. Legislative Assembly. Standing Commit- 

tee on Resources t. Toronto : The 

Standing Committee, 1993. 29, 33 p. Bilingual 
sur la délivrance graduelle...). 

ISBN 0-7778-1946-5 

MICROLOG 97-00954 (1 fiche) 


On May 6, 1993, the Minister of Transportation an- 
nounced that the Government of Ontario will Intro- 
duce a graduated licensing scheme of all new driv- 
ers. By a motion of the House on August 3, 1993, 
the draft amendments to the Highway Traffic Act 
and its regulations, which would establish this new 
system, were referred to the Standing Committee 
on Resources Development. This document pres- 
ents the report on graduated licensing from of the 
Standing Committee on Resources Development. 
JU ON PR SC TR 


Report on plant closures and community 
and employee adjustment 


Ontario. Legislative Assembly. Standing Commit- 
tee on Resources Development. Toronto : The 
Standing Committee, 1987. 76 p. On cover: 3rd 
session, 33rd Parliament, 36 Elizabeth Il. 

ISBN 0-7729-2575-5 

MICROLOG 97-00899 (1 fiche) 


Presents findings and recommendations of an On- 
tario legislative committee that held hearings and 
heard presentations regarding plant closings and 
related community and policy issues. Themes 
covered include: notice of termination of closure; 
severance pay; individual employee adjustment 
and community adjustment to closures; require- 
ment for justification of a closure; special problems 
related to closures in northern Ontario; employee 
retraining; information and data gathering on plant 
closures and layoffs; corporate take-overs; and 
miscellaneous concerns, such as early retirement. 


A dissenting opinion is appended. 
Cl LA ON PR SA SS 


Report on small scale : preparing a study 
of introductory courses 


By George L. Geis. Toronto : Ontario Institute for 
Studies in Education, 1994. 15 p. ON- 

TERIS ON08372 

MICROLOG 97-01118 (1 fiche) 


The overall project of which this report is a part, 
was to examine courses offered to introduce uni- 
versity students to a topic, either to recruit students 
for other advanced courses, or to define the disci- 
pline for students. The goal of this part of the study 
was to develop a survey and/or interview instru- 
ment, and to define a sample population. A draft of 
the survey form Is included. 

ED ON OR PR SS 


Report on tenant protection package 


Ontario. Legislative Assembly. Standing Commit- 
tee on General Government. Toronto : The Stand- 
ing Committee, 1996. li, 206, li, 212 p. Bilingual 
(Rapport sur l’ensemble de mesures...). On cover: 
1st session, 36th Parliament, 46 Elizabeth Il. 

ISBN 0-7778-5671-9 

MICROLOG 97-00601 (5 fiche) 


This report reflects the major themes of the Ministry 
of Municipal Affairs and Housing's proposed Ten- 
ant Protection Package and the input received 
through three weeks of public consultations con- 
ducted by the Standing Committee on General 
Government. The Committee heard submissions in 


Toronto, Thunder Bay, Sault Ste. Marie, Ottawa, 
Peterborough, Hamilton, Windsor, London, and 
Kitchener from August 19 to September 5, 1996. 
Written submissions were also received. The rec- 
ommendations contained in written and oral sub- 
missions are documented in a summary. The pur- 
pose of this report is to provide guidance to the 
Government in its drafting of a Tenant Protection 
Act 


CI JU ON PR SA SS 


Report on the Municipal Freedom of 
Information and Protection of Privacy Act, 
1989 


Ontario. Legislative Assembly. Standing Commit- 
tee on the Legislative Assembly. Toronto : The 
Standing Committee, 1994. ili, 136 p. On cover: 
3rd Session, 35th Parliament, 43 Elizabeth Il. 
ISBN 0-7778-3603-3 

MICROLOG 97-00676 (2 fiche) 


Presents a comprehensive review of the Ontario 
Municipal Freedom of Information and Protection 
of Privacy Act of 1989, with recommendations re- 
garding amendments to the Act. The review pro- 
cess Included public hearings and receipt of sub- 
missions from municipalities, school boards, and 
other institutions, groups, and individuals affected 
by the Act. Issues and provisions considered in the 
review include the coverage of the Act, purposes of 
the Act, exemptions under the Act, access proce- 
dures, protection of personal privacy, the appeal 
process, and duties of the Information and 
Privacy Commissioner, frivolous and vexatious re- 
quests, and fees. 

JU MU ON PA PR SS 


Report regarding allegations of breach of 
the Premier’s conflict of interest 
guidelines made against Evelyn Gigantes, 
M.PP and Minister of Housing 


Ontario. Legislative Assembly. Standing Commit- 
tee on the Legislative Assembly. Toronto : The 
Standing Committee, 1994. 143, 152 p. Bilingual 
(Rapport sur les allégations d’infraction...). On 
cover: 3rd Session, 35th Parliament, 43 Elizabeth 
I. ISBN 0-7778-3233-X 

MICROLOG 97-00677 (4 fiche) 


This document presents the report of the Standing 
Committee on the Legislative Assembly regarding 
allegations of breach of the Premier's conflict of in- 
terest guidelines made against Evetyn Gigantes, 
MPP and Minister of Housing. Topics covered are: 
order of reference; Committee procedures; back- 
ground; of pending legal proceedings; 
developments in early June, 1994; the June 17th 
meeting; and, conflict of interest. 

JU ON PA PR SS 


A Report to Manitoba Lotteries 
Corporation reviewing analysis of the net 
social benefits from legalized gambling in 
the province of Manitoba 


Ernst & Young (Firm). Winnipeg : Emst & Young, 
1995. 34 p. 
MICROLOG 97-01075 (1 fiche) 


Provides an independent review of a report by Phi- 
lippe Cyrenne entitled ‘Analysis of the net social 
benefits from legalized gambling in the province of 
Manitoba,’ particularly with respect to the applica- 
tion of economic techniques and with respect to 
the statistical data used. Aspects of the Cyrenne re- 
port discussed in the review include: the signifi- 
cance of gambling revenue to public finance; gam- 
bling expenditures by Manitobans; the relation be- 
tween those expenditures and income; effects of 
expanded legalized gambling on travel by Manito- 
bans to jurisdictions with extensive gambling net- 
works; operator revenues; consumer benefits; 
costs of providing gaming services; loss in profits 
to charitable organizations and to other 
businesses; costs of pathological gambling; and 
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Report to the Workers’ Compensation 
Board on Dupuytren’s contracture and 
hand injury 


Ontario. Occupational Disease Panel. Toronto : 
The Panel, 1996. 112 p. : Bib!. (ODP report / On- 
tario. Occupational Disease Panel ; 17) 

ISBN 0-7778-4858-9 

MICROLOG 97-00792 (2 fiche) 


Reports on an investigation into the possible con- 
nection between manual work and Dupuytren’s 
contracture, a disease that causes thickening and 
contracture of fibrous bands at the palmar surface 
of the hands and fingers. With reference to a litera- 
ture review of the subject, the report considers the 
evidence for association of the disease with chronic 
use of the hand in manual work, with exposure of 
the hands to vibration, and with single injuries to 
the hand. Recommendations are regard- 
ing workers’ compensation claims for Dupuytren’s 
contracture. The appendix contains a literature re- 
view on occupation and Dupuytren’s contracture, 
as weil as critiques of that review. 

HE LA LS ON PR SC 


Report under Standing Order 108 on 
bicycle helmets 


Ontario. Legislative Assembly. Standing Commit- 
tee on Resources nt. Toronto : The 
Standing Committee, 1993. 18, 21 p. Bilingual 
(Rapport en vertu du Régiement 108...). On cover: 
3rd session, 35th Parliament, 42 Elizabeth II. 

ISBN 0-7778-1401-3 

MICROLOG 97-00900 (1 fiche) 


Over the past 18 months, the Standing Committee 
on Resources t has been considering 
the issue of mandatory bicycle helmets. In order to 
place this report in context, the events around hear- 
ings on Bill 124 are first discussed and an overview 
of he subject is outlined. After his general discus- 
sion, the Committee reports and makes recommen- 
dations on individual issues surrounding safe cy- 
cling in general, and the implementation of manda- 
tory bicycle helmet use in particular. 

ON PR SC TR 


Report under Standing Order 123 on 
service delivery at the Workers’ 
Compensation Board 


Ontario. Legislative Assembly. Standing Commit- 
tee on Resources Development. Toronto : The 
Standing Committee, 1991. 72, 68 p. : Bibl. Bilin- 
gual (Rapport conformément a l’article 123...). On 
cover: 1st Session, 35th Parliament, 40 Elizabeth 
Il. ISBN 0-7729-9047-6 

MICROLOG 97-00898 (2 fiche) 


This document presents the report of the Standing 
Committee on Resources Development on service 
delivery at the Worker's Compensation Board. The 
report begins by providing background on the 
WCB, namely, what it is, when it was established, 
and what changes the legislation has undergone in 
the last 75 years. Second, the report briefly de- 
scribes how workers’ compensation operates for 
Ontario’s employers, and what steps are involved in 
the processing of a worker’s compensation claim. 
LA ON PR SS 


Report under Standing Order 123 on the 
state of emergency and the income crunch 
in Ontario agriculture 


Ontario. Legislative Assembly. Standing Commit- 
tee on Resources Development. Toronto : The 
Standing Committee, 1991. 22, 24 p. Bilingual 
(Rapport conformément à l’article 123...). On cov- 
er: 1st Session, 35th Parliament, 40 Elizabeth II. 
ISBN 0-7729-9048-4 

MICROLOG 97-00896 (1 fiche) 


The Standing Committee on Resources Develop- 
ment of the Legislative Assembly of Ontario exam- 
ines a broad range of issues affecting he well-being 
and use of the province's natural and human re- 
sources. This document presents the report of the 
Standing Committee on Resources Development 
on the state of emergency and the income crunch 
in Ontario agriculture. 

AG CO ON PR SC 


Reporting health performance : elective 
eh ogame waiting times in Nova Scotia, 
-96 


Nova Scotia. Health Information & Evaluation 
Section. Halifax : The Section, 1996. viii, 64 p. : 


i. 
MICROLOG 97-01 169 (1 fiche) 


The Nova Scotia Dept. of Health has been develop- 
ing a Performance Reporting System to collect and 
communicate information on various aspects of 
health and health care. This document demon- 
strates the scope and functioning of this System 
and presents the initial results of a new measure 
that will assist in monitoring waiting times for elec- 
tive procedures. The document outlines some is- 
sues related to waiting times, different approaches 
to their measurement, and provides detailed de- 
scriptions of waiting times over the past four years 
in selected major procedural categories. Included 
are groups of procedures performed by different 
surgical specialties, procedures for specific condi- 
tions, volumes of procedures, and variations be- 
tween health regions. Finally, the document re- 
views strategies that can be employed to monitor 
and, where , reduce waiting times. 

AP HE PR SS ST 


Réseau national de surveillance de la 


pollution atmosphérique (NSPA), 
sommaire annuel pour 1993 


Ottawa : Environnement Canada, Service de la 
protection de l'environnement, Direction générale 
pour l'avancement des technologies environ- 
nementales, 1996. xxv, 91 p. : Bib/. (Rapport / 
Canada. Service de la protection de l'environne- 
ment ; SPE 7/AP/26) Bilingue (National air pol- 
lution surveillance...). \SBN 0-660-60141-9 GCC-E 
no En49-517/26 

MICROLOG 97-01179 (2 fiche) 


Le programme de surveillance nationale de la pol- 
lution atmosphérique est un projet conjoint des 
gouvernements fédéral et provinciaux. Les 
données contenues dans cet extrait portent sur la 
pollution atmosphérique et ont été réunies par les 
organismes collaborateurs et compilées par En- 
vironnement Canada. En décembre, les données 
étaient obtenues de plus que 500 appareils 
d'échantillonnage répartis dans plus que 50 villes 
des dix provinces et des deux territoires. Les me- 
sures portent sur le dioxyde de soufre, le monox- 
yde de carbone, le dioxyde d'azote, l'ozone, l'in- 
dice de souillure, les particules en suspension, le 
plomb, le sulfate, et le nitrate. Pour terminer, on 
compare ces données aux objectifs nationaux de la 
qualité de l'air. 

CA EV ND SC 


Response of soil organic matter to crop 
management 


By C.A Campbell and R.P. Zentner. Swift Current, 
SK : Agriculture & Agri-Food Canada, Research 
Branch, Semiarid Prairie Agricultural Research 
Centre, 1996. 18 p. : W., Bibl. (Technical bulletin / 
Canada. Agriculture & Agri-Food Canada. Re- 
search Branch ; 1996-4E) ISBN 0-662-24509-1 
CCG-P no. A54-8/1996-4E 

MICROLOG 97-00979 (1 fiche) 


Crop rotation studies, if of sufficient duration, can 
answer important questions related to soll and wa- 
ter quality, soll productivity, and soil conservation. 
The most com sive research effort of its type 
in Canada is the Swift Current old rotation experi- 
ment, established in 1967 on a fallow wheat site. 


This report summarizes and discusses some of the 
findings from this ongoing experiment regarding 
the influence of the rotations on soil organic carbon 
and nitrogen in the 0-15 centimetre depth of soil up 
to 1993. Results presented include effects of crop- 
ping systems, fertilizers, crop type, and cropping 
frequency, as weil as changes in organic carbon 
and nitrogen over time. 

AG CA ND NR SC 


Résultats d’un sondage auprés des 
participants aux ateliers sur les maisons 


performantes 
Reid/Foster Associates. Ottawa : Ressources na- 
turelles Canada, Direction de la technologie de 
l'énergie, Centre de la technologie de l'énergie 
de CANMET, 1995. 55 p. En tête du titre: Pro- 
gramme de maisons performantes. 
ISBN 0-660-95361-7 CANMET 23440-94-1356 
GCC-E no M91-7/373-1996F 
MICROLOG 97-00922 (1 fiche) 


Le Programme des maisons performantes a été le 
banc d'essai des nouvelles techniques et ses effets 
sur la façon dont les maisons sont construites au 
Canada se font déjà sentir. Dans le cadre du pro- 
gramme, on a organisé au Canada et aux Etats- 
Unis des ateliers au cours desquels on a présenté 
aux participants un aperçu des techniques, des 
produits et des méthodes de conception incor- 
porées aux maisons performantes. Les participants 
formaient un échantillonage représentatif des 
métiers et professions du secteur de l'habitation - 
constructeurs, architectes, fabricants, représentants 
d'organismes de réglementation, techniciens, etc. 
Ce document fait état des résultats du 

Dans chacune des parties du rapport, l'analyse des 
données du sondage figure en italique dans la ru- 
brique "commentaire". 

CA CM EN ND PL SC 


Résumé du programme Ontario au travail 


Toronto : la Province, 1996. 21, 18 p. Bilingue (A 
Summary of the Ontario works program). 

ISBN 0-7778-5491-0 

MICROLOG 97-00869 (1 fiche) 


La mise en oeuvre initiale du programme Ontario 
au travail représente la première étape d’une 
nouvelle vision de l'aide sociale en Ontario, une vi- 
sion qui respect la dignité des personnes, accroît 
leur estime personnelle et favorise l'indépendance, 
l'autonomie ainsi que la contribution communau- 
taire. Les points abordés dans ce document sont 
les suivants : participation; résumé des volets du 
programme Ontario au travail; processus de presta- 
tion des services; participation communautaire; 
placement dans un emploi rémunéré; aide à l'em- 
ploi; qu’adviendra-t-il des bureaux d’aide sociale 
existants; mécanismes de soutien et de protection 
pour les personnes participant au programme; et, 
conditions d'admissibilité au programme Ontario 
au travail. 

LA ON PR SA SS 


Review of Bruce A reactor regulating 
system software 


PRIOR Data Sciences Lid. Ottawa : Atomic Ener- 
gy Control Board, 1995. vii, 94 p. : ., Bibl. (Re- 
port / Canada. Atomic Energy Control Board ; 
INFO-0616) 

MICROLOG 97-00704 (2 fiche) 


Each of the Bruce A Nuclear Generating Station re- 
actor units is controlled by the Reactor Regulating 
System (RRS) software running on digital comput- 
ers. This ts an assessment of the 
quality and reliability of RRS software based on a 
review of the RRS design documentation, an analy- 
sis of certain Significant Event Reports, and an ex- 
amination of selected software changes. Issues ex- 
amined in the assessment include adequacy of 
RRS software requirement documentation, com- 
pleteness and accu of RRS design documents, 
implied faults in RRS, follow-up investigations of 
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Significant Event Reports, and adequacy of soft- 
ware change control procedures. 
CA EN ND PS SC 


Review of DOE-2 modelling limitations : 
final report 


Caneta Research Inc. Ottawa : Dept. of Natural 
Resources Canada, CANMET, Energy Sector, En- 
ergy Technology Branch, 1994. 17 p. CAN- 

MET 23440-93-9606 

MICROLOG 97-00912 (1 fiche) 


Improvements in the DOE-2 program, originally de- 
veloped by Lawrence Berkeley Laboratory, are 
seen as important for possible future use as a com- 
pliance tool for the Energy Code, in support of the 
C-2000 program or utility demand side manage- 
ment programs, and in building design and applied 
buildings research. This report identifies limitations 
of the DOE-2 program, as identified from a ques- 
tionnaire survey of program users and from the ex- 
periences of Caneta Research. The limitations are 
listed in the following categories: loads, systems, 
plant modelling, and general limitations. Version 
2.1 E of the program is also evaluated for limita- 
tions. Finally, the report outlines priorities for im- 
provement. 

CA CM EN ND PL SC 


Review of Ontario Hydro program to 
reduce fuel channel gap 


By K.J. Hollingbery and J. Robinson. Ottawa : Al- 
omic Energy Control Board, 1995. v, 13 p. : il. 
(Report / Canada. Atomic Energy Control Board ; 
INFO-061 4) 

MICROLOG 97-00705 (1 fiche) 


Creep, as axial and diametral growth, is a phenom- 
enon that occurs in zirconium alloy reactor fuel 
channels under continuous reactor operation. Fuel 
channel creep creates a gap between the fuel 
bundle string and the extended fuel channel end 
stops. Abnormal conditions giving rise to sudden 
reversal in flow direction in the channel would 
move fuel back into the reactor, creating sudden 
and unacceptable operating conditions. Under ex- 
cessive creep, the last fuel bundle in the flow inlet 
end of the channel can move away from its support 
on the end fitting and can vibrate, resulting in ex- 
cessive fretting and wear between bundle and 
channel. This report reviews three potential solu- 
tions or approaches to addressing this problem, 
each designed to prevent fuel bundles shifting into 
the reactor core under flow reversal and to reduce 
or eliminate fuel vibration and the consequent fret- 
ting observed in channels with significant creep. 
CA EN ND PS SC 


Review of the Freedom of information and 
Protection of Privacy Act, 1987 


Ontario. Legislative Assembly. Standing Commit- 
tee on the Legislative Assembly. Toronto : The 
Standing Committee, 1991. iii, 155 p. Bilingual 
(Etude de la Loi de 1987 sur l’acceés...). On cover: 
1st Session, 35th Parliament, 40 Elizabeth II. 

ISBN 0-7729-9163-4 

MICROLOG 97-00670 (4 fiche) 


This document presents the report on the Review 
of the Freedom of information and Protection of Pri- 
vacy Act, 1987 or the Standing Committee on the 
legislative Assembly. Topics covered are: public 
awareness; coverage of the act; access procedure; 
protection of individual privacy; the appeal pro- 
cess; fees; penalties; research issues; quasi-judi- 
cial tribunals; nuisance requests; office of the infor- 
mation and privacy commissioner; computer 
matching; and, miscellaneous. 

JU ON PA PR SS 


Review Panel on the Greater Toronto Area 
Task Force report 


Ontario. Review Panel on the Greater Toronto 
Area Task Force Report. Toronto : The Panel, 
1996. 86 p. 

MICROLOG 97-00970 (1 fiche) 


Presents a review of public input and consensus re- 
garding the report of the Greater Toronto Area Task 
Force, released in January 1996. The review pro- 
cess included public meetings and receipt of writ- 
ten submissions. Issues considered In the Task 
Force report and discussed in the review include: 
property tax reform, tax pooling, municipal finance, 
regional and local ment, economic develop- 
ment, strengthening of municipalities, delivery of 
services, environmental quality, and urban develop- 
ment. Appendices include a summary of consulta- 
tions, tabulation of opinions received, and lists of 
ters and written submissions. 
CI MU ON PA PL PR SS 


A Revised compilation of sorption 
coefficients for use in e models 
in performance assessments of used fuel 
disposal in granitic environments 


By K.V. Ticknor and T.T. Vandergraaf. Pinawa, 
MB : AECL, Whiteshell Laboratories, 1996. 81 p. : 
Bibl. (AECL research / Atomic Energy of Canada 
Ltd. ; AECL-11343 ISSN 0067-0367) 

ISBN 0-660-16581-3 CCG-P no. CC2-11343E 
MICROLOG 97-00982 (1 fiche) 


Transport of trace amounts of radionuclides and 
toxic trace etements from underground nuclear fuel 
waste disposal vaults towards the biosphere can be 
retarded by chemical and physical interactions be- 
tween those elements and the geological surfaces 
along groundwater flow paths. Sorption data that 
can be applied to site-specific conditions will be re- 
quired as part of the characterization of any site se- 
lected for permanent disposal of nuclear fuel waste. 
This report discusses the requirements for a sorp- 
tion database, including the sorption model used, 
sorption parameters, and data sources. It then 
comments on selected sorption values for a revi- 
sion of a previously published sorption database 
(Vandergraaf and Ticknor, 1994), incorporating 
data published since 1990. The appendix tabulates 
coefficients for the sorption equation for the sorp- 
tion of individual elements onto various minerals. 
CA DE EV PS SC 


A Revised conceptual hydrogeologic 
model of a crystalline rock environment, 
Whiteshell research area, southeastern 
Manitoba, Canada 


By D.R. Stevenson...et al. Pinawa, MB : AECL, 
Whiteshell Laboratories, 1996. 29 p. : iil., Maps, 
Bibl. (AECL research / Atomic Energy of Canada 
Ltd. ; AECL-11331 ISSN 0067-0367) 

ISBN 0-660-16461-2 CCG-P no. CC2-11331E 
MICROLOG 97-01 162 (1 fiche) 


Describes a revised conceptual hydrogeologic 
model of regional groundwater flow in the crystal- 


line rocks of the Whiteshell Research Area, Manito- 
ba. Model boundaries were selected to coincide 
with the natural hydraulic boundaries assumed for 
the regional groundwater flow systems in the area. 
Rocks of the modelled region were divided on the 
basis of fracture characteristics into three 
categories: fractured zones, moderately fractured 
rock, and sparsely fractured rock. A fault framework 
formed by 76 selected fractured zones was con- 
structed by linking the more prominent lineaments 
identified from satellite and airborne surveys, sur- 
face mapping, and borehole data. Physical 
rock/water properties were used to define a mathe- 
matical groundwater flow model, whose hydraulic 
properties were modified using an iterative process 
including sensitivity analysis and comparison with 
field measurements. 

CA DE NR SC 


Pour des copies de ces publications, contacter: 


Safer social habitat : North American and 
European meeting on preventing crime in 
public housing communities : final report 


Edited by Brandon C. Welsh and Claude Roy. Ot- 
tawa : Canada Mort & Housing Corporation, 
1996. 61 p. : Bibl. French ed. (Un Habitat social 
plus sûr...) : 97-01160/1. 

MICROLOG 97-01158 (1 fiche) 


Summarizes a meeting held to address the growing 
crime and insecurity problems faced by public 
housing communities across North America and 
Europe. Includes summaries of panel presentations 
on crime prevention/reduction programs in cities in 
Canada, the United States, and Europe; a review of 
a visit to La Petite Bourgogne, a downtown Mont- 
real public housing community that has reduced 
crime significantly through prevention schemes 
carried out In partnership with tenants, police, com- 
munity groups, and the city crime prevention 
agency; a report on Habitat Il, the second United 
Nations Conference on Human Settlements, and its 
need to place a greater emphasis on urban securi- 
ty; and an overall summary of the meeting. The ap- 
pendix contains a meeting program and a repori 
on La Petite Bourgogne. 

CA Cl DE JU MU SA SS 


Saint John Fundy Region Development 
Commission : Annual report 1995-96 


Saint John, NB : The Commission, 1996. i, 38 p. 
MICROLOG 97-00582 (1 fiche) 


Presents the activities of the Commission over the 
past year. Includes the Chairman and Generai 
Manager's report, a list of the Board of Directors 
with member municipality, name and occupation of 
each director, major development activities, entre- 
preneurship development, presentations, confer- 
ence and trade shows over the past year, the gath- 
ering and dissemination of information, planning 
and coordination activities, communication activi- 
ties, economic development projects, and informa- 
tion on administration. inciudes information on 
government assistance received by Fundy Region 
companies, a program summary and financial 
statements. On cover: Alberta Environmental Pro- 
tection : CHRS river study 

AP CO PR SS 


Saskatchewan Dairy Study : report of the 
1995 study 


Regina : Saskatchewan Milk Control Board, 1996. 
13 p. : il. 
MICROLOG 97-00661 (1 fiche) 


Presents results, meth , and analysis of the 
1995 Saskatchewan Dairy Study. The Study was 
introduced in 1980 with the purpose of obtaining 
an accurate reflection of actual producer costs of 
production for fluid milk. The 1995 study included 
33 farms selected according to geographic area, 
size, age, and production levels. Includes compari- 
sons of production costs as revealed in studies 
from 1983 to 1995. 

AG CO MS PR SC 


Saskatchewan state of the environment 
report : contributor guidelines 


By Laura Lawton. Regina : Saskatchewan Envi- 
ronment & Resource Management, Policy & Pub- 
lic Involvement Branch, 1996. 46 p. : Bibl. 
MICROLOG 97-00675 (1 fiche) 


The first part of this document provides back- 
ground on state of the environment (SOE) report- 
ing activities at the international level, within Can- 
ada, and in Saskatchewan. The second part de- 
scribes the purpose, reporting objectives, guiding 
principles, target audience, reporting approach, 
writing standards, communication strategy, and fu- 
ture directions of Saskatchewan’s SOE reporting. 
The appendix includes a style manual for SOE re- 


ports. 
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School success and school problems, 
parental attributes in the multicultural 
settings : departmental small scale 
1993/94 report 
By Esther Geva. Toronto : Ontario Institute for 
Studies in Education, 1994. 4 p. : Bibl. (OISE proj- 
ect / Ontario Institute for Studies in Education ; 
3039) ONTERIS ONO8364 
MICROLOG 97-01123 (1 fiche) 


Summarizes the results of a project undertaken to 
analyse interviews with ten Japanese mothers and 
12 teachers, in which they were asked to comment 
on a hypothetical case of an immigrant child with 
school difficulties and then respond to more direct 
questions about their own children, home-school 
communication, and educational aspirations. 

BS ED ON OR PR SS 


Science and technology data, 1995 


Ottawa : Industry Canada, Industry & Science 
Policy Sector, 1996. 31, 31 p. : i., Bibl. Bilingual 
(Données en sciences et technologie...). 
MICROLOG 97-00859 (1 fiche) 


This booklet provides figures statistical tables 
describing research & development (R-D), includ- 
ing data such as gross domestic expenditure 
(GERD), by sector, regional expenditures, federal 
expenditures on S&T & R&D, federal expenditures 
by performer, R&D tax credits, industrial expendi- 
tures by industry group, sources of funds, trade in 
R&D services, higher education R&D expenditures 
by major fields or source of funds, graduate de- 
grees by field, bachelor’s & professional degrees, 
women in undergraduate school, labour force par- 
ticipation & unemployment rates, technology adop- 
tion (computer use, productivity growth, wage 
growth, AMT used). International & interprovincial 
comparisons are provided & some historical data is 
given. 

CA CO DE PS SC ST 


Science North (Ont.) : Annual report 
1994-95 


Sudbury, ON : The Museum, 1995. 21 p. : iil. 
MICROLOG 97-00873 (1 fiche) 


Science North’s mission is to provide stimulating 
learning opportunities and experience throughout 
Northern Ontario, in English and French, for both 
residents ant tourists, which involve people in the 
relationships between science and technology and 
everyday life with a Northern emphasis. Provides 
information on theatre benefits and development, 
capital projects, special events and programs, mar- 
keting, extension services, school programs, mem- 
berships, and human resources. Includes lists of 
Board of Trustees and Science North staff, an audi- 
tor’s report, and financial statements. 

CU ON PR SS 


Second-language retention, an annotated 
bibliography 


By Andrea Vechter. Ottawa : Office of the Com- 
missioner of Official Languages, 1988. ii, 78 p. 
MICROLOG 97-01085 (1 fiche) 


Presents extensively annotated bibliographic refer- 
ences to research on the relationship between 
learning and retention as it affects and becomes 
evident in language. Citations are arranged alpha- 
betically by author and include scholarly journals, 
reports, and theses from Canada and the United 
States. Some citations and abstracts are in French. 
BS CA ED ND SS 


Sedimentology of placer gravels near Mt. 
Nansen, central Yukon Territory 


By W.P. LeBarge. Whitehorse : Indian & Northern 
Affairs Canada, Yukon Region, Exploration & 

ical Services Division, 1995. vi, 155 p. : ill. 
Maps, Bibl. (Bulletin / Northern Affairs Program 


(Canada). Yukon Region. Exploration & Geologi- 
cal Services Division ; 4) ISBN 0-662-22923-1 
CCG-P no. R71-53/4-1 995E 

MICROLOG 97-01113 (2 fiche) 


The objectives of this study were to: describe the 
sedimentology of the glacial and fluvial deposits of 
the Mount Nansen area, central Yukon; produce a 
surficial geological map; construct a palaeographic 
model, describe the Quarternary history of the 
area; and characterize the distribution of gold con- 
centrated in the area’s placer deposits. Study meth- 
odology included sampling and analysis of 31 grav- 
el sections in the valleys and tributaries of Victoria 
and Nansen creeks. This report includes a review 
of the area’s bedrock geology, local geology, and 
physigraphic settings; description of the facies 
scheme used in the lithological investigations; 
grain size distribution analyses; discussion of clast 
lithology and provenance, clay mineralogy and 
secondary features, genetic origins of each facies, 
the palaeoenvironmental origins of each measured 
section, and placer gold mineralization. The appen- 
dix includes details of the measured stratigraphic 
sections and X-ray diffraction data. 

CA ND NO NR SC 


Seismic analysis of mechanical systems at 
Pickering NGS 


By A. Ghobarah. Ottawa : Atomic Energy Control 
Board, 1995. ix, 85 p. : iil., Bibl. (Report / Canada. 
Atomic Energy Control Board ; INFO-0612) 
MICROLOG 97-00707 (1 fiche) 


The objective of this study is to assess the seismic 
Withstand capacity of selected safety-related me- 
chanical systems associated with the pressure re- 
lief duct at the Pickering A Nuclear Generating Sta- 
tion. These systems are attached to the duct and 
include the emergency coolant injection system 
piping, the vacuum ducts, the emergency water 
storage system, and seals. The study develops rep- 
resentative models of the mechanical systems and 
uses analytical simulations to determine the dy- 
namic characteristics and behaviour of the systems 
to inelastic nonlinear dynamic response of the 
pressure relief duct when subjected to severe levels 
of ground motion. The seismic performance of the 
various mechanical components attached to the 
duct were determined on the basis of performance 
criteria consistent with the safety function of the 
systems. The system performance is determined 
up to the point of structural collapse of the duct. 
CA EN ND PS SC 


Seismic stability of tailings dams and 
tailings deposits at Elliot Lake 


AGRA Earth & Environmental Ltd. Ottawa : Atomic 
Energy Control Board, 1996. v, 42 p. : iil., Maps, 
Bibl. (Report / Canada. Atomic Energy Control 
Board ; INFO-0643) 

MICROLOG 97-00680 (1 fiche) 


Presents an analysis of three tailings dams in the 
Elliot Lake region of Ontario to determine the po- 
tential crest displacements of the dams in the event 
of large earthquake ground motions having peak 
ground accelerations ranging between 0.2 and 1.0 
gravity. Analysis methodoiogies included finite ele- 
ment analysis and shear beam analysis. Also in- 
cludes a tailings runout analysis of one of the dams 
(Quirke Lake Main Dam) which investigated the 
possibility of tailings flowing and overtopping the 
perimeter embankments should the dikes fail due 
to liquefaction of their foundations. 

CA ND NR ON SC 


Sensitivity of Alberta lakes to acidifying 
deposition : an update of sensitivity maps 
with emphasis on 109 northern lakes 


By Karen A Saffran and David O. Trew. Edmon- 
ton : Alberta Environmental Protection, Water 
Management Division, Water Sciences Branch, 
1996. v, 70 p. : iil., Maps, Bibl. 

MICROLOG 97-01036 (1 fiche) 


Presents a refined representation of the pren 
of Alberta lakes to acidifying atmospheric 

tion, using data from 109 lakes in northern Alberta 
and 85 lakes in south and central Alberta. These 
data were used to enhance and refine the provin- 
clal maps of sensitivity to acid deposition. Basin 
soil characteristics, lake morphometry, trophic vari- 
ables, and acid-related variables are also presented 
for the 109 northem lakes and the relationship of a 
number of variables to pH is examined. Some sea- 
sonal trends are noted for those lakes for which 
sufficient data exist. Appendices include tables of 
water chemistry data. 

AL EV NR PR SC 


Service des bibliothèques de l'Ontario Sud 
: Rapport annuel 1992-93 


London, ON : le Service, 1993. 6 p. : ill. 
MICROLOG 97-00903 (1 fiche) 


Le SBOS a entrepris des initiatives pour aider les 
bibliothéques a se développer comme points 
d’accés à des nouvelles technologies d'information 
et pour promouvoir le secteur à l'intérieur de 
l'arène politique. On traite de la gouvernance du 
service, planification et programmes, travail com- 
munautaire et partenariats (registre environnemen- 
tal, Programme de formation des administrateurs, 
Excel /guide à l'intention des petites bibliothèques 
publiques), alliances stratégiques (Ontario Library 
Association), et services (INFO/RIO, SOLScape, 
base de données INFO/RIO, version 6.06 du logi- 
ciel IMPACT, logiciel du prêt entre bibliothèques et 
des télécommunications AVISO et le logiciel Post- 
master, développement des bibliothèques, et con- 
sultations auprès des petites bibliothèques, bi- 
bliothèques rurales et de comté). On donne des 
états financiers aussi. 
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Service des bibliothèques de l'Ontario Sud 
: Rapport annuel 1993-94 


London, ON : le Service, 1994. 8 p. 
MICROLOG 97-00902 (1 fiche) 


Le SBOS a entrepris des initiatives pour aider les 
bibliothèques à se développer comme points 
d'accès à des nouvelles technologies d'information 
et pour promouvoir le secteur à l'intérieur de 
l'arène politique. On traite de la gouvernance du 
service, planification et programmes, travail com- 
munautaire et partenariats (registre environnemen- 
tal, Programme de formation des administrateurs, 
Excel/guide à l'intention des petites bibliothèques 
publiques), alliances stratégiques (Ontario Library 
Association), et services (INFO/RIO, SOLScape, 
base de données INFO/RIO, version 6.06 du logi- 
ciel IMPACT, logiciel du prêt entre bibliothèques et 
des télécommunications AVISO et le logiciel Post- 
master, développement des bibliothèques, et con- 
sultations auprès des petites bibliothèques, bi- 
bliothèques rurales et de comté). On donne des 
états financiers aussi. 

CU ON PR SS 


Services aux personnes âgées 
canadiennes victimes d’abus 


Chercheurs responsables, Elizabeth Pittaway, 
Elaine Gallagher ; chercheurs régionaux, Michael 
Stones...et al. Victoria : Ministry of Health & Min- 
istry Responsible for Seniors, Office for Seniors, 
Interministry Committee on Elder Abuse ; Univer- 
sity of Victoria, Centre on Aging ; Ottawa : Santé 
Canada, Division de la prévention de la violence 
familiale, 1994. xiv, 123 p. : !., Bibl. L’éd. an- 
glaise (Services for abused...) : 95-06790/2. 
MICROLOG 97-01069 (2 fiche) 


L'objectif général de cette recherche était la révi- 
sion des programmes des organismes qui four- 
nissent des services dans les diverses com- 
munautés autochtones, multicultureiles et 
régionales au Canada. Le projet comprenait trois 
phases. La phase Il, qui fait l'objet de ce rapport, 
visait à étudier les différentes agences de services 
dans le but de déterminer la capacité des différents 
modèles et services à répondre aux besoins d’un 
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grand nombre de personnes âgées canadiennes 
victimes d'abus et d'examiner l'accessibilité des 
services, compte tenu des différences ethniques et 
régionales. Un autre objectif majeur était d’exa- 
miner le processus même de l'abus. 
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Setting of stratiform, sediment-hosted 
lead-zinc deposits in Yukon and 
northeastern British Columbia 


By J.G. Abbott, S.P Gordey and D.J. Tempelman- 
Kluit. Vancouver, BC : Geological Survey of Can- 
ada ; Whitehorse : Indian & Northern Affairs Can- 
ada, Exploration & Geological Services Division, 
1996. 18 p. : Maps, Bibl. In Mineral Deposits of 
Northern Cordillera. 

MICROLOG 97-01107 (1 fiche) 


Sediment-hosted stratiform lead-zinc deposits of 
Cambrian to Mississippian age occur in two of four 
dominantly clastic assemblages that for the outer 
part of the Upper Proterozoic and Palaeozoic Cor- 
dilleran miogeocline in Yukon and north-east Brit- 
ish Columbia. This paper considers the Selwyn Ba- 
sin and the Cassiar, Mackenzie, and MacDonald 
Platforms to be integral parts of the Cordilleran 
miogeocline. It briefly describes the stratigraphic 
and structural framework of the miogeocline in the 
northern Cordillera, and attempts to relate the sedi- 
ment-hosted deposits to Its evolution. 

BC CA ND NO NR SC 


Seven sources of change in Vancouver 
housing prices, 1981-91 


By Eric J. Heikkila and Stan W. Hamilton. Ottawa : 
Canada Mortgage & Housing Corporation, 1995. 
24 p. : ill., Bibl. 

MICROLOG 97-01195 (1 fiche) 


The objective of the research reported is to gain 
fundamental empirical insights into the sources of 
change in residential property values in the metro- 
politan Vancouver area through a detailed analysis 
and comparison of 1981 and 1991 census and real 
estate data. A simple yet persuasive new methodol- 
ogy was used to decompose 1981-1991 price 
changes into seven distinct components: demand 
due to population growth; changing preferences for 
housing attributes; changing preferences for neigh- 
bourhood characteristics; changes in the accessi- 
bility gradient; market valuation of changes to 
housing attributes; market valuation of changes in 
neighbourhood profiles; and market valuation of 
changes in accessibility. The results provide fresh 
insights into the effectiveness of the Greater Van- 
couver Regional District in shaping metropolitan 
growth through its Regional Town Centres initiative. 
BC CA MU ND SA SS 


Shape and composition of lode and placer 
old from the Klondike District, Yukon, 
nada 


By J.B. Knight, S.R. Morison and J.K. Mortensen. 
Whitehorse : Indian & Northern Affairs Canada, 
Yukon Region, Exploration & Geological Services 
Division, 1994. viii, 142 p. : ii., Maps, Bibi. (Bulle- 
tin / Norther Affairs Program (Canada). Yukon 
Region. Exploration & Geological Services Divi- 
sion ; 3) ISBN 0-662-21225-08 CCG-P 

no. R72-232/1993E 

MICROLOG 97-01115 (2 fiche) 


The first part of this report describes a study of the 
major and trace element composition of about 
2,700 gold particles from 21 gold-bearing mesoth- 
ermal quartz veins and 35 placer gold samples 
from the Klondike District, Yukon. Measured con- 
tents of gold, silver, copper, and mercury were 
used to define a characteristic geochemical signa- 
ture for each of the vein samples, and these signa- 
tures were then compared with the various compo- 
sitional populations distinguished within each of 
the placer samples. Preliminary conclusions relat- 
ing to placer gold sources are derived. The second 
part ls a semi-quantitative study of various physical 
features of the lode and placer gold particles. 


Shape parameters of roundness and flatness, and 
the characteristics of the high fineness rims were 
determined using a classification method. Relation- 
ships were derived between those parameters and 
distance of transport of a particle. 
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Short term directions : annual report on 
results, 1993-94 


Ontario. Ministry of Transportation. Operations 
Division. Resources t Branch. 
Downsview, ON : The Branch, 1994. 21 p. : iil. 
MICROLOG 97-00897 (1 fiche) 


This annual report presents another phase in the 
direction setting process which began in 1992. It in- 
cludes an overview, the Ministry of Transportation's 
objectives and the Operations Division’s achieve- 
ments, and a report on the results by business 
areas for the year. These areas include: area cor- 
porate service centres, drivers and vehicles, carrier 
and vehicle enforcement, pre-contract engineering, 
construction, municipal, operations and mainte- 
nance, and occupational health and safety. A direc- 
tion setting process chart Is also included. 
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Short term directions : annual report on 
results, 1994-95 


Ontario. Ministry of Transportation. Operations 
Division. Resources Management Branch. 
Downsview, ON : The Branch, 1995. 22 p. 
MICROLOG 97-00895 (1 fiche) 


This annual report presents another phase in the 
direction setting process which began in 1992. It in- 
cludes an overview, the Ministry of Transportation's 
objectives and the Operations Division's achieve- 
ments, and a report on the results by business 
areas for the year. These areas include: area cor- 
porate service centres, drivers and vehicles, carrier 
and vehicle enforcement, pre-contract engineering, 
construction, municipal, operations and mainte- 
nance, and occupational health and safety. A direc- 
tion setting process chart is also included. 

ON PR PW SC TR 


Short-term dynamic psychotherapy : 
summary report 


By Otto Weininger. Toronto : Ontario Institute for 
Studies in Education, 1993. 21 p. : Bibl. (OISE 
project / Ontario Institute for Studies in Education 
; 3016) ONTERIS ONO8401 

MICROLOG 97-01129 (1 fiche) 


Through a discussion of its features and an exami- 
nation of the literature, this paper attempts to pro- 
vide a definition of short-term psychotherapy. Top- 
ics covered include the time limit for considering 
psychotherapy to be short-term, the initial patient 
assessment and general selection criteria, tech- 
niques and therapeutic principles, transference and 
its uses, countertransference, the focusing princi- 
ples, termination and outcome studies. 

BS ED ON OR PR SS 


The Simultaneous determination of the 
residual components of Romet-30 and 
Tribrissen in salmonid products by HPLC 


By B.G. Burns...et al. Halifax : Dept. of Fisheries & 
Oceans, Inspection Branch, Scientific & Technical 
Services Laboratory, 1996. vi, 18 p. : iil., Bibl. (Ca- 
nadian technical report of fisheries and aquatic 
sciences / Canada. Dept. of Fisheries & Oceans ; 
no. 2008 ISSN 0706-6457) CCG-P no. Fs 
97-6/2008E 

MICROLOG 97-01177 (1 fiche) 


Romet 30 and Tribrissen are antibiotic preparations 
approved for use in the treatment of bacterial 
diseases in aquacultured fish. Romet contains sul- 
fadimethoxime and ormetoprim, and Tribrissen 
contains sulfadiazine and trimethoprim, as the sul- 
phonamide and potentiator respectively. This re- 
port describes a simple, reliable method for analyz- 
ing those four components simultaneously in order 


to minimize work required when routinely monitor- 
ing aquacultured fish for trace levels of antibiotic 
residues. The method employs high pressure liquid 
chromatography of an extracted, clarified, and par- 
titioned sample. Analytical results are presented for 
cultured salmon and rainbow trout samples. 

CA CF FI LS ND SC 


La Situation des petites entreprises : 
rapport annuel sur les petites entreprises 
en Ontario, 1990 


Ontario. Ministère de l’industrie, du commerce et 
de la technologie. Petites entreprises Ontario. 
Toronto : I’ , 1990. xx, 155 p. 

MICROLOG 97-00824 (2 fiche) 


Cette publication offre des figures et tableaux sta- 
tistiques qui décrivent la situation des petites en- 
treprises en Ontario. On traite des PE dans 
l'économie (environnement économique, impact 
économique, gagnants et perdants de l’industrie); 
perspectives (entreprises familiales, petites en- 
treprises franco-ontariennes, financement); et le 
rôle du gouvernement (Petites Entreprises Ontario, 
formation des entrepreneurs, personnel et qualifi- 
cations). 
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Small business growth and employment in 
British Columbia 


Victoria : Ministry of Small Business, Tourism & 
Culture ; Ministry of Finance & Corporate Rela- 
tions, BC Stats ; Western Economic Diversifica- 
tion Canada, 1994. 7 p. : ill. 

MICROLOG 97-00945 (1 fiche) 


Documents the growth in the number of small 
businesses and their employment in British Colum- 
bia from the earty 1980s to the mid-1990s. Statistics 
and discussion are assembied for a series of top- 
ics, including numbers of firms, the regional impact 
of small businesses, international trade, small busi- 
ness in emerging industries, job creation, and self- 
employment. Comparisons with other provinces 
are included. 
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Société de gestion du fonds du patrimoine 
du nord de l'Ontario : Rapport annuel 
1990-91 


Sautt-Ste-Marie, ON : la Société, 1991. 20, 20 p. : 
ill. ISSN 0847-5628 
MICROLOG 97-01149 (1 fiche) 


Document présentant le rapport annuel de la So- 
ciété de gestion du fonds du patrimoine du nord de 
l'Ontario. Le Fonds, qui s'est engagé à verser 360 
millions de dollars en douze ans, vise à investir 
dans le développement économique des collec- 
tivités et des ent du nord de l'Ontario. Le 
Fonds est géré par la Société. Ce rapport présent 
les états financiers. 
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Société internationale de l'Ontario : 
Rapport annuel 1987-88 


Toronto : la Société, 1988. 10, 10 p. : il. 
ISSN 0829-8440 
MICROLOG 97-00624 (1 fiche) 


La Société a été créée pour stimuler la création 
d'emplois en Ontario et pour générer des revenus 
dans la province en accroissant l'exportation de 
services et de biens connexes. Ce rapport annuel 
présente les activités générales de la Société, les 
résultats de son intervention, l'organisation admin- 
istrative et les états financiers. 
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Société internationale de |’Ontario : 
Rapport annuel 1988-89 


Toronto : la Société, 1989. 11, 11 p. Bilingue. 
ISSN 0829-8440 
MICROLOG 97-00623 (1 fiche) 


La Société a été créée pour stimuler la création 
d'emplois en Ontario et pour générer des revenus 
dans la province en accroissant l'exportation de 
services et de biens connexes. Ce rapport annuel 
présente les activités générales de la Société, les 
résultats de son intervention, l'organisation admin- 
istrative et les états financiers. 

CO EX ON PR SS 


Société internationale de |’Ontario : 
Rapport annuel 1989-90 


Toronto : la Société, 1990. 13, 13 p. 
ISSN 0829-8440 
MICROLOG 97-00622 (1 fiche) 


La Société a été créée pour stimuler la création 
d'emplois en Ontario et pour générer des revenus 
dans la province en accroissant l'exportation de 
services et de biens connexes. Ce rapport annuel 
présente les activités générales de la Société, les 
résultats de son intervention, l’organisation admin- 
istrative et les états financiers. 

CO EX ON PR SS 


Société québécoise des transports : 
Rapport annuel 1995 


Québec : la Société, 1996. 17 p. ISSN 0838-2328 
MICROLOG 97-00785 (1 fiche) 


La mission de la Société est de favoriser l’implanta- 
tion, la modernisation, l'expansion, la consolidation 
ou le regroupement d'entreprises du secteur des 
transports pour répondre aux besoins commer- 
ciaux et industriels du Québec, de favoriser l'expor- 
tation des biens qui y sont produits, de maximiser 
les retombées socio-économiques découlant des 
activités du transport et d'exercer les activités d’une 
compagnie de portefeuille dans le secteur des 
transports. Ce rapport annuel présente une vue 
d'ensemble des activités et des réalisations de la 
Société. Il inclut les états financiers consolidés. 

PR QU SC TR 


Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 
1986-87 


Ottawa : The Program, 1987. 10, 10 p. Bilingual 
(Programme d'amélioration du milieu...). 
MICROLOG 97-01072 (1 fiche) 


Presents the operation of the Soil and Water Envi- 
ronmental Enhancement Program in southwestern 
Ontario. SWEEP activities are divided into seven 
sub-programs. Each sub-program is under the ju- 
risdiction of a federal or provincial government 
body. Some of the sub-programs are implemented 
by a joint effort of two or more agencies. Sub-pro- 
grams |, Il and Ill are administered by the federal 
government while sub-programs IV, V and VI are 
under provincial responsibility. Sub-program VII is 
administered by the two levels of government. This 
report explains each sub-program and summarizes 
the year’s activities. 

AG CA EV ON PR SC 


Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 
1987-88 


Ottawa : The Program, 1988. ii, 11 p. Bilingual 
(Programme d'amélioration du milieu...). 
MICROLOG 97-01073 (1 fiche) 


Presents the operation of the Soil and Water Envi- 
ronmental Enhancement Program in southwestem 
Ontario. SWEEP activities are divided into seven 
sub-programs. Each sub-program is under the ju- 
risdiction of a federal or provincial government 
body. Some of the sub-programs are implemented 
by a joint effort of two or more agencies. Sub-pro- 


grams |, II and Il! are administered by the federal 
government while sub-programs IV, V and VI are 
under provincial responsibility. Sub-program VII is 
administered by the two levels of government. This 
report explains each sub-program and summarizes 
the year’s activities. 

AG CA EV ON PR SC 


Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1988-89 


Soil & Water Environmental Enhancement Pro- 
gram (Canada). Ottawa : The Program, 1989. 13, 
15 p. Bilingual. 

MICROLOG 97-01088 (1 fiche) 


Presents the operation of the Soil and Water Envi- 
ronmental Enhancement Program in southwestem 
Ontario. SWEEP activities are divided into seven 
sub-programs. Each sub-program is under the ju- 
risdiction of a federal or provincial government 
body. Some of the sub-programs are implemented 
by a joint effort of two or more agencies. Sub-pro- 
grams |, Il and Ill are administered by the federal 
government while sub-programs IV, V and VI are 
under provincial responsibility. Sub-program VII is 
administered by the two levels of government. This 
report explains each sub-program and summarizes 
the year’s activities. 

AG CA EV ON PR SC 


Les Soins de santé primaires 


Winnipeg : Santé Manitoba, Groupe de consulta- 

tion sur la santé au Manitoba, 1994. v, 115 p. : iil, 
Bibl. L’éd. anglaise (Primary health care review) : 

97-00816/2. 

MICROLOG 97-00817 (2 fiche) 


Le Groupe de consultation sur la santé a été créé 
pour prodiguer des conseils et faire des recom- 
mandations au Ministre de la Santé sur certaines 
questions d'intérêt actuel touchant la prestation des 
services de santé aux Manitobains. Lorsqu'un 
groupe de travail a présenté son rapport final sur 
toutes les questions qui relèvent de son mandat ou 
sur un volet important de ce dernier, le Comité 
directeur étudie le rapport et le transmet au Minis- 
tre, avec ses propres recommandations. Ce rap- 
port, ainsi que les autres qui seront présentés au 
Ministre, se divise donc en deux sections : le rap- 
port final du groupe de travail, qui sert de docu- 
ment de référence, et une déclaration où le Comité 
directeur présente son point de vue. Les deux sec- 
tions sont présentées dans ce document et constit- 
uent le rapport définitif sur les services de santé no- 
vateurs, en ce qui a trait aux soins de santé pri- 
maires. 

HE MS PR SS 


Sommaire de la réponse du personnel de 
la CCEA à l’étude d’impact . 
environnemental concernant le concept 
canadien de stockage permanent des 
déchets de combustible nucléaire 


Canada. Commission de contrôle de l'énergie 
atomique. Ottawa: la Commission, 1995. |, 14 p. : 
Bibl. (Rapport / Canada. Commission de contrôle 
de l'énergie atomique ; iNFO-0585-2) 
MICROLOG 97-00691 (1 fiche) 


L'Étude d'impact environnemental concernant le 
concept canadien de stockage permanent des 
déchets de combustible nucléaire a été rendue 
publique en octobre 1994, conformément aux 
lignes directrices émises en 1992 par une commis- 
sion chargée d'évaluer ce concept. Ce document 
traite essentiellement des lacunes de l'Etude d’im- 
pact et insiste naturellement sur les aspects néga- 
tifs du rapport. Notons toutefois qu’un grand nom- 
bre de questions sont traitées avec justesse et suf- 
fisamment en profondeur. 

CA EV ND PS SC 


Source term for the bounding assessment 
of Canadian nuclear fuel waste disposal 


concept 


By P. Flavelle. Ottawa : Atomic Energy Control 
Board, 1996. vili, 34 p. : H!., Bibl. (Report / Can- 
ada. Atomic Energy Control Board ; INFO-0634) 
MICROLOG 97-00699 (1 fiche) 


In this report, a reference used fuel (Bruce A) is em- 
ployed to derive the source term for contaminant 
releases from the emplacement canisters used in 
the Canadian nuclear fuel waste disposal concept. 
This requires development of a container failure 
function which defines the age of the fuel when the 
canister is perforated and flooded. The source term 
is expressed as the ti t fractional re- 
lease rate from the used fuel or as the time-depen- 
dent contaminant concentrations in the canister 
porewater. It is derived as the superposition of an 
instant release, comprising the upper bound of the 
gap and grain boundary inventory in the used fuel, 
and the long-term dissolution of the used fuel ma- 
trix. Several dissolution models under different con- 
ditions are evaluated, and the one resulting in the 
highest release rate/highest porewater concentra- 
tion is adopted as the bounding case. Comparisons 
between models are made on the basis of the po- 
tential ingestion hazard of the canister porewater, 
to account for differences in the hazard of different 
radionuclides. 

CA EV ND PS SC 


South Central Health District, 1995 
elections : final report 


South Central District Health Board (Sask.). Wey- 
bum, SK : The Board, 1995. 12 p. 
MICROLOG 97-00650 (1 fiche) 


Reports the results of health board elections in the 
South Central Health District of Saskatchewan. In- 
cludes poil-by-poll vote counts, comments from the 
returning officer, and tables showing election ex- 
penses and supplies. 

HE MS MU PA PR SS 


South Country Health District, 1995 
elections : final report 


South Country District Health Board (Sask.). As- 
siniboia, SK : The Board, 1995. 7 p. 
MICROLOG 97-00693 (1 fiche) 


Reports the results of health board elections in the 
South Country Health District of Saskatchewan. In- 
cludes poll-by-poll vote counts, comments from the 
returning officer, and tables showing election ex- 
penses and supplies. 

HE MS MU PA PR SS 


Space radiation environment estimation 
for RADARSAT II 


By L Varga, G.T. Pepper and P Woods. Ottawa : 
National Defence, Defence Research Establish- 
ment Ottawa, 1996. vii, 26 p. : ii/., Bibl. (Report / 
Defence Research Establishment Ottawa ; no. 
1292) 

MICROLOG 97-00787 (1 fiche) 


To design a satellite system that can withstand the 
rigors of the ionising radiation present in space 
throughout a desired mission, the space radiation 
environment and the impact of that environment on 
the electronic systems of the satellite must be ad- 
dressed. This report describes a study to determine 
the best estimate of the radiation environment and 
the resulting total lonising radiation dose that will 
be encountered by the Radarsat II satellite. The 
study method exploits utilisation of space radiation 
environmental models: the AE-8 trapped radiation 
model to determine total mission electron flux, 
CREME to obtain the contribution from galactic 
cosmic rays and solar flares, and AP-8 to estimate 
the trapped proton flux. Radiation transport codes 
such as TRIM and ITS 3.0 were used to determine 
total dose. Results are presented for electron, pro- 
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ton, and heavy lon contributions to the total dose. 
CA ND PS SC 


Speakers of the House of Commons 


By Gary Levy. Ottawa : Library of Parliament, 
1996. vi, 126 p. : HI., Bibl. Cover title: Speakers of 
the Canadian House of Commons. French ed. 
(Les Présidents de la Chambre des communes) : 
97-01166/2. ISBN 0-662-22402-7 CCG-P no. YM 
20-2/1994E 

MICROLOG 97-01165 (2 fiche) 


The Speaker of the House of Commons has three 
roles: ceremonial, quasi-judicial, and administra- 
tive. This book is a collection of biographies, in 
chronological order, of all the Speakers who have 
held the office since Confederation in 1867. It in- 
cludes a bibliography not only of works concerning 
the office of Speaker but also material by and 
about the Individual Speakers. 

CA DE PA SS 


Special Forces Pension Plan : Annual 
report 1995 


Alberta. Special Forces Pension Board. Edmon- 
ton : The Board, 1996. 32 p. : iil. 
MICROLOG 97-01031 (1 fiche) 


The Special Forces Pension Plan was established 
in 1979 as a defined benefit pian for police officers, 
including police chiefs and deputy chiefs, em- 
ployed by local authorities In Alberta. The Plan is 
governed by a 7 member Board, who are responsi- 
ble for setting policy guidelines for both the invest- 
ment and management of the fund. This annual re- 
port presents a message from the Chair, a profile of 
the Board, investment and administration high- 
lights, the actuarial cost certificate, management's 
responsibility for financial reporting, a glossary of 
investment terms, and a directory. An auditor's re- 
port and financial statements are also included. 

AL JU LA PA PR SS 


Special report on Farm Q Ltd. 


Ontario. Legislative Assembly. Standing Commit- 
tee on the Ombudsman. Toronto : The Standing 
Committee, 1990. 4 p. On cover: 2nd Session, 
34th Parliament, 39 Elizabeth II. 

MICROLOG 97-00821 (1 fiche) 


Reports proceedings of the Ontario Ombudsman 
and the Ministry of Agriculture & Food in a case 
concerning the Ministry’s denial of compensation 
to a farm for financial losses as a result of the 
farm’s reliance on inaccurate data produced and 
published by the Ministry. The issue considered in 
the case was the Ministry’s liability in the matter. 
Concludes with a recommendation regarding a 
method of arbitration for deciding compensation. 
JU ON PA PR SS 


Speculative behaviour, regime-switching 
and stock market crashes 


By Simon Van Norden and Huntley Schaller. Ot- 
tawa : Bank of Canada, 1996. 55 p. : iil., Bibl. 
(Working paper / Bank of Canada ; 96-13 

ISSN 1192-5434) ISBN 0-662-25054-0 
MICROLOG 97-00783 (1 fiche) 


This paper uses regime-switching econometrics to 
Study stock market crashes and to explore the abil- 
ity of two very different economic explanations to 
account for historical crashes. The first explanation 
is based on historical accounts of manias and pan- 
ics. Its key features are that overvaluation increases 
the probability of the expected size of a crash. This 
explanation is examined using data from the United 
States for 1926 to 1989. The second explanation is 
based on switches in fundamentals. Section two of 
the paper develops models of speculative 
behaviour and switching fundamentals, and section 
three shows the relationship between speculative 
behaviour and a switching-regression specification, 
and tests the null hypothesis that stock market re- 
tums are unrelated to the deviation from fundamen- 
tal price using parametric restrictions on the switch- 


ing-regression specification. The final sections 
present parameter estimates of the model of 
switching fundamentais, discuss to what extent 
shifts in fundamentals explain the switching-regres- 
sion results, and analyse how weil the probabilities 
of collapse generated by each model accord with 
actual stock market crashes. 

CA CO DE PS SS 


Speech from the Throne delivered at the 
opening of the first session of the forty- 
third general assembly of the Province of 
Newfoundland, Wednesday, March 20th, 
1996 


By the Honourable Frederick W. Russell, Lieuten- 
ant-Governor. St. John’s : The Province, 1996. 

17 p. 

MICROLOG 97-01171 (1 fiche) 


This document contains the text of the speech from 
the Throne. It addresses such matters as a new 
mandate, offshore petroleum, West Coast petrole- 
um, developing renewable resources, building a 
new economy, the information highway, revitalizing 
rural communities, manufacturing and processing, 
small business, Aboriginal peoples, integrating so- 
cial and economic policy, strategic social planning, 
meeting the needs of people, public service work- 
ers making a valuable contribution to the quality of 
life, partnerships to protect the environment, health, 
educational reform, strengthening Newfoundland 
and Labrador for a stronger Canada, and the vol- 
untary sector. 

AP PA PR SS 


Sport and recreation, towards 2000 : draft 
summary of findings and strategies for 
action 


Whitehorse : Yukon Community & Transportation 
Services, Sport & Recreation Branch, 1996. iv, 


50 p. 
MICROLOG 97-00655 (1 fiche) 


Presents a series of strategies for improving the Yu- 
kon recreation and sport delivery system, as devel- 
oped from consultations with Yukon communities, 
First Nations, sport organisations, recreation 
groups, and the general public. The strategies are 
presented and discussed in the following areas: the 
territorial sport/recreation delivery system; inter- 
departmental and intergovernmental relationships; 
sport funding; special recreation groups; commun- 
y recreation; and Yukon Aboriginal people and 
partnerships to strengthen Aboriginal recreation de- 
vel Lt 


opment. 
CU NO PR SS 


St. Clair Parkway Commission (Ont.) : 
Annual report 1981 


Samia, ON : The Commission, 1982. 6 p. : iil. 
MICROLOG 97-00894 (1 fiche) 


The primary goai of the Commission is to ensure 
an interconnecting system of parks using all the en- 
vironmental characteristics of the region. This re- 
port provides highlights of the year, financial 
schedules of operations of the golf course, Sarnia 
Bay, and the marine park, along with notes of the 
schedules. 

CU ON PR PW SS 


St. Clair Parkway Commission (Ont) : 
Annual report 1982 


Sarnia, ON : The Commission, 1983. 6 p. : ill. 
MICROLOG 97-00893 (1 fiche) 


The primary goal of the Commission is to ensure 
an interconnecting system of parks using all the en- 
vironmental characteristics of the region. This re- 
port provides highlights of the year, financial 
schedules of operations of the golf course, Sarnia 
Bay, and the marine park, along with notes of the 
schedules. 

CU ON PR PW SS 


A Statistical profile of urban poverty 


By Clarence Lochhead and E. Richard Shiilling- 
ton. Ottawa : Canadian Council on Social Devel- 
opment, Centre for International Statistics, 1996. 
lv, 71 p. : dil. French ed. (Un Profil statistique de la 
pauvreté urbaine) : 97-01154/1. 

ISBN 0-88810-441-3 

MICROLOG 97-01071 (1 fiche) (Available on fiche 
only) 


Provides a factual resource for those doing re- 
search on urban poverty, using a standardized set 
of data. Begins by highlighting some key findings 
from a comparative analysis of poverty between 
1973 and 1994. Section one presents some inter- 
urban comparisons among selected demographic 
groups: children, two-parent families, the elderly, 
and working-age individuals. The comparisons 
demonstrate the diversity in the profile of poverty 
and illustrate some of the methods of analyzing the 
data presented in the individual city profiles. Sec- 
tion two presents a series of one-page profiles of 
Canada, each of the provinces, and 25 major cen- 
sus metropolitan areas. The profiles consist of po- 
verty statistics on unattached individuals (by age 
and sex), economic families (by type and age), 
children (by age), and all persons (by age, sex, and 
minority group). Tables are also included showing 
poverty rates for families, unattached individuals, 
and children for each municipality within the large 
metropolitan areas. Includes glossary. 

CA Cl MU SA SS ST 


Statistical supplement to the annual report 
1993 


Ontario. Workers’ Compensation Board. Toronto : 
The Board, 1993. 34 p. ISSN 0848-5046 
MICROLOG 97-00772 (1 fiche) 


This statistical supplement to the annual report in- 
cludes claim volumes and profiles, occupational fa- 
talities, the duration of short-term disability benefits, 
future economic loss, non-economic loss and pen- 
sion awards, and vocational rehabilitation activities. 
Claim volumes are by number of registrations in a 
year, accidents in a year registered as of March 31 
of the following year, and accidents in a year with 
estimate for maturing; profiles are by age, gender, 
nature of injury and disease, part of body injured, 
type of accident, source of injury, occupation, and 
industry; fatalities are by year of registration and 
year allowed; awards are for initial determination, 
first review, and new; pension awards are those 
awarded during the year and those active at the 
end of the year by percentage of permanent dis- 
ability; vocational rehabilitation activities are those 
injured workers referred for rehabilitation or com- 
pleting rehabilitation programs. 

LA ON PR SS ST 


Statistiques du logement au Canada, 1995 


Ottawa : Société canadienne d’hypothéques et de 
logement, 1996. 94 p. : iil. 
MICROLOG 97-00638 (2 fiche) 


Ce rapport a pour objet de réunir des données con- 
cernant la construction d'habitations et les prêts hy- 
pothécaires au Canada. Les données sont pour la 
plupart tirées des opérations de la SCHL et des 
publications de Statistique Canada. Le document 
comprend des statistiques sur la construction 
d'habitation; crédit hypothécaire; frais d'habitation, 
coûts de construction et prix des terrains; et 


demande de logements: facteurs démographiques. 
CA DE PL SA SS ST 


Statistiques fiscales des particuliers, 
année d'imposition 1994 


Sainte-Foy, PQ : Gouvernement du Québec, Min- 
istère des finances ; Ministère du revenu, 1996. 
xi, 236 p. : HI. ISSN 1206-1964 

MICROLOG 97-01061 (3 fiche) 


Ce document présente les statistiques fiscales en 
matière d'impôt sur le revenu des particuliers pour 
l'année d'imposition. Les informations qui y sont 
présentées proviennent de l'ensemble des déclara- 
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tions de revenus des contribuables cotisées 
mécaniquement. La partie 1 présente un sommaire 
des résultats, les tableaux statistiques détaillés des 
déclarations de revenus des particuliers se re- 
trouvent à la partie 2. 

CO PA PR QU SS ST 


Strategic social plan consultation paper 


St. John's : Government of Newfoundland & La- 
brador, 1996. 77 p. : iil. Strategic social plan pub- 
lic dialogue, social policy workbook (23 p.) laid in. 
MICROLOG 97-00762 (2 fiche) 


The Newfoundland government intends to develop 
a social plan that will consider the accessibility, fair- 
ness, and affordability of such services as health 
care, education, justice, and social services. The 
plan will assess needs and priorities for the future 
and will decide how Newfoundianders should 
share the responsibility for maintaining their social 
system in the future. This consultation paper pro- 
vides background information and raises issues 
and perspectives for discussion during the public 
consultation process being conducted as part of 
plan development. The opening chapters describe 
this process, examines some key changes that will 
shape social policy and programs, and looks at 
some areas of particular concern and challenge to- 
day. The main part of the paper examines various 
human service programs and initiatives in more de- 
tail, and discusses some of the trends, problems, 
and financial realities likely to influence how such 
services are provided in the future. This part also 
looks at the role of the volunteer sector. Each chap- 
ter ends by presenting some of the kinds of choices 
that will have to be made to formulate a strategy for 
the future. 

AP PR SA SS ST 


A Strategy for adult literacy /education in 
Prince Edward Island 


Charlottetown : Office of Higher Education, Train- 
ing & Adult Learning, 1996. iv, 43 p. : ill. Cover 
title: Tough challenges, great rewards : a strategy 
for aduit literacy/education. 

MICROLOG 97-00832 (1 fiche) 


In Prince Edward Island, low literacy skills are a 
complex probiem for the 40% of the adult popula- 
tion who can read only simple material; in addition, 
17% cannot read at all. The introduction to this re- 
port reviews the state of literacy in the province and 
the need to upgrade islanders’ literacy levels, a key 
factor in achieving a stronger and more prosperous 
province. Current initiatives and resources involved 
in adult literacy education are reviewed and a strat- 
egy is presented for improving adult literacy in the 
broader context of adult education. This strategy 
contains a mission statement, list of guiding princi- 
ples, a set of priority planning issues, an overall 
goal, eight specific objectives, and an implementa- 
tion plan. Objectives include formation of a struc- 
tured adult literacy /education system, establish- 
ment of partnerships, and facilitation of a continu- 
um of learning in a community learning environ- 
ment. 

AP ED PR SS 


Strathcona-Westmin Provincial Park 
master plan 


BC Parks. Strathcona District. Parksville, BC : The 
District, 1996. ii, 86 p. : Maps, Bibl. Cover title: 
Master plan for Strathcona-Westmin Provincial 
Park. 

MICROLOG 97-00927 (1 fiche) 


Strathcona-Westmin Provincial Park is surrounded 
by Strathcona Provincial Park in central Vancouver 
Island. The park is unique in British Columbia in 
that it contains an operating mine. The park master 
plan presented in this document has the goal of ac- 
commodating the mine and, at the same time, pro- 
tecting natural resources and providing recreation 
opportunities within the Park. As portions of the 
Park are no longer needed for mining activities, 
they will be added progressively to Strathcona Pro- 
vincial Park. Sections of the plan cover the role of 


the Park, zoning (non-conforming use, intensive 
recreation, natural environment, special features), 
natural and cultural resource management, visitor 
services, and plan implementation. The appendix 
Includes a summary of background information on 
the Park, a summary of public comments on the 
draft version of the master plan, and a mine 
decommissioning plan. 

BC NR PR SC 


Stratigraphy and structure of Paleozoic 
rocks beneath western Lake Ontario 


By B.V. Sanford. Ottawa : Atomic Energy Control 
Board, 1995. vi, 21 p. : iil., Bibl. (Report / Canada. 
Atomic Energy Control Board ; INFO-0613) Fold. 
maps not filmed. 

MICROLOG 97-00706 (1 fiche) 


Presents and discusses results of a project that 
mapped bedrock deposits in the Lake Ontario off- 
shore during a 1992 marine seismic survey cover- 
ing some 1,800 line kilometres in a grid pattern. In- 
cludes an overview of the regional tectonic setting, 
details on the stratigraphic framework (five Paleo- 
zoic formations) undertying western Lake Ontario, 
the inferred structural framework, and implications 
of the observed structural features for regional tec- 
tonics. 

CA ND NR ON SC 


Structural investigation of slender 
prestressed brick walls : a report 


Prepared for Canada Brick ; by Edward M. Lacika 
and Robert G. Drysdale. Ottawa : Canada Mort- 
gage & Housing Corporation, 1996. 151 p. : ill, 
Bibl. 


MICROLOG 97-01205 (2 fiche) 


Contains results of an investigation of the out-of- 
plane structural behaviour of slender, prestressed 
brick walls. The 11 simply-supported walls tested 
were 1.2 metres wide and prestressed using 26-mil- 
limetre diameter threaded rod. Assessment of the 
structural behaviour included investigating the in- 
teraction between slendemess, axial load, and 
prestress, as well as determining the influence of 
repeated loading on the response. The effect of ec- 
centric axial load applied at 30 millimetres from the 
centre of the cross-section was also studied. For di- 
rect comparison, normally reinforced walls were 
tested. 

CA ND PL SC 


A Study into the feasiblity of small scale 
custom/portable milling in Yukon 


Whitehorse : Northern Affairs Program, Yukon Re- 
gion, Exploration & Geological Services Division, 
1987. Iv, 136 p. : iil., Maps, Bibl. 

MICROLOG 97-01100 (2 fiche) 


This study evaluates the viability of a custom ore 
treatment plant as an aid to the small-scale opera- 
tor, owners of smaller vein deposits, and those who 
require a less capital intensive vehicle for immedi- 
ate cash flow from which to finance enhanced ex- 
ploration and property development. A conceptual 
design Is presented for a range of such plants and 
the capital and operating costs are combined with 
other requirements normal for a total mine ore 
treatment complex in order to derive the commer- 
cial viability and expected rate of return on invest- 
ment. Plant components discussed include those 
relating to crushing, grinding, gravity concentra- 
tion, flotation, cyanidation, stockpiling, assaying, 
power supply, tailings, manpower, and environ- 
mental mitigation. Process flow sheets presented 
relate to typical Yukon ores containing gold, silver, 
lead and zinc sulphides, and heavy minerals. Costs 
are estimated for a typical 125 tonne per day proj- 


ect. 
CA ND NO NR SC 


Summary of C-2000 building simulation 


Caneta Research Inc. Ottawa : Dept. of Natural 
Resources Canada, CANMET, Efficiency & Alter- 
native Energy Technology Branch, Energy Effi- 
ciency Division, 1994. 51 p. : iil. 

ISBN 0-662-22579-1 CANMET 23440-94-1018 
CCG-P no. M91-7/307-1994E 

MICROLOG 97-00976 (1 fiche) 


Documents energy performance simulations per- 
formed during the development of the C-2000 tech- 
nical criteria. Simulation results are presented for 
various hypothetical office and multi-unit residential 
buildings (MURBs) to establish the C-2000 energy 
criteria and to demonstrate how the energy criteria 
could be met. Detailed input data are given as well 
as numerical and graphical data on simulated ener- 
gy use. Buildings simulated include a small office 
building in Halifax, a medium office building in Ed- 
monton, a large office building in Vancouver, a 
small MURB in Montreal, a medium MURB in Win- 
nipeg, and a large MURB in Toronto. 

CA CM EN ND PL SC 


Summary of Crystal Peak Garnet Quarry 
project review, 1989-96 


Victoria : Environmental Assessment Office, 1996. 
ili, 33 p. : Maps 
MICROLOG 97-00940 (1 fiche) 


The Crystal Peak Gamet Quarry project calls for de- 
velopment of an open pit quarry at Mount Riordan 
near Penticton, British Columbia. The project has 
been under review since September 1989, address- 
ing various issues relevant to a decision to approve 
or reject the project proposal. This summary is in- 
tended to indicate how public and government re- 
view agency concerns have been addressed, and 
whether the review has met the spirit and intent of 
the provincial Environmental Assessment Act. Is- 
sues covered in the summary include First Nations 
consultation, land use, recreation and tourism im- 
pacts, dust and noise from quarry operations, vi- 
sual aesthetics, product transportation, water quali- 
ty and quantity, acid generation potential, impacts 
on livestock grazing and forest management, and 
post-closure reclamation. 

BC EV NR PR SC 


A Summary of the Ontario works program 


Toronto : The Province, 1996. 18, 21 p. Bilingual 
(Résumé du programme Ontario au travail). 

ISBN 0-7778-5491-0 

MICROLOG 97-00869 (1 fiche) 


Early implementation of Ontario Works is the first 
step in a new vision of social assistance in Ontario 
that respects people’s dignity, enhances their self- 
esteem; and fosters independence, self-reliance, 
and community contribution. Ontario Works stra- 
tegies will evolve and change based on early expe- 
rience and the need to learn lessons and build on 
early success. This document looks at the following 
topics: participation; Ontario works; the service 
path; community participation; employment place- 
ment; employment support; what happens to exist- 
ing welfare offices; supports and protections for 
people participating in the program; Ontario works 
eligibility requirements. 
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A Survey of problem homes of the 
environmentally hypersensitive 


Drerup Armstrong Ltd. Ottawa : Canada Mortgage 
& Housing Corporation, Research Division, 1996. 
79 p. : il. 

MICROLOG 97-01200 (1 fiche) 


Presents results of a survey of 15 houses suspect- 
ed of causing or aggravating health problems of 
the occupants. The main objective of the survey 
was to evaluate the method of investigating the in- 
door air quality of housing using an inspection pro- 
tocol developed for this purpose. A ob- 
jective was to determine the types of indoor air 
quality problems in these houses. These problems 
included moulds, moisture, and chemical contam- 
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inants. Sources of contaminants were Identified 
and improvements in the format of the inspection 
checklists used as part of the inspection protocol 
are suggested. The study demonstrated the feasi- 
bility of conducting indoor air quality investigations 
of houses using that inspection protocol, and also 
identified a need for a formal program to train suit- 
ably qualified candidates to become residential in- 
door air quality investigators. 

CA EV ND SA SC 


A Survey of research programs in 
radiation protection in Canada : a report 


By the Advisory Committee on Radiological Pro- 
tection and the Advisory Committee on Nuclear 
Safety. Ottawa : The committees, 1995. ill, 29, lili, 
34 p. : Bibl. (Report / Canada. Atomic Energy 
Control Board ; INFO-0574) Bilingual (Enquéte 
sur les programmes de recherche...). 
MICROLOG 97-00626 (1 fiche) 


In late 1990, the Joint Subcommittee on Regulatory 
Research of the AECB’s Advisory Committees on 
Radiological Protection and on Nuclear Safety de- 
cided that a survey of research programs in radla- 
tion protection in Canada should be carried out. 
The purposes of this survey were to determine the 
current state of funding for this type of research 
and to understand the changes which have oc- 
curred over the past decade. Funding for radiation 
protection research in Canada is critical to estab- 
lishing and maintaining a supply of trained profes- 
sionals who can comprehend, and contribute to in- 
ternational understanding of, the health effects of 
exposure to ionising radiation, and who can thus 
provide competent advice on problems in radiation 
protection. A formal questionnaire was approved by 
the JSCRR in June 1991 and a list of addressees 
was compiled. Distribution of the questionnaire was 
carried out later in 1991. This report is an analysis 
of the Information received, together with observa- 
tions about the state of this research in Canada. 
CA LS ND PS SC 


Synthèse des connaissances sur les 
aspects physiques et chimiques de l’eau 
et des sédiments du Saguenay : rapport 
technique, zones d’intervention prioritaire 
22 et 23 


Par Guy R. Fortin et Magella Pelletier. Montréal : 
Environnement Canada, Région du Québec, Cen- 
tre Saint-Laurent ; Québec : la Province, 1995. xx, 
192 p. : il., Cartes géogr., Bibl. Sur la couv.: 
Saint-Laurent Vision 2000. ISBN 0-662-80794-4 
GCC-E no En40-216/17F 

MICROLOG 97-00644 (3 fiche) 


Ce rapport traite des caractéristiques physiques et 
chimiques de l’eau et des sédiments du Saguenay 
et de leur impact sur les usages de ce plan d’eau. 
Après une description générale du milieu physique, 
les diverses sources de pollution, municipales, in- 
dustrielles, en provenance des tributaires et dif- 
fuses, sont décrites, et les apports, estimés. Les ef- 
forts portent surtout sur l'identification de pro- 
blèmes environnementaux résultant de la présence 
de substances toxiques. Les conclusions du rap- 
port sont comparées aux résultats des rapports 
biologique et socio-économique afin d'obtenir une 
image complète et réaliste de la santé environ- 
nementale de la rivière Saguenay et du fjord du 
Saguenay. 

CA EV ND PR QU SC 


The Synthesis and development of a 
polymer electrolyte film for use in 
electrochromic (smart) window technology 


By K. Such and J.R. Stevens. Ottawa : Dept. of 
Natural Resources Canada, CANMET, Energy 
Technology Branch, Energy Efficiency Division, 
1995. x, 57 p. : iil., Bibl. At head of title: PERD. 
ISBN 0-662-23520-7 CAN- 

MET 009SQ.23440-92-9574 CCG-P 

no. M91-7-336-1995E 

MICROLOG 97-00914 (1 fiche) 


Describes research preparing polymer electrolytes 
in the form of thin films for use in electrochromic 
window technology, or smart windows. Such win- 
dows can be described as an electrolyte 
sandwiched between two window glass plates. A 
variable small vottage is applied under control of a 
light- or heat-sensitive device to darken or make 
transparent the window. Research efforts focus on 
low molecular weight potymers such as poly(ethyl- 
ene glycol) and random of ethylene 
oxide/propytene oxide blended with poly(methy! 
methacrylate) or poty(acrylamide) and lithium tri- 
fiate. The report describes material and sample 
preparation, spectroscopic analyses, rheology ex- 
periments, thin film formation techniques, and the 
properties of the electrolytes produced. 
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Tableaux de référence économiques, 1996 


Ottawa : Ministére des finances, 1996. 130 p. 
MICROLOG 97-00722 (2 fiche) 


Les Tableaux de référence économiques présen- 
tent des données annuelles se rapportant aux 
aggrégats économiques et financiers des derniéres 
décennies. Ce document donne des tableaux sta- 
tistiques suivants: population; comptes des re- 
venus et des dépenses; autres mesures de 
depéneses de production; marché du travail; pro- 
ductivité et coûts; prix; le secteur public; la balance 
des paiements; réserves internationales et taux de 
change; marchés financiers; et comparaisons inter- 
nationales. 
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Talking about crime : Committee report 


Yukon Territory. Talking About Crime Committee. 
Whitehorse : Yukon Justice, 1995. xix, 76 p. : Bibl. 
MICROLOG 97-00760 (2 fiche) 


Presents the report of a committee that held public 
meetings throughout the Yukon to address the inci- 
dence of crime, particularly property crime and 
vandalism, and to make recommendations respect- 
ing improvements. The mission of the committee 
was to increase awareness of community crime 
and seek suggestions on how to make Yukon com- 
munities safer. After a review of the costs of crime 
in Yukon and a statistical profile of Yukon crime, 
the report summarises proceedings of community 
meetings in Whitehorse and 12 other towns. Each 
summary profiles the community, then lists issues 
and comments made to the committee under three 
headings: community crime, community concerns, 
and suggestions. The report then highlights ex- 
amples of some Yukon crime prevention programs 
and concludes with a listing and discussion of rec- 
ommendations under five main areas: government, 
youth, community justice, community policing, and 
public education. 

JU NO PR SA SS ST 


La Taxe de vente harmonisée : document 
technique 


Ottawa : Canada ... et al., 1996. 129 p. L’éd. an- 
glaise (Harmonized sales tax...) : 97-01152/2. 
Publié conjointement par les gouvernements du 
Canada, de la Nouvelle-Ecosse, du Nouveau- 
Brunswick, de Terre-Neuve et du Labrador. 
MICROLOG 97-01167 (2 fiche) 


Le 1er avril 1997, les taxes de vente au détail ac- 
tuelles de la Nouvelle-Ecosse, du Nouveau- 
Brunswick et de Terre-Neuve et du Labrador, ainsi 
que la taxe sur les produits et services (TPS) 
fédérale dans ces provinces, seront remplacées par 
une seule taxe harmonisée sur la valeur ajoutée, la 
taxe de vente harmonisée. Ce document technique 
décrit les principaux avantages associés au 
nouveau régime harmonisé et fournit des préci- 
sions sur le fonctionnement de la taxe. Il énonce 
également les règles qui s'appliqueront aux opéra- 
tions qui chevauchent la date d'entrée en vigueur, 
à savoir le 1er avril 1997. 
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Teachers’ Pension Pian : Annual report 
1995 


Victoria : Teachers’ Pension Board, 1996. 30 p. : 
ill. ISSN 1198-7057 
MICROLOG 97-00963 (1 fiche) 


This annual report presents financial and opera- 
tional highlights, roles and responsibilities of the 
Superannuation Commission, the Teachers’ Pen- 
sion Board, and the Provincial Treasury, a list of 
employers and members, and member services, 
which include contributions, termination benefits, 
pensions and others. Financial statements are in- 
cluded, as well as information on the approved in- 
vestment asset mix, an investment portfolio and in- 
vestment performance. 

BC ED LA PR SS 


Technical supplement to the environmental 
indicators on Sustaining Canada’s forest : 
timber harvesting 


Ottawa : Environment Canada, State of the Envi- 
ronment Reporting Program, 1995. 26 p. : ill, 
Bibl. (SOE technical supplement / Canada. State 
of the Environment Reporting ; 95-4) 
MICROLOG 97-00881 (1 fiche) 


Provides supplemental and additional information 
for the bulletin entitled ‘Sustaining Canada’s forests 
: timber harvesting.’ Includes background informa- 
tion on the ecozones of Canada, notes on data 
sources and data collection methodology, and sta- 
tistics and discussion on the following environmen- 
tal indicators: annual area of timber harvest (by 
year, region, and ecozone), harvest levels (vol- 
ume), national disturbance trends (fire, insects) by 
year and in selected ecozones, economic value of 
harvesting, allowable annual cut and harvest, and 
area regenerated after harvest. 

CA DE FO SC ST 


Testing the viability of floater dredging in 
frozen ground 


Fortymile Placers. Whitehorse : Indian & Northern 
Affairs Canada, Northern Affairs: Yukon Region, 
1995. 25 p. : ill. (Open file / Northern Affairs Pro- 
gram (Canada). Yukon Region ; 1995-2(T)) On 
cover: Canada/Yukon Economic Development 
Agreement. Sponsored by Canada/Yukon Mineral 
Devel Agreement, 

MICROLOG 97-01098 (1 fiche) 


Floater dredging is a mining method which uses a 
hydraulic excavator to feed placer gravel to a float- 
ing gravel processing plant. This report describes 
pilot-scale tests conducted to see whether the dig- 
ging face of a dredge pond dug in permafrost 
would thaw fast enough to supply gravel for a pro- 
duction-scale mining operation. Factors varied in 
the tests included the slope of the digging face and 
the type of teeth used on the excavator. The report 
includes a plan for setting up a floater dredging op- 
eration on frozen ground similar to that found in the 
pilot tests. 

CA ND NO NR PR SC 


Think globally, search locally : a strategic 
plan for the implementation of a multitype 
library system in Saskatchewan, part Ill : 
multitype library system workbook 


Saskatchewan. Minister's Multitype Library Devel- 
opment Advisory Committee. Regina : The Advi- 
sory Committee, 1996. 72 p. ISBN 0-919059-80-5 
MICROLOG 97-00595 (1 fiche) 


A multitype library system Is a co-operative one in 
which any two or more types of libraries participate 
to deliver library service. This document presents 
the detailed plan for implementing the development 
of a multitype library system in Saskatchewan, be- 
ginning with the concept of establishing partner- 
ships among the four library sectors in the province 
(post-secondary, public, school, and special li- 
braries). It lists the strategy and action along with a 
brief explanation of the thinking behind creation of 
the action, and also identifies what specific activi- 
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ties should be undertaken, who should do them, 
and when they should be done. 
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Three decades of innovation in housing 
technology, 1966-96 : final report 


Prepared by Scanada Consultants Limited ; with 
Clayton Research Associates Ltd. and Marc 
Denhez. Ottawa : Canada Mortgage & Housing 
Corporation, Technical Policy & Research Divi- 
sion, 1996. v, 139 p. : Bibl. 

MICROLOG 97-01196 (2 fiche) 


This publication continues the history of develop- 
ment of Canadian housing technology chronicled 
in the 1994 CMHC publication entitled Two De- 
cades of Innovation in Housing Technology : 
1946-65. It covers the three decades from 1966 to 
1996, a period that witnessed further evolution of 
cost-effective building techniques, development of 
expertise in energy efficiency and building science, 
experiments in denser housing forms, the emer- 
gence of the renovation industry, and introduction 
of new products in response to increasing de- 
mands on performance and environmental Impact. 
The first two parts of this publication provide the 
context for technology development over 1966-96, 
including population and economic trends, consu- 
mer attitudes and life styles, and the evolution of 
the housing industry. Parts 3 and 4 capture the key 
technological innovations, including productivity 
improvements and technical advances in specific 
areas such as energy efficiency, durability, and the 
indoor environment. Part 5 summarizes the trends 
expected to influence future housing, highlights 
new and emerging technologies, and notes poten- 
tial areas for further development. 

CA ND PL SC 


Tough challenges, great rewards : a 
stragegy for adult literacy /education 


See A Strategy for adult literacy /education in 
Prince Edward Island 


Towards quality assurance : an 
information manual for shellfish growers 
in British Columbia 


By Brian C. Kingzett and Kathleen T. Pirquet. Vic- 
toria : Ministry of Agriculture, Fisheries & Food, 
Aquaculture & Commercial Fisheries Branch, 
1996. v, 132 p. : iil., Bibl. ISBN 0-7726-2435-6 
MICROLOG 97-00937 (2 fiche) 


The purpose of this manual is to provide a refer- 
ence document for shellfish growers, harvesters, 
and processors on product safety and quality is- 
sues. It focuses on the following bivalve shellfish 
products currently farmed in British Columbia: live 
shucking oysters for oyster meat products; live 
single oysters for half-shell markets; live Manila 
clams; and live Japanese (Pacific) scallops for half- 
shell markets. Sections of the manual cover the fol- 
lowing topics: bacteria, pollutants, biotoxins, and 
other factors affecting shellfish safety; shellfish 
characteristics prior to harvest; shellfish harvesting; 
temporary wet storage, both water- and land- 
based; labelling of products; shipping shellfish 
from the harvest site; quality assurance and har- 
vesting from closed areas; and introductory infor- 
mation on shipping and processing facilities. In- 


cludes glossary. 
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Toxicity levels to humans during acute 
exposure to hydrogen fluoride, an update 


By David M. Halton. Ottawa : Atomic Energy Con- 
trol Board, 1995. v, 39 p. : Bibl. (Report / Canada. 
Atomic Energy Control Board ; INFO-0583) 
MICROLOG 97-00635 (1 fiche) 


Hydrogen fiuoride (HF) is used in bulk at uranium 
plants in Canada, posing a chemical risk to work- 
ers, the public, and the environment. The main ob- 
jective of this study is to update a 1984 report 
which derived dose-response relationships for 


lethality for human exposure to HF gas. The study 
methodology included an up-to-date review of the 
literature, use of standard reference works on toxi- 
cology, and search of computerised data bases. 
The study reviews information under four 
categories: animal studies, controlled human stu- 
dies, community exposure, and industrial expo- 
sure. Data in these areas were critically evaluated 
for their relevance to lethal concentrations at the 
three levels derived in the 1984 report. Routes of 
exposure and metabolism of HF are also reviewed. 
CA EV LA LS ND SC 


Training of troubleshooting skills in 
nuclear power plants 


By W. Rhodes, |.J. Sziapetis and K. Casselman. 
Ottawa : Atomic Energy Control Board, 1995. xii, 
113 p. : Bibi. (Report / Canada. Atomic Energy 

Control Board ; INFO-0617) 

MICROLOG 97-00685 (2 fiche) 


Details the study of training of troubleshooting 
skills for Canadian nuclear power plant operators 
and maintainers. The study included a literature re- 
view, a survey of experts in training for troub- 
leshooting skills in North America, and a survey of 
Canadian nuclear power plant training centres. The 
literature review and survey of training experts 
identified the state of the art in troubleshooting 
training with respect to training approaches and 
training tools. Trainers in the military, pharmaceuti- 
cal, petrochemical, and nuclear industries noted 
current approaches and technologies used in train- 
ing for troubleshooting. Training personnel respon- 
sible for Canada’s major nuclear plants provided 
information on the status of troubleshooting train- 
ing in the Canadian nuclear industry. Conclusions 
and recommendations regarding the nature of the 
troubleshooting tasks performed by operators and 
maintainers and the related training are included. 
CA EN LA ND SC 


Traitement de la mémoire adaptative d’un 
système parallèle coopératif par des 
algorithmes génétiques 
Par Anh-Tuan Nguyen. Montréal : Université de 
Montréal, Centre de recherche sur les transports, 
1996. 47 p. : ill., Bibl. (Publication / Université de 
Montréal. Centre de recherche sur les transports ; 
no 96-32) 
MICROLOG 97-00967 (1 fiche) 


Le projet de fin d'études, qui est décrit dans ce rap- 
port, porte sur I’hybridation de méthodes méia heu- 
ristiques tabous parallèles par un algorithme d'un 
autre type, un algoritme génétique. On espère que 
la combinaison de ces deux techniques de locali- 
sation d’optimum accélerera la recherche globale 
pour le problème de synthèse de réseaux multi-po- 
duis avec coûts fixes et capacités. L’implantation a 
été réalisée en C+ + avec l'aide du logiciel PVM 
sur un réseau de stations de travail SunSparcs. 
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Transition houses and shelters for abused 
women in Canada 


National Clearinghouse on Family Violence (Can- 
ada). Ottawa : The Clearinghouse, 1996. 64 p. 
Bilingual (Maisons de transition et d’héberge- 
ment...). ISBN 0-662-62521-8 CCG-P 

no. H72-21/18-1996 

MICROLOG 97-01067 (1 fiche) 


The National Clearinghouse on Family Violence for 
the fourth time has updated its listing of transition 
houses and shelters for abused women. In this edi- 
tion, the 434 houses and shelters are listed by prov- 
ince from the east to west coast, and, within each 
province /territory, are listed alphabetically by town 
or city. The transition houses are described as el- 
ther Second Stage Housing, Transition Housing or 
Other Services. An e jon of the function of 
each type of facility is found in the document. 
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Tree Farm Licence 30, Issued to 
Northwood Pulp and Timber Ltd. : rationale 
for allowable annual cut (AAC) 
determination, effective 1, 1996 


By Larry Pedersen. Victoria : Ministry of Forests, 
1996. 41 p. : Bibl. 
MICROLOG 97-00928 (1 fiche) 


Tree Farm Licence (TFL) 30 covers 182,298 hec- 
tares just north-east of Prince George, British 
Columbia. The TFL is hetd by Northwood Pulp & 
Timber Ltd. and is also designated as the McGre- 
gor Model Forest. About 88% of the TFL area Is 
productive forest. After a brief description of the 
TFL area, this report reviews the principles for de- 
termining the allowable annual cut for the area and 
presents an accounting of the factors and the ratio- 
nale used in making that determination. These fac- 
tors include the role of the base- case timber sup- 
ply forecast, the existing forest inventory, the ex- 
pected rate of forest growth, the land base contri- 
buting to timber harvesting, regeneration delay, 
areas not satisfactorily restocked, decay and wast- 
age, integrated resource ement objectives, 
harvest flow, and forest industry facilities. The ap- 
pendix contains relevant sections of provincial for- 
estry legislation. 
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Tree Farm Licence 35, issued to 
Weyerhaeuser Canada Limited : rationale 
for allowable annual cut determination, 
effective November 1, 1996 


By Larry Pedersen. Victoria : Ministry of Forests, 
1996. 40 p. : Bibl. 
MICROLOG 97-00938 (1 fiche) 


Tree Farm Licence (TFL) 35, also known as the 
Jamieson Creek TFL, covers 36,466 hectares about 
10 kilometres north of Kamloops, British Columbia. 
The TFL is held by Weyerhaeuser Canada Lid. 
About 87% of the TFL area is considered to form 
the long-term timber harvesting land base. After a 
brief description of the TFL area, this report reviews 
the principles for determining the allowable annual 
cut for the area and presents an accounting of the 
factors and the rationale used in making that deter- 
mination. These factors include the role of the 
base-case timber supply forecast, the existing for- 
est inventory, the expected rate of forest growth, 
the land base contributing to timber harvesting, re- 
generation delay, areas not satisfactorily restocked, 
decay and wastage, integrated resource manage- 
ment objectives, harvest flow, and forest industry 
facilities. The appendix contains relevant sections 
of provincial forestry legislation. 
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Tree Farm Licence 48, issued to Canadian 
Forest Products Limited : rationale for 
allowable annual cut determination, 
effective December 31, 1996 


By Larry Pedersen. Victoria : Ministry of Forests, 
1996. 43 p. : Bibl. 
MICROLOG 97-00950 (1 fiche) 


Tree Farm Licence (TFL) 48, also known as 
Chetwynd TFL, covers 638,811 hectares over five 
supply blocks clustered around Chetwynd and 
Tumbler Ridge, British Columbia. The TFL is held 
by Canadian Forest Products Lid. and about 40% 
of the TFL area is considered to form the current 
timber harvesting land base. After a brief descrip- 
tion of the TFL area, this report reviews the princi- 
ples for determining the allowable annual cut for 
the area and presents an accounting of the factors 
and the rationale used in making that determina- 
tion. These factors include the role of the base- 
case timber supply forecast, the existing forest in- 
ventory, the expected rate of forest growth, the land 
base contributing to timber harvesting, regenera- 
tion delay, areas not satisfactorily restocked, decay 
and wastage, integrated resource management ob- 
jectives, harvest flow, and forest industry facilities. 
The appendix contains retevant sections of provin- 
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Tree Farm Licence TFL 18 : rationale for 
allowable annual cut (AAC) determination, 
effective October 1, 1995 


By Larry Pedersen. Victoria : Ministry of Forests, 
1995. 28 p. : Bibl. 
MICROLOG 97-00951 (1 fiche) 


Tree Farm Licence (TFL) 18 covers about 74,600 
hectares about four kilometres west of Clearwater, 
British Columbia. The TFL is held by Slocan Forest 
Products Lid. and about 92% of the TFL area is 
productive forest. After a brief description of the 
TFL area, this report reviews the principles for de- 
termining the allowable annual cut for the area and 
presents an accounting of the factors and the ratio- 
nale used in making that determination. These fac- 
tors include the role of the base-case timber supply 
forecast, the existing forest Inventory, the expected 
rate of forest growth, the land base contributing to 
timber harvesting, expected time for forest re-estab- 
lishment, silvicultural treatments, decay and wast- 
age, integrated resource management objectives, 
harvest flow, economic and social objectives, and 
forest industry facilities. The appendix contains rel- 
evant sections of provincial forestry legislation. 
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Trillium Foundation (Ont.) : Annual report 
1988-89 


Toronto : The Foundation, 1989. 28 p. 
ISSN 0840-6405 
MICROLOG 97-00784 (1 fiche) 


The Foundation, operating at arm’s length from the 
government, helps fund voluntary social services 
assisting Ontarians whose lives have been affected 
by adverse social circumstances or disabling con- 
ditions. This report provides information on the dis- 
tribution of Trillium funds, grants approved, other 
grants dispersed, and the regional grants program. 
Information regarding the dispersal of funds is 
given by region and activity. The document also 
contains the financial statements for the Founda- 
tion, an organizational chart, and describes the 
grant application and review process. 
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Turn-key public housing : development 
proposal guidelines, up to 19 housing 
units, Whitehorse 


Whitehorse : Yukon Housing Corporation, 1993. 
149 p. Addendum (1 p.) laid in. 
MICROLOG 97-00657 (2 fiche) 


Presents a request for proposals to provide occu- 
pancy-ready apartment row housing/duplex units 
for the Yukon Housing Corp. The units are to be of 
modest design and built using quality materials and 
construction techniques. Includes information on 
requirements for submission of proposals, guide- 
lines for development proposals, a sample agree- 
ment of purchase and sale, and a list of evaluation 
Criteria. The bulk of the report contains the Corpo- 
ratlon's housing standards, relating to such matters 
as sitework, masonry, carpentry, thermal and mois- 
ture protection, doors and windows, finishes, fur- 
nishings, and mechanical systems. 
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Twenty-third general election, June 21, 
1995 : report 


Saskatchewan. Chief Electoral Office. Regina : 
The Office, 1996. vii, 166 p. : Maps 
MICROLOG 97-00581 (2 fiche) 


Presents detailed results of the Saskatchewan gen- 
eral election of June 1995. Includes list of members 
elecied, a vole summary by constituency, vote 
summaries by polling divisions, and a report on 
election campaign receipts and expenditures. 
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Twin Rivers Health District, 1995 elections 
: final report 
Twin Rivers District Health Board (Sask.). Mald- 
stone, SK : The Board, 1995. 9 p. 
MICROLOG 97-00594 (1 fiche) 


Reports the results of health board elections in the 
Twin Rivers Health District of Saskatchewan. In- 
cludes poll-by-poll vote counts, comments from the 
returning officer, and tables showing election ex- 
penses and supplies. 
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UK market for pumps and vaives : profile 


Canada. Canadian High Commission (Great Brit- 
ain). Commercial Section. Ottawa : Dept. of For- 
eign Affairs & international Trade, 1995. 38 p. 
MICROLOG 97-00714 (1 fiche) 


Begins with a general overview of the United King- 
dom economy and its engineering sector, then fo- 
cuses on the country’s market for pumps and 
vaives. Information for the two main sectors of that 
market (compressor and fluid power equipment, in- 
dustrial pumps and vaives) includes names of trade 
associations, exports and imports, sales, sales and 
imports by category of equipment, and names of 
major manufacturers. Conciudes with guidelines 
for Canadian exporters on marketing pumps and 
valves in the United Kingdom, including informa- 
tion on import barriers and tariffs, trade shows, cer- 
tification requirements, safety standards, and ad- 
vantages of the country as a place for investment. 
Includes names, addresses, and phone/fax num- 
bers of useful contacts. 

CA CO EX ND SS 


Understanding utility regulation, a 
participants’ guide to the British Columbia 
Utilities Commission 


Victoria : The Commission, 1996. 153 p. : iil., Bibl. 
MICROLOG 97-00956 (2 fiche) 


The purpose of this guide is to assist concerned in- 
dividuals to participate effectively and economically 
in the regulation of energy utilities in British Colum- 
bla. It focuses on the regulatory functions of the BC 
Utilities Commission. It begins with an introduction 
on the reasons for regulation and the nature of en- 
ergy markets. It then describes the structure, com- 
position, and jurisdiction of the Commission and 
reviews opportunities for public participation in 
Commission proceedings such as hearings. The fi- 
nal sections explain how to get involved in those 
proceedings, the rate making process, and the 
roles of other institutions (federal, provincial, and 


municipal) in energy regulation. Includes glossary. 
BC EN JU PR PW SC 


University of Manitoba : Annual financial 
report 1995-96 


Winnipeg : The University, 1996. 80 p. : iil. 
MICROLOG 97-00727 (1 fiche) 


In compliance with Section 22(1) of the University 
of Manitoba Act, the annual report on the financial 
affairs of the University include: the receipts and 
expenditures for the next preceding fiscal year; the 
investments as they stood at the end of the year; 
and other particulars which may be of interest to 
the Lieutenant-Govemor-in-Council. Includes a 
financial of the Vice-President (Administra- 
tion), the responsibility for financial reporting, and 
the report of the Provincial Auditor. 

ED MS PR SS 


The Use of diffuser systems for dispersion 
of placer mining effluent 


Foriymile Placers. Whitehorse : Indian & Northern 
Affairs Canada, Northern Affairs: Yukon Region, 
1996. li, 58 p. : M., Bibl. (Open file / Northern Af- 
fairs Program (Canada). Yukon Region ; 
1996-2(T)) At head of title: Canada/Yukon Miner- 


lopment Agreement. 

ada on Economic Development Agreement. 

MICROLOG 97-01097 (1 fiche) 
Piacer mining involves washing stream gravels to 
separate and free the desired minerals. Excess ef- 
fiuent contains some residual suspended fine silt 
and clay particles. This study examines the applica- 
bility of introducing placer effiuent through a 
diffuser to lessen the environmental impact. The 
study discusses diffuser design and employs COR- 
MIX (Cornell Mixing Zone Expert System) to model 
two series of scenarios using receiving water data 
for the Fortymile River, Yukon. In one series, the 
concentration of suspended solids in the effluent 
was varied; in the other, the effiuent flow rate was 
varied. Results showed the distance downstream at 
which a water quality objective of 12.5 milli- 
grams /litre of suspended sediment was achieved. 
The CORMIX model was also used to predict ef- 
fluent behaviour in some hypothetical receiving 
streams, showing the effect of stream size on the 
diffusion rate. The question of sedimentation was 
examined by comparing background to introduced 
sediment levels, calculating the shear /fall velocity 
ratio for the sediment, and comparing model re- 
sults to flume testing and other field investigations. 
CA EV ND NO NR SC 


A User’s guide to the Ice-Ocean Forecast 
System (IOFS) 


By B.M. DeTracey and C.L. Tang. Dartmouth, NS 
: Fisheries & Oceans Canada, Maritimes Region, 
Ocean Sciences Division, Coastal Ocean Science 
Section, Bedford Institute of Oceanography, 1996. 
iv, 22 p. : Wl., Bibl. (Canadian technical report of 
hydrography and ocean sciences / Canada. 
Dept. of Fisheries & Oceans ; no. 181 

ISSN 0711-6764) CCG-P no. Fs97-18/181E 
MICROLOG 97-01080 (1 fiche) 


The Ice-Ocean Forecast System (IOFS) is a real- 
time system developed to forecast wind-driven ice 
motion off the Labrador and Newfoundland coast. 
The core of the system is computer model consist- 
ing of a baroclinic ocean component and an ice 
component coupled to the ocean through a surface 
Ekman layer. A graphical user interface serves as 
the front end for the forecast model. Sea ice motion 
and ocean currents are forced by six-hourty fore- 
cast surface wind and barometric pressure received 
from the Canadian Meteorological Centre. The ini- 
tial ice condition for the model is based on ice 
charts from the Canadian Ice Service. This report 
describes the IOFS directory structure, data format, 
and procedures for starting and running the IOFS 
model using the graphical interface. Details are in- 
cluded on making forecasts, displaying results, and 
archiving output. Sample screens are provided. 

AP CA CF ND NR PS SC 


Vancouver Region, acute care and 
rehabilitation services study : final report 


Vancouver Region Acute Care and Rehabilitation 
Services Study Working Group. Victoria : Ministry 
of Health & Ministry Responsible for Seniors, 
1995. v, 107 p. : ill. 

MICROLOG 97-00920 (2 fiche) 


Reports on the work of a group appointed to rec- 
ommend a regional governance and institutional 
governance model which would integrate acute 
care and rehabilitation services in Vancouver within 
the regional structures. Includes a general overview 
of regional governance and institutional gover- 
nance model options, proposed and preferred op- 
tions, and discussion of related issues such as leg- 
Islation, planning, funding, mental health services, 
community and public health services, research 
and education, fund raising, the rote of the provin- 
cial health ministry, and relationships with other re- 
gional health boards. The appendix includes a 
glossary and a table giving a general inventory of 
Clinical programs and services by type and level in 
the Vancouver region. 

BC HE MU PR SS 
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Ventilation system for new and existing 
houses with baseboard heating — Rev. 


By James T. Reardon. Ottawa : Canada Mortgage 
& Housing Corporation ; National Research 
Council Canada, 1995. xv, 108 p. : iil., Bibl. At 
head of title: NRC client report. 

MICROLOG 97-01194 (2 fiche) 


Houses with forced-air heating systems are gener- 
ally regarded as well-ventilated when the furnace is 
operating. Houses with alternative heating systems 
which do not include ducts may not experience 
enough ventilation air supply or adequate air distri- 
bution. This report describes a project that exam- 
ined five simple ventilation systems suitable for 
houses without forced-air heating systems. Four of 
these systems were exhaust-only, using either only 
local exhaust fans in the kitchen and bathrooms or 
the local exhaust fans supplemented with a partial- 
ly distributed exhaust system with pickups in each 
bedroom. Each of these exhaust-only approaches 
was tested with deliberate passive inlet vents (both 
distributed or centralized) both open and closed. 
The fifth system was a supply and exhaust system 
with minimally sized ducts supplying ventilation air 
to each habitable room, and the local exhaust fans 
providing the exhaust. The five ventilation systems 
were installed in a two-storey research house which 
also has an electric forced-air heating system. Ven- 
tilation performance of each system was measured 
under a variety of weather conditions and compara- 
tive results are presented. 

CA ND PL SC 


Vents, ventilation, drying and pressure 
moderation 


By Eric Burnett and John Straube. Ottawa : Can- 
ada Mortgage & Housing Corporation, 1995. x, 
146 p. : iil., Bibl. 

MICROLOG 97-01193 (2 fiche) 


The objective of this report is to explore the infiu- 
ence of screened exterior wall system vents on ven- 
tilation and pressure moderation. The focus is re- 
stricted to air movement through the vents in the 
screen and the influence of this air movement on 
wall performance. Both idealized vents (orifices) as 
well as commercially available vent inserts are ex- 
amined. The report begins with a discussion of air 
flow through vents, introducing the basic theory 
and reviewing previous research. Experiments to 
measure vent performance under static and dy- 
namic pressures are described and the results dis- 
cussed. The forces driving air through vents are 
then examined, including discussion of results and 
implications of field measurements. The final chap- 
ters summarize the mechanics of air flow through 
wall cavities and vents, and the potential for ventila- 
tion drying. Appendices contain an example of ven- 
tilation drying calculations and samples of the ex- 
perimental results. 

CA ND PL SC 


Venture Manitoba Tours Ltd. : Financial 
statements 1996 and 1995 


Winnipeg : The Company, 1996. 8 p. 
MICROLOG 97-00818 (1 fiche) 


Presents an auditor's report and the financial state- 
ments of a Manitoba corporation, Venture Manito- 
ba Tours Lid. includes balance sheets, statements 
of operations and deficit, statements of changes in 
financial position, and notes to the financial state- 
ments. 

CO CU MS PR SS 


La Ville écologique : aperçu de la situation 
au Canada 


Préparé par Thompson-Gow Associates ; pour la 
Fédération canadienne des municipalités. Ottawa 
: Société canadienne d'hypothèques et de loge- 
ment, Relations internationales, 1995. 164 p. : iil. 
Bibl. L’éd. anglaise (The Ecological city...) : 
97-01182/3. Le rapport a été présenté, à titre 


d’'exposé national au Canada, au Groupe du Pro- 
Jet sur la ville écologique de l'Organisation de 

coopération et de développement économiques. 
MICROLOG 97-01183 (2 fiche) 


Le Groupe des affaires urbaines de l'Organisation 
de coopération et de développement économiques 
(OCDE) a approuvé le Projet sur la ville écologique, 
après avoir fait plusieurs études sectorielles sur les 
politiques d'urbanisme. L'aperçu national est une 
description des principales caractéristiques 
inhérentes à l'idéal de la ville écologique et une 
vue d'ensemble des facteurs intérieurs qui influent 
sur le développement urbain au Canada, comme 
les finances publiques, la géographie et les 
caractéristiques démographiques. Il relève les ten- 
dances nationales d’un large éventail d'indicateurs 
du développement urbain durable. Ces indicateurs 
comprennent la consommation d'énergie, l'utilisa- 
tion des sols, les transports, l'épuration de l'eau et 
le traitement des eaux usées, le logement et la 
criminalité en milieu urbain. Certaines initiatives 
novatrices sont mise en lumière. 

CA DE EV PL SC 


Virtual reality in housing and community 
planning 


By John Thurston. Ottawa : Canada Mortgage & 
Housing Corporation, Centre for Future Studies in 
Housing & Living Environments, 1996. vi, 39 p. : 
iil., Bibl. French ed. (La Réalité virtuelle.) on the 
same fiche. On cover: Experts in residence pro- 
gram. ISBN 0-660-16517-1 CCG-P 

no. NH15-129/1996E 

MICROLOG 97-01059 (2 fiche) 


This document is intended for professionals in- 
volved in the provision of built environments or with 
the issues surrounding them. The report provides a 
summary of the field of virtual reality (VR) as it re- 
lates to housing and community planning. The 
range of VR applications detailed in the report sug- 
gest a close fit between the capabilities of VR and 
the requirements of housing and community plan- 
ning professionals. 

CA DE PL PS SC 


A Vision for the future, Alberta 
Apprenticeship and Industry Training : a 
discussion paper 


Edmonton : Alberta Advanced Education & Ca- 
reer Development, Apprenticeship & Industry 
Training Board, 1996. |, 19 p. 

MICROLOG 97-01011 (1 fiche) 


Presents ideas and options for discussion regard- 
ing the future direction of Alberta’s apprenticeship 
and industry training system. Proposes a vision for 
apprenticeship and industry training in Alberta, pro- 
poses the principles that underlie that vision, and 
suggests goals to realize the vision. Outlines some 
strategies identified by the Alberta Apprenticeship & 
Industry Training Board and the Dept. of Advanced 
Education & Career Development to achieve the 
goals. These goals relate to: responsiveness of the 
apprenticeship and industry training system; acces- 
sibility of the system; affordability for taxpayers, 
employers, apprentices, and trainees; and account- 
ability of system participants. 

AL LA PR SS 


Whitehorse Copper Mine reclamation 
review 


By M.J. Brodie. Whitehorse : Indian & Norther 
Affairs Canada, Norther Affairs Program, Yukon 
Region, Mineral Resources Directorate, Explora- 
tion & Geological Services Division, 1995. 16 p. : 
ill. (Open file / Northern Affairs Program (Can- 
ada). Yukon Region ; 1995-15(G)) 

MICROLOG 97-01111 (1 fiche) 


Mining activity at the Whitehorse Copper Mine, 
which operated from 1967 to 1982, has resulted in 
a disturbed land area of about 800 acres. The area, 
located within the Whitehorse city limits, has about 
53 acres with active slope instability. Although the 
mine has been decommissioned to a level accept- 


able to the mine inspector, there is still concern 
over public safety. This report presents an assess- 
ment of the site conditions and options for reclama- 
tion to address these concems. Specific issues 
covered include: how long the slope deterioration 
process will continue; the predicted final configura- 
tion of the area immediately surrounding the mine; 
options to improve public safety and land use; and 
options with respect to improving the reclamation 
configuration of other open pit mines. 

CA EV ND NO NR SC 


Williams Creek project : thermal leach 
project, test heap leach at Carmacks, 
Yukon Territory, Canada 


By Brown & Root Inc. ; for Western Copper Hold- 
ings Limited. Whitehorse : Indian & Northem Af- 
fairs Canada, Northern Affairs: Yukon Region, 
1996. 67 p. : ill. (Open file / Northern Affairs Pro- 
gram (Canada). Yukon Region ; 1996-1(T)) On 
cover: Canada/Yukon Economic Development 


Agreement. 
MICROLOG 97-01 104 (1 fiche) 


Describes an extensive heap leach field test con- 
ducted during winter 1993-94 to demonstrate the vi- 
ability of heap leaching Williams Creek (Yukon) 
copper ores in an Arctic setting on a year-round ba- 
sis. The test itself was modelled after a successful 
winter leaching operation in Montana which em- 
ployed an overlying one-metre layer of crushed 
ore, plus variable snow cover, to insulate the heap 
and permit year-round operation. The test utilized 
an approximately five-metre diameter crib loaded 
with a composite of ore from the higher grade end 
of the Williams Creek deposit. Side wails of the crib 
were insulated and the top was overlain by crushed 
ore. Leaching was performed at a flow rate match- 
ing that commonly used in the industry, with 
leachate temperature at about 21 degrees C. Re- 
sults presented include temperature profiles in the 
leach pile and ambient temperature data. 

CA ND NO NR PR SC 


The Woodlot Licence Program : an 
operational overview 


Victoria : Ministry of Forests, British Columbia 
Forest Service, Resource Tenures & Engineering 
Branch, 1996. 45 p. : ill., Bibl. 

MICROLOG 97-01091 (1 fiche) 


The Woodlot Licence Program enables individuals, 
Native bands, and corporations to acquire the right 
to harvest Crown timber in British Columbia. This 
booklet provides a general overview of the Program 
and the licences themselves. It also describes re- 
quired planning, operations, and business prac- 
tices that are essential for a successful woodlot op- 
eration. Sections of the booklet cover such matters 
as inventories, cut control, management and oper- 
ational plans, road use and construction, harvest- 
ing methods, silviculture options, ongoing adminis- 
tration, timber marketing, and contractors. 

BC FO PR SC 


Working bibliography : education and 
cultural studies 


By Michael Hoechsmann. Toronto : Ontario Insti- 
tute for Studies in Education, 1993. 9 p. (OISE 
project / Ontario Institute for Studies in Education 
; 3060) At head of title: Cultural studies and edu- 
cation. ONTERIS ON08407 

MICROLOG 97-01121 (1 fiche) 


An introductory bibliography for students exploring 
the area of cultural studies in education. Citations 
for books and articles are arranged by author 
under the following headings: cultural politics of 
education; cultural studies in schools and class- 
rooms; cultural studies of youth (and kids) culture; 
and broadening the agenda: teachers as cultural 
workers and culture as pedagogical. 

CU ED ON OR PR SS 
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Working Group to Identify the Regional 
Resources Necessary to Resume the 
Downsizing of Riverview Hospital : report 


Working Group to Identify the Regional Re- 
sources Necessary to Resume the Downsizing of 
Riverview Hospital (B.C.). Victoria : The Working 
Group, 1996. 12 p. : ill. 

MICROLOG 97-00949 (1 fiche) 


This report is based on the recommendations of a 
working group established after the temporary sus- 
pension of the downsizing of Riverview Hospital, a 
key mental health facility in the lower mainiand of 
British Columbia. It discusses the effects of the 
downsizing process, the adequacy of mental health 
facilities in the lower mainland, the adequacy of 
support services for mental health patients, health 
system funding, the capacity of acute psychiatric 
programs In general hospitals, public awareness of 
mental health issues, and the provincial commit- 
ment toward the mental health system. The report 
proposes a number of management strategies and 
specific actions, which apply to all areas of the 
province, for facilitating the resumption of Riverview 
downsizing. 

BC HE PR SS 


Yukon coal inventory, 1994 


By J.A Hunt. Whitehorse : Yukon Territorial Gov- 
ernment, Economic Development, Energy & 
Mines Branch, 1994. |, 169 p. : iil., Maps Fold. 
map not filmed. 

MICROLOG 97-01 105 (2 fiche) 


Compiles in a single report information on Yukon 
coal deposits from scattered references. It de- 
scribes the general areas where coal is known to 
have been found and all recorded individual coal 
occurrences. The occurrences are arranged in 
seven sections by geographic subdivision, with 
each section containing a short introduction 
describing the coal-bearing sediments in the subdi- 
vision. Descriptions of individual occurrences in- 
clude information on (where available) location and 
access, exploration and production history, deposit 
description, coal quality, reserves, potential for de- 
velopment, and bibliographic references. 

ND NO NR PR SC 


Yukon Driver Control Board : Report to the 
Minister 1995 


Whitehorse : The Board, 1995. 8 p. : ill. 
MICROLOG 97-00780 (1 fiche) 


The Board, which Is made up of 3 lay persons and 
2 physicians, functions under the authority of the 
Motor Vehicle Act, operates as a Driver Control 
Board and a Medical Review Board, and acts as a 
quasi-judicial board that, as an appeal body, gives 
an individual an appeal and review process on a 
sanction imposed by the Registrar under the Act 
and, after full investigation, may confirm the deci- 
sion of the Registrar or order the licence to be rein- 
Stated. The Board also operates as an independent 
decision making body and fulfils an adjudicative 
role. Their decisions, in many cases, impact highly 
on government and the general public. This report 
presents information on membership, the Govern- 
ment/Board relationship, travel of members, fi- 
nances, a chronology, decisions, recommenda- 
tions, and a look at the future. Board activities are 
also presented. 

JU NO PR SC TR 


Yukon farm survey, 1991 


By Michael White and Kathy Bisset. Whitehorse : 

Yukon Renewable Resources, Agriculture Branch 
, Yukon Agricultural Assn, 1993. v, 23 p. : iil., Bibl. 
MICROLOG 97-00654 (1 fiche) 


This report is the culmination of a two-year 
developing comprehensive statistics on the Yukon 
agriculture industry. The survey team attempted to 
collect data from every farm in the territory; infor- 
mation in the report comes from 137 farms that re- 
ported. Statistics and discussion are provided 
under the following sections: industry overview, in- 


cluding land use and farm receipts; a profile of the 
territory's agricultural lands; production by agricul- 
tural sector; and characteristics of farms, such as 
labour, finances, crop practices, and marketing 
practices. The report then presents results of a sur- 
vey in which farmers were asked for their com- 
ments on the importance of various development 
issues facing the industry. 

AG CO NO PR SC ST 


Yukon geoscience, a blueprint for the 
future : transactions of the first Yukon 
Geoscience Pianning Workshop 


Yukon Geoscience Planning Workshop (1995 : 
Lakeview Marina, Yukon). Whitehorse : Indian & 
Northern Affairs Canada, Northern Affairs: Yukon 
Region, 1995. 50 p. 

MICROLOG 97-01108 (1 fiche) 


The future prosperity of the Yukon mining industry 
depends on the discovery of new mineral deposits, 
which in turn depends on up-to-date geoscientific 
research. This document summarizes the results of 
a workshop held to identify and prioritize geosci- 
ence requirements for the Yukon for the next 5-10 
years. it represents a consensus between four 
sponsoring agencies and will be used in planning 
geoscientific research to ensure that priorities are 
met and that maximum value is obtained from 
available funding. The workshop was divided in 
three sections covering bedrock geology and min- 
eral deposits; surficial, placer, and environmental 
geology; and regional geochemical and geophysi- 
cal surveys. 

CA ND NO NR PR SC 


Yukon gold-siiver file 


By J.A Morin. Whitehorse : Indian & Northern Af- 
fairs Canada, Northern Affairs Program, Explora- 
tion & Geological Services Division, 1989. v, 
227 p. : Bibl. (Open file / Northern Affairs Pro- 
gram (Canada). Yukon Region ; 1989-3) 
MICROLOG 97-01096 (3 fiche) 


This document is an Inventory of gold- and silver- 
bearing deposits and occurrences in the Yukon. In- 
formation comes from sources including geological 
reports, non-confidential mineral exploration as- 
sessment reports, university theses, personal com- 
munication with explorationists and prospectors, 
and data accumulated by property Investigations. 
The inventory is arranged geographically in Nation- 
al Topographic System sections. Information in 
each inventory entry includes, If available, a brief 
description of the deposit geology and reserves, 
the deposit type classified according to a general 
scheme described in the Introduction to the docu- 
ment, tonnage and grade data, geochemical data, 
and bibliographic references. Includes index of de- 


posit names. 
CA ND NO NR SC 


Yukon Health & Social Services Council : 
Annual report 1994-95 


Whitehorse : The Council, 1995. 9 p. 
ISSN 1192-0548 
MICROLOG 97-00662 (1 fiche) 


The Council advises the Yukon government on 
matters related to health and social policy. This an- 
nual report describes the Council and its activities, 
lists meetings and membership, and provides a 
brief financial statement. 

HE NO PR SA SS 


Yukon Human Rights Commission : Report 
on activities 1994-95 


Whitehorse : The Commission, 1995. 12 p. 
MICROLOG 97-00671 (1 fiche) 


This annual report outlines the major activities and 
accomplishments of the Commission. tt also ex- 
plains how complaints are handled, and discusses 
enforcement of the Act. it includes financial state- 


ments. 
JU NO PR SS 


Yukon Lottery Commission : Annual report 
1994-95 


Whitehorse : The Commission, 1995. 16 p. 
MICROLOG 97-00781 (1 fiche) 


The Commission is the official agent of the Govern- 
ment of Yukon, responsible for the conduct and 
management of public lotieries in the Yukon and, 
subject to the regulations, the allocation of profits 
of public lotteries. As an affiliate member of the 
Western Canada Lottery Corporation, the Commis- 
sion is responsible for the licensing of retailers and 
the distribution of lottery tickets and services to the 
retail network within the Yukon. Presents the an- 
nual report and audited financial statements for the 
fiscal year. Includes a report from the Chair, Com- 
mission members, and a Manager's report. 

CU NO PR SS 


Yukon metallogeny : recent developments 


Whitehorse : Yukon Economic Development, 
1994. 31 p. : iil., Maps, Bibl. Extended abstracts 
extracted from: Abstracts and proceedings of the 
District 6, Canadian Institute of Mining 1994 An- 
nual General Meeting. 

MICROLOG 97-01110 (1 fiche) 


Compiles extended abstracts of papers presented 
at a meeting of District 6, Canadian Institute of Min- 
ing, on the origin of ore deposits in the Yukon. Spe- 
cific topics of papers include the and base 
metals of the Mackenzie Platforms; zinc-lead-silver 
deposits in the Setwyn Basin; copper-motybdemun, 
massive sulphide, and gold deposits in the Yukon- 
Tanana Terrane; gold-bearing quartz veins; south- 
west Yukon geology and metallogeny; and Meso- 
zoic and Tertiary plutonic suites. 

ND NO NR PR SC 


Yukon placer mining industry, 1993-94 


Compiled and edited by LP. van Kalsbeek and 
R.F Thomson. Whitehorse : Indian & Northern Af- 
fairs Canada, Northern Affairs Program, Yukon 
Region, Minerai Resources Directorate, Placer 
Mining Section, 1996. iv, 163 p. : i/l., Maps, Bibl. 
MICROLOG 97-01146 (4 fiche) 


Presents the state of the Placer Mining Industry in 
the Yukon Territory for the past mining seasons. 
Placer mining inspection reports are organized by 
drainage basin, with maps showing the location of 
each property described. Consists of detailed de- 
scriptions of placer operations visited, and includes 
information that may be useful to readers who are 
interested in searching for and developing placer 
properties in the Yukon Territory. This report is a 
compilation of two sources of data: placer mining 
inspection reports and placer publications by gov- 
ernment and industry sources. Reports were pre- 
pared from site visits conducted by Placer Mining 
Inspectors. Includes information on claims, leases 
and royalties. 

CA ND NO NR SC 


Yukon Public Service Staff Relations Board 
: Annual report 1991-92 


Whitehorse : The Board, 1992. 3 p. 
MICROLOG 97-00771 (1 fiche) 


Report on the administration of the Yukon Public 
Service Staff Relations Act includes grievances and 
appeals, and an application for an extension of 
time. Also includes a composition of the Board. 

LA NO PA PR SS 


Yukon Public Service Staff Relations Board 
: Annual report 1993-94 


Whitehorse : The Board, 1994. 4 p. 
MICROLOG 97-00770 (1 fiche) 


Report on the administration of the Yukon Public 
Service Staff Relations Act. Includes the adjudica- 
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tion of grievances and appeals and certain alleged 
obligations arising out of the collective agreement; 
a request for the exclusion from the bargaining unit 
of employees because of managerial or confiden- 
tial duties; the filing of a statement of essential ser- 
vices for the safety or security of the public or pub- 
lic buildings; and requests for a conciliator and for 
the establishment of a conciliation board. Includes 
a composition of the Board. 

LA NO PA PR SS 


Yukon Public Service Staff Relations Board 
: Annual report 1994-95 


Whitehorse : The Board, 1995. 3 p. 
MICROLOG 97-00769 (1 fiche) 


Presents the proceedings under the legislation dur- 
ing the year under review in the adjudication of 
grievances and appeals and certain alleged obliga- 
tions arising out of the collective aggreement; and 
a request for the exclusion from the bargaining unit 
of employees because of managerial or confiden- 
tial duties. A composition of the Board is included. 
LA NO PA PR SS 


Yukon quaternary geology, vol. 1 


Whitehorse : Indian & Northern Affairs Canada, 
Yukon Region, Exploration & Geological Services 
Division, 1996. VI, 84 p. : /il., Maps, Bibl. 

ISBN 0-662-24415-X CCG-P no. R72-257/1-1996E 
MICROLOG 97-01175 (1 fiche) 


The papers in this volume summarize recent re- 
search on Quaternary geology in various areas of 
the Yukon. Topics of the papers include placer de- 
posit potential, gold deposit sedimentology, 
Quaternary geological history, revegetation of 
placer mine tailings, placer deposit sedimentology 
and stratigraphy, and the use of geographic infor- 
mation systems in sediment research. 

CA ND NO NR SC 


Yukon Teachers’ Staff Relations Board : 
Annual report 1991-92 


Whitehorse : The Board, 1992. 2 p. 
MICROLOG 97-00768 (1 fiche) 


This report presents the administration of the col- 
lective bargaining provisions of the Yukon Educa- 
tion Act for the fiscal year. Also presents the adjudi- 
cation of grievances and a declaration of deadlock 
pursuant to Section 221 of the Act. A composition 
of the Board is included. 

ED LA NO PR SS 


Yukon Teachers’ Staff Relations Board : 
Annual report 1993-94 


Whitehorse : The Board, 1994. 2 p. 
MICROLOG 97-00767 (1 fiche) 


This report presents the administration of the col- 
lective bargaining provisions of the Yukon Educa- 
tion Act for the fiscal year. Also presents the adjudi- 
cation of grievances and a declaration of deadlock 
pursuant to Section 221 of the Act. A composition 
of the Board is included. 

ED LA NO PR SS 


Yukon Teachers’ Staff Relations Board : 
Annual report 1994-95 


Whitehorse : The Board, 1995. 2 p. 
MICROLOG 97-00766 (1 fiche) 


This report presents the administration of the col- 
lective bargaining provisions of the Yukon Educa- 
tion Act for the fiscal year. Also presents the adjudi- 
cation of grievances and a declaration of deadlock 
pursuant to Section 221 of the Act. A composition 
of the Board is included. 

ED LA NO PR SS 


Yukon Territory. Dept. of Government 
Services : Annual report 1994-95 


Whitehorse : The Dept., 1995. 22 p. : ill. 
ISSN 1203-2689 
MICROLOG 97-00779 (1 fiche) 


Government services is a central agency within the 
Yukon government that helps other departments 
and Crown corporations carry out their programs 
by providing certain services that ail departments 
need. it does this by procuring and managing af- 
fordable facilities, information and goods and ser- 
vices. This report presents an organizational chart, 
highlights, a description of each branch, and pro- 
vides reports from each of them. Branches include: 
Corporate Services, Supply Services, Information 
Services, and Property Management. The docu- 
ment also reviews the past year and looks to the fu- 
ture. 

NO PA PR SS 


Yukon Territory. Motor Transport Board : 
Annual report 1994-95 


Whitehorse : The Board, 1995. 13 p. 
MICROLOG 97-00651 (1 fiche) 


Annual report of the Board, which ensures that an 
adequate highway transportation system is main- 
tained to provide reliable and efficient service to 
Yukon consumers, to allow the development of a 
sound economic and social framework in Yukon 
and to protect the public interest. The report covers 
the regulatory process and the activities of the 
Board in holding public hearings, conducting busi- 
ness meetings, issuing permanent and temporary 
certificates, and policy development. 

NO PR SC TR 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 63 
(613) 237-4250 FAX (613) 237-4251 
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AADAC 
See Alberta Alcohol & Drug Abuse Commission 
ACNS 


See Canada. Advisory Committee on Nuclear 
Safety 


ACRP 


See Canada. Advisory Committee on Radiological 
Protection 


Addictions Foundation of Manitoba 
Addictions Foundation of Manitoba : Annual report 
1995-96. MICROLOG 97-00807 (1 fiche) 


ADF 
See Saskatchewan. Agriculture Development Fund 
AEC 
See Alberta Environmental Centre 
AECL Research. Whiteshell Laboratories 
See Whiteshell Laboratories 


gence canadienne du pari mutuel 
ee also Canadian Pari-Mutuel Agency 


Aggregate Forum & Workshop (1995 : 
Richmond, B.C.) 
Aggregate Forum, developing an inventory that 
works for you : report of proceedings. 
MICROLOG 97-00917 (1 fiche) 


AGRA Earth & Environmental Ltd. 
Seismic stability of tailings dams and tailings 
deposits at Elliot Lake. MICROLOG 97-00680 
(1 fiche) 


Air Pollution & Multiple Stresses : 
international meeting for specialists in air 
pollution effects on forest ecosystems 
JL 6th : 1994 : Fredericton, N.B.) 

r Pollution and Multiple Stresses : international 
meeting for specialists in air pollution effects on 
forest ecosystems. MICROLOG 97-00960 

(5 fiche) 


Alberta 
The Alberta advantage, 1996. 
MICROLOG 97-00649 (1 fiche) 
Measuring up : second annual report on the 
performance of the Government of Alberta, 
1995-96 results. MICROLOG 97-00987 (2 fiche) 


Alberta. Alberta Advanced Education 
See also Alberta. Alberta Advanced Education & 
Career Development 


Alberta. Alberta Advanced Education & 

Career Development 

Creating a career resource centre. 

MICROLOG 97-01002 (1 fiche) 

Learning at home : distance education courses in 
Alberta, Saskatchewan and Manitoba, 1996-97. 
MICROLOG 97-00997 (4 fiche) 

People and prosperity, a human resource strategy 
for Alberta : discussion paper. 

MICROLOG 97-01004 (1 fiche) 

Post-secondary education programs in Alberta, 

1996-97. MICROLOG 97-00996 (7 fiche) 


Alberta. Alberta Advanced Education & 
Manpower. Council on Admissions & 
Transfer 


See Alberta Council on Admissions & Transfer 


Alberta. Alberta Advanced Education. 
Council on Admissions & Transfer 


See Alberta Council on Admissions & Transfer 


Alberta. Alberta Agriculture, Food & Rural 
Development. Market Analysis & Statistics 
Branch 
Alberta’s agri-food exports, 1995. 

MICROLOG 97-00969 (2 fiche) 


Alberta. Alberta Attorney General 
See also Alberta. Alberta Justice 


Alberta. Alberta Career Development & 
Employment 
See also Alberta. Alberta Advanced Education & 
Career Development 


Alberta. Alberta Community & Occupational 
Health. Alcohol & Drug Abuse 
Commission 


See Alberta Alcohol & Drug Abuse Commission 


Alberta. Alberta Economic Development & 
Tourism 
Alberta. Alberta Economic Development & Tourism 
: Annual report 1995-96. MICROLOG 97-01000 
(1 fiche) 
Economy at a glance : Alberta. 
MICROLOG 97-00999 (1 fiche) 


Alberta. Alberta Economic Development & 
Trade 
See also Alberta. Alberta Economic Development 
& Tourism 


Alberta. Alberta Environment 
See also Alberta. Alberta Environmental Protection 


Alberta. Alberta Environment. 
Environmental Centre 


See Alberta Environmental Centre 


Alberta. Alberta Environmental Protection 
Alberta. Alberta Environmental Protection : Annual 
report 1995-96. MICROLOG 97-01039 (1 fiche) 

Canadian Heritage Rivers System background 
study : Clearwater/Christina rivers, Alberta. 
MICROLOG 97-01042 (3 fiche) 

Canadian Heritage Rivers System : nomination 
document for the Clearwater River system, 
Alberta. MICROLOG 97-01047 (1 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta : executive summary. 

MICROLOG 97-01044 (1 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 3 : final report : river integrity 
and management feasibility assessment. 
MICROLOG 97-01016 (2 fiche) 

Cold Lake, subregional integrated resource plan. 
MICROLOG 97-01048 (1 fiche) 

Fort McMurray-Athabasca Oil Sands, subregional 
integrated resource plan. MICROLOG 97-01041 
(1 fiche) 

Guide to the approval process for forest industry 
projects in Alberta. MICROLOG 97-01150 
(1 fiche) 


Alberta. Alberta Environmental 
Protection (cont'd) 
Regulatory reform report — Updated. 
MICROLOG 97-01055 (1 fiche) 


Alberta. Alberta Environmental Protection. 

Resource Data Division 

Environmentally significant areas Inventory : 
Grassland and Parkland Natural Regions, 
Alberta. MICROLOG 97-01038 (3 fiche) 

Inventory of environmentally significant areas in 
the Boreal Dry Mixedwood Natural Subregion, 
Peace River section, 1995-96. 
MICROLOG 97-01050 (1 fiche) 


Alberta. Alberta Family & Social Services 
Alberta. Alberta Family & Social Services : Annual 
report 1995-96. MICROLOG 97-01025 (1 fiche) 


Alberta. Alberta Finanzministerium 
See Alberta. Alberta Treasury 


Alberta. Alberta Forestry, Lands & Wildlife 
See also Alberta. Alberta Environmental Protection 


Alberta. Alberta Government Services 


See Alberta. Alberta Public Works, Supply & 
Services 


Alberta. Alberta Health. Provincial AIDS 
Program 


See Alberta. Provincial AIDS Program 
Alberta. Alberta Housing & Public Works 


See Alberta. Alberta Public Works, Supply & 
Services 


Alberta. Alberta Justice 
Alberta. Alberta Justice : Annual report 1995-96. 
MICROLOG 97-00998 (1 fiche) 


Alberta. Alberta Labour 
Alberta. Alberta Labour : Annual report 1995-96. 
MICROLOG 97-01024 (1 fiche) 


Alberta. Alberta Municipal Affairs 

Discussion paper for the review of the cemeteries 
and prearranged funeral legislation. 
MICROLOG 97-01007 (1 fiche) 

Proposed changes to the legislation regulating the 
cemetery and funeral industries : discussion 
paper Il. MICROLOG 97-01006 (1 fiche) 

The Public Contributions Act : Annual report 1992. 
MICROLOG 97-01040 (8 fiche) 

The Public Contributions Act : Annual report 1993. 
MICROLOG 97-01009 (10 fiche) 

The Public Contributions Act : Annual report 1994. 
MICROLOG 97-01008 (8 fiche) 


Alberta. Alberta Municipal Affairs. Housing 
& Consumer Affairs 


See Alberta. Housing & Consumer Affairs 


Alberta. Alberta Pensions Administration 
Management Employees Pension Pian : Annual 
report 1995. MICROLOG 97-01013 (1 fiche) 

Alberta. Alberta Public Works, Supply & 
Services 
Alberta. Alberta Public Works, Supply & Services : 
Annual report 1995-96. MICROLOG 97-01023 
(1 fiche) 


Alberta. Alberta Solicitor General 
See also Alberta. Alberta Justice 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Alberta. Alberta Tourism, Parks & 
Recreation 
See also Alberta Alberta Economic Development 
& Tourism 


Alberta. Alberta Treasury 
Alberta economic accounts, 1994. 
MICROLOG 97-01019 (1 fiche) 
Alberta economic accounts, 1995. 
MICROLOG 97-01018 (1 fiche) 


Alberta. Alberta Treasury. Special Forces 
Pension Board 


See Alberta. Special Forces Pension Board 


Alberta Alcohol & Drug Abuse Commission 

Alberta profile, social and health indicators of 
alcohol and drug abuse : 1996 update, now 
including regional authorities — 4th ed. 
MICROLOG 97-01020 (2 fiche) 

Fetal alcohol syndrome and other alcohol-related 
birth defects — 2d ed. MICROLOG 97-01001 
(1 fiche) 


Alberta Alcoholism & Drug Abuse 
Commission 

See also Alberta Alcohol & Drug Abuse 
Commission 


Alberta. Apprenticeship & Industry Training 

Board 

Current context and selected trends : a profile of 
apprenticeship and industry training in Alberta. 
MICROLOG 97-01052 (1 fiche) 

A Vision for the future, Alberta Apprenticeship and 
Industry Training : a discussion paper. 
MICROLOG 97-01011 (1 fiche) 


Alberta CHRS Consortium 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 1 : development of a thematic 
framework. MICROLOG 97-01015 (1 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 2 : a preliminary application of 
the evaluation framework. MICROLOG 97-01017 
(3 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 3 : final report : river integrity 
and management feasibility assessment. 
MICROLOG 97-01016 (2 fiche) 


Alberta. Consumer Measures Committee 
Proposals for harmonization of cost of credit 
disclosure laws in Canada. MICROLOG 97-01005 
(1 fiche) 


Alberta Council on Admissions & Transfer 
Alberta Council on Admissions & Transfer : Annual 
report 1995-96. MICROLOG 97-01022 (1 fiche) 


Alberta. Dept. of Housing 
See also Alberta. Alberta Municipal Affairs 


Alberta. Dept. of Public Works, Supply & 
Services 
See Alberta. Alberta Public Works, Supply & 
Services 


Alberta Environmental Centre 
Oldman River Dam, mercury in fish : interim report, 
1994. MICROLOG 97-01037 (1 fiche) 


Alberta. Environmental Laboratory & 
Research Centre 
See Alberta Environmental Centre 
Alberta. Environmental Protection 
See Alberta. Alberta Environmental Protection 
Alberta. Environmental Protection Services. 
Environmental Centre 
See Alberta Environmental Centre 


Alberta. Housing & Consumer Affairs 
Alberta apartment vacancy and rental cost survey, 
1996. MICROLOG 97-01021 (2 fiche) 
Condominium Property Amendment Act, 1996, 
proposed regulations : a discussion paper. 
MICROLOG 97-01010 (1 fiche) 


Alberta Labour 
See Alberta. Alberta Labour 


Alberta. Ministry of Environmental 

Protection 

See Alberta. Alberta Environmental Protection 
Alberta Municipal Affairs 

See Alberta. Alberta Municipal Affairs 
Alberta. Natural Resources Service 


Pembina River Provincial Park management plan. 
MICROLOG 97-01049 (1 fiche) 


Alberta. Office of the information & Privacy 
Commissioner 
Alberta. Office of the Information & Privacy 
Commissioner : Annual report 1995-96. 
MICROLOG 97-01053 (1 fiche) 


Alberta Oil Sands Information Services 
See AOSTRA Library & Information Services 


Alberta Oil Sands Technology & Research 
Authority. Library & information Services 


See AOSTRA Library & information Services 


Alberta Personnel Administration 
Alberta Personnel Administration : Annual report 
1995-96. MICROLOG 97-00695 (1 fiche) 


Alberta. Provincial AIDS Program 
HIV prevention and injection drug use in Alberta : 
literature review, HIV prevention and non 
prescription needle use project. 
MICROLOG 97-01003 (1 fiche) 


Alberta. Provincial Treasurer 
See Alberta. Alberta Treasury 

Alberta. Public Service Commissioner 
See Alberta Personnel Administration 


Alberta. Public Service Pension Board 
Public Service Pension Pian : Annual report 1995. 
MICROLOG 97-01030 (1 fiche) 


Alberta. River Engineering Branch 
Hinton flood risk mapping study. 
MICROLOG 97-01043 (2 fiche) 


Alberta. Safety Codes Council 
Alberta. Safety Codes Council : Annual report 
1994. MICROLOG 97-01029 (1 fiche) 
Alberta. Safety Codes Council : Annual report 
1995. MICROLOG 97-01028 (1 fiche) 


Alberta Science & Research Authority 
Alberta Science & Research Authority : Annual 
report 1995-96. MICROLOG 97-01054 (1 fiche) 


Alberta. Special Forces Pension Board 
Special Forces Pension Plan : Annual report 1995. 
MICROLOG 97-01031 (1 fiche) 


Alberta. Surface Water Assessment Branch 
An Overview of water quality in Frank Lake, 
1990-93. MICROLOG 97-01014 (1 fiche) 


Alberta. Treasury Dept. 
See Alberta. Alberta Treasury 


Alberta. Water Resources Management 
Services. Technical Services Division 
Canada-Alberta Flood Damage Reduction 

Program, Black Diamond-Turner Valley flood risk 
mapping st : final report. 
MICROLOG 97-01046 (1 fiche) 

Alberta. Water Resources Management 
Services. Technical Services Division. 
River Engineering Branch 


See Alberta. River Engineering Branch 


Alberta. Water Sciences Branch 

Bow River synoptic surveys, 1994-95 : preliminary 
evaluation of results. MICROLOG 97-01045 
(2 fiche) 

Sensitivity of Alberta lakes to acidifying deposition 
: an update of sensitivity maps with emphasis on 
(ee Hak lakes. MICROLOG 97-01036 

1 fiche 


Alcoholism Foundation of Manitoba 
See also Addictions Foundation of Manitoba 


ALIS 
See AOSTRA Library & Information Services 


Alternative Transportation Fuels Seminar 
(1 993 : Burlin , Ont.) 
993 Alternative Transportation Fuels Seminar. 
MICROLOG 97-00841 (2 fiche) 


American Fisheries Society. North Pacific 
international Chapter 
Proceedings of the Coho Salmon Workshop. 
MICROLOG 97-00726 (5 fiche) 


Angus Reid Associates 
See also Angus Reid Group 


Angus Reid Group 
Highway #407 east survey results. 
MICROLOG 97-00891 (1 fiche) 


AOSTRA Library & information Services 
Initiation of sand production in the cold production 
process. MICROLOG 97-00838 (1 fiche) 


APWSS 


See Alberta. Alberta Public Works, Supply & 
Services 


A.R.A. Consultants 
Fishing for answers, coastal communities and the 
BC salmon fishery : final report. 
MICROLOG 97-00958 (4 fiche) 


ARA Consulting Group 
See AR.A Consultants 


Argosy Financial Group of Canada 
Report on Argosy Financial Group of Canada. 
MICROLOG 97-00847 (1 fiche) 


Art Gallery of Ontario 

Art Gallery of Ontario : Annual report 1985-86. 
MICROLOG 97-01140 (1 fiche) 

Art Gallery of Ontario : Annual report 1986-87. 
MICROLOG 97-01145 (1 fiche) 

Art Gallery of Ontario : Annual report 1987-88. 
MICROLOG 97-01143 (1 fiche) 

Art Gallery of Ontario : Annual report 1988-89. 
MICROLOG 97-01144 (1 fiche) 

Art Gallery of Ontario : Annual report 1989-90. 
MICROLOG 97-01 142 (1 fiche) 

Art Gallery of Ontario : Annual report 1990-91. 
MICROLOG 97-00758 (1 fiche) 


Assn canadienne d’habitation et de 


rénovation urbaine 
See also Canadian Housing & Renewal Assn 


Assn des conseils régionaux de santé de 


l'Ontario 
See also Assn of District Health Councils of Ontario 


Assn of District Health Councils of Ontario 
Planning Ontario’s health care services in the 
1980s : guide to District Health Council planning. 
MICROLOG 97-00883 (1 fiche) 


Assn of Professional Biologists of British 
Columbia 
Proceedings of the Coho Salmon Workshop. 
MICROLOG 97-00726 (5 fiche) 


AT. Hansen Consulting Services 
Guide d'application de la partie 9 du Code national 
du bâtiment aux immeubles existants. 
MICROLOG 97-01076 (3 fiche) 
Guide for the application of part 9 of the National 
Building Code to existing buildings. 
MICROLOG 97-01161 (2 fiche) 


Atlantic Fisheries Adjustment Program 
(Canada) 
Voir aussi Programme d'adaptation des pêches de 
l'Atlantique (Canada) 
Report of the Federal-Provincial Consultation 
Group on the Future of the Canadian Saltfish 
Corporation. MICROLOG 97-00830 (2 fiche) 


Atlantic Forestry Centre (Canada) 
Capabilities of global positioning system and data 
logging equipment to guide, track and record 
application history of aircraft and ground 
sprayers in forest operations. 
MICROLOG 97-00992 (1 fiche 
Atomic Energy Control Board of Canada 


See Canada. Atomic Energy Control Board 


Un résumé pour chaque titre 
se trouve dans la section Titres et résumés 
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Atomic Energy of Canada Ltd. Reactor Core 


Physics Branch 
loactive effluents from CANDU 6 reactors 
AS Les operation. MICROLOG 97-00828 


Aurora College (ha 
Aurora College (N.W.T.) : Annual report 1995. 
MICROLOG 97-00846 (1 fiche) 
Corporate plan 1995-2000 : a biueprint for the 
future. MICROLOG 97-01184 (1 fiche) 


Bank of Canada 

The Bank of Canada’s new quarterly projection 
model (QPM), part 4 : a semi-structural method 
to estimate potential output, combining 
economic theory with a time-series filter. 
MICROLOG 97-00776 (2 fiche) 

The Commodity-price cycle and regional 
economic performance in Canada. 
MICROLOG 97-00782 (1 fiche) 

Speculative behaviour, regime-switching and stock 
market crashes. MICROLOG 97-00783 (1 fiche) 


Banque du Canada 
See also Bank of Canada 


Bats & Forests Symposium (1995 : Victoria, 
B.C. 
Bats I Forests Symposium. 
MICROLOG 97-00957 (4 fiche) 


Bay of Quinte RAP Sooinsting Committee 
Aquatic macrophyte survey, Bay of Quinte, 1994. 
MICROLOG 97-00868 (1 fiche) 


Bayfield Institute 
Productive capacity of littoral habitats in the Great 
Lakes : field sampling procedures, 1988-95. 
MICROLOG 97-01168 (1 fiche) 


BC Environment 

Evaluation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 
180 in NO3- : a final report. 
MICROLOG 97-00804 (1 fiche) 

Lake classification and lakeshore management 
guidebook, Kamloops Forest Region. 
MICROLOG 97-00936 (1 fiche) 


B.C. Hydro. Forecasting Development 
See also B.C. Hydro. L Forecast Dept. 


B.C. A bakes Load Forecast Dept. 
B.C. Hydro electric load forecast, 1995-6 - 2015-6. 
MICROLOG 97-00965 (1 fiche) 


BC Parks. Strathcona District 
Strathcona-Westmin Provincial Park master plan. 
MICROLOG 97-00927 (1 fiche) 


BC Stats 
Small business growth and employment in British 
Columbia. MICROLOG 97-00945 (1 fiche) 


B.C. Utilities Commission 
See British Columbia Utilities Commission 


Beaumont & Associates Inc. 
Access to the holdings of Nova Scotia libraries : 
final report — Abridged. MICROLOG 97-01173 
(1 fiche) 


Bedford Institute of Oceanography 
Forecasting of ice conditions off the Canadian east 
coast in 1996 : a demonstration of the Ice-Ocean 
Forecast System. MICROLOG 97-01081 (1 fiche) 
A User's guide to the Ice-Ocean Forecast System 
(IOFS). MICROLOG 97-01080 (1 fiche) 


Blue Heron Market Gardens 
Market feasibility study for value-added strawberry 
products, product and market assessment : final 
report. MICROLOG 97-00578 (1 fiche) 


Bow River Water Quality Council (Alta.) 
Bow River synoptic surveys, 1994-95 : preliminary 
evaluation of results. MICROLOG 97-01045 
(2 fiche) 


British Columbia 
A Financial plan for British Columbia : protecting 
medicare and education. MICROLOG 97-01026 
(1 fiche) 


British Columbia (cont'd) 
Progress report on initiatives for the conservation 
of biodiversity In British Columbia. 
MICROLOG 97-00939 (1 fiche) 
British Columbia. Aquaculture & 
Commercial Fisheries Branch 
Towards quality assurance : an information 
manual for shellfish growers in British Columbia. 
MICROLOG 97-00937 (2 fiche) 
British Columbia. Arc y Branch 


British Columbia archaeological impact 
assessment guidelines — 3d rev. ed. 
MICROLOG 97-00932 (1 fiche) 


British Columbia. BC Environment 
See also BC Environment; British Columbia. 
Ministry of Environment, Lands & Parks 
British Columbia. BC Environment. 
Fisheries Branch 


See British Columbia. Fisheries Branch 


British Columbia. Boundary Health Unit 

Characterization of the air within Money’s 
Mushrooms Composting Facility, 4369 - 190th 
Street, Surrey, B.C. MICROLOG 97-00926 
(1 fiche) 

British Columbia. Canada-British Columbia 
Agreement Respecting Floodplain 
Mapping 
See Canada-British Columbia Agreement 

Respecting Floodplain Mapping 

British Columbia. Canada-British Columbia 
Partnership Agreement on Forest 
Resource Development: FRDA I! 

See Canada-British Columbia Partnership 


Agreement on Forest Resource Development: 
FRDA Il 


British Columbia. Environmental 
Assessment Office 
Summary of Crystal Peak Garnet Quarry project 
review, 1989-96. MICROLOG 97-00940 (1 fiche) 
British Columbia. Environmental Health 
Assessment & Saf 
injury prevention strategies for seniors and 
children in care facilities, and persons with 
disabilities : literature review. 
MICROLOG 97-00924 (2 fiche) 
British Columbia. Environmental 
Management Division. Fisheries Branch 


See British Columbia. Fisheries Branch 


British Columbia. Fish & Wildlife Branch 
See also British Columbia. Fisheries Branch 


British Columbia. Fisheries Branch 
Bull trout spawning and rearing habitat 
requirements : summary of the literature. 
MICROLOG 97-00925 (1 fiche) - 


British Columbia. Forest Science Research 
Branch 


See British Columbia. Ministry of Forests. 
Research Branch 


British Columbia. Forest Service. Corporate 
Policy & Planning 
Five year forest and resource program, 
1996-2001. MICROLOG 97-00931 (1 fiche) 


British Columbia. Forestry Division 
Publications catalogue, 1996. 
MICROLOG 97-00802 (1 fiche) 


British Columbia. ical Branch 
See also British Columbia. ical Survey 
Branch 


British Columbia. Geological Survey Branch 

Aggregate Forum, developing an Inventory that 
works for you : report of proceedings. 
MICROLOG 97-00917 (1 bee), nent? 4 

Geology and mineral deposits ne 
River-Horsefly map area, central Quesnel trough, 
British Columbia, NTS map sheets 93A/5, 6, 7, 
11, 12, 13, 93B/9, 16, 93G/1, 93H/4. 
MICROLOG 97-00961 (2 fiche) 


British Columbia. Heritage Rivers Board 
British Columbila's rivers : candidates for a 
provincial system. MICROLOG 97-00941 (1 fiche) 
British Columbia Inquiry into Gasoline 
ire À 
British Columbia inquiry into gasoline pricing : 
final report. MICROLOG 97-00906 (1 fiche) 
British Columbia Interministry Committee 
on Elder Abuse 


See Interministry Committee on Elder Abuse (B.C.) 


British Columbia. Job Protection 
Commission 
Fishing for answers, coastal communities and the 
BC salmon fishery : final : 
MICROLOG 97-00958 (4 fiche) 


British Columbia. Marine Resources 
Branch 
See also British Columbia. Fisheries Branch 
British Columbia. Mineral Resources 
Division. Geological Survey Branch 


See British Columbia. Geological Survey Branch 


British Columbia. Minister’s Advisory 
Committee on Ethical Issues in Health 
Care 
Ethical considerations regarding gender selection, 

a discussion of the issues. MICROLOG 97-00908 
(1 fiche) 

British Columbia. Ministry of Agriculture & 
Fisheries. Aquaculture & Commercial 
Fisheries 


See British Columbia. Aquaculture & Commercial 
Fisheries Branch 


British Columbia. Ministry of Agriculture, 
Fisheries & Food 
The 1995 British Columbia seafood industry : year 
in review. MICROLOG 97-00952 (1 fiche) 
British Columbia. Ministry of Agriculture, 
Fisheries & Food. Aquaculture & 
Commercial Fisheries Branch 
See British Columbia. Aquaculture & Commercial 
Fisheries Branch 


British Columbia. Ministry of Development, 
Trade & Tourism 
Investment climate : British Columbia, Canada, 
1996. MICROLOG 97-01027 (1 fiche) 


British Columbia. Ministry of Economic 
Development, Small Business & Trade 
See also British Columbia. Ministry of 

Development, Trade & Tourism 

British Columbia. Mini of Education 

See also British Columbia. Ministry of Education, 
Skills & Training 


British Columbia. Ministry of Education, 
Science & Technology. Justice Institute of 
British Columbia 


See Justice Institute of British Columbia 


British Columbia. Ministry of Education, 
Skills & Training 
Charting a new course : a strategic plan for the 
future of British Columbia's college, institute and 
agency system. MICROLOG 97-00923 (1 fiche) 
A Guide to adult basic education in women’s 
bridging programs. MICROLOG 97-00907 
(2 fiche) 
British Columbia. Ministry of Education, 
Skills & Training. Social Equity Branch 


Investing in all our children : a handbook of social 
equity programs. MICROLOG 97-00909 (1 fiche) 


British Columbia. Ministry of Employment & 
Investment 
British Columbia international commodity exports, 
1995. MICROLOG 97-00934 (1 fiche) 
Investment climate : British Columbia, Canada, 
1996. MICROLOG 97-01027 (1 fiche) 
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Advancement Directorate 
National air pollution surveillance (NAPS) network 


annual summary for 1993. MICROLOG 97-01179 
(2 fiche) 


Canada. Environnement Canada 
See also Canada. Environment Canada 
Canada. Environnement Canada. Centre 
Saint-Laurent 
Voir Centre Saint-Laurent 
Canada. État de l’environnement 


See also Canada. State of the Environment 
Reporting 


Canada. Exploration & Geological Services 
Division 


See Northern Affairs Program (Canada). Yukon 


Region. Exploration & Geological Services 
Division 


Canada. External Affairs & International 


Trade Canada 
See also Canada. Dept. of Foreign Affairs & 
International Trade 


Canada. Family Violence Prevention 


Division 
Voir aussi Canada. Division de la prévention de la 
violence familiale 


Canada. Family Violence Prevention 
Division. National Clearinghouse on 
Family Violence 


See National Clearinghouse on Family Violence 
(Canada) 


Canada. Forestry Canada. Ontario Region. 
Great Lakes Forestry Centre 
See Great Lakes Forestry Centre 


Canada. Forestry Canada. Pacific Forestry 
Centre 


See Pacific Forestry Centre 
Canada. Freshwater Fish Marketing 
Corporation 


See Freshwater Fish Marketing Corporation 
(Canada) 


Canada. Fundy National Park 
See Fundy National Park (N.B.) 


Canada. Garde côtière canadienne 
Voir Garde côtière canadienne 

Canada. Great Lakes Forestry Centre 
See Great Lakes Forestry Centre 


Canada. Health Canada. Social Services 
Programs Branch. Family Violence 
Prevention Division. National 
Clearinghouse on Family Violence 


See National Clearinghouse on Family Violence 
(Canada) 


Canada. Human Resources & Labour 
Canada 
See also Canada. Human Resources Development 
Canada 
Canada. Human Resources Development 
Canada 
Voir aussi Canada. Développement des ressources 
humaines Canada 
Annuities annual report, 1994-95. 
MICROLOG 97-00694 (1 fiche) 
Canada Student Loans ram : master list of 
designated educational institutions. 
MICROLOG 97-00616 (13 fiche) 
Career handbook. MICROLOG 97-01138 (20 fiche) 
Canada. Indian & Northern Affairs Canada 
oe Canada. Affaires indiennes et du Nord 
ada 


A Brief history of placer mining in the Yukon. 
MICROLOG 97-01106 (1 fiche) 
Placer mining settling ponds, vol. one : design 
principles. MICROLOG 97-01099 (2 fiche) 
Canada. Indian & Northern Affairs Canada. 
Exploration & Geological Services 
Division 
See Northern Affairs Program (Canada). Yukon 
Region. Exploration & Geological Services 
Division 
Canada. indian & Northern Affairs Canada. 
Placer Mining Section 
See Northern Affairs Program (Canada). Placer 
Mining Section 
Canada. Indian Affairs & Northern 
Development Canada 
See Canada. Indian & Northern Affairs Canada 
Canada. Industry & Science Policy Sector 


Voir aussi Canada. Secteur de la politique 
industrielle et scientifique 


Science and technology data, 1995. 
MICROLOG 97-00859 (1 fiche) 
Canada. Institut canadien de conservation 
Voir Institut canadien de conservation 


Canada. institut de recherche en 
construction 
Voir institut de recherche en construction 
(Canada) 
Canada. Institute for Research in 
Construction 
See Institute for Research in Construction 
(Canada) 
Canada. Library of Parliament 
Voir aussi Bibliothèque du Parlement 
ers of the House of Commons. 
MICROLOG 97-01165 (2 fiche) 
Canada. Library of Parliament. Research 
Branch 
Voir aussi Canada. Bibliothèque du Parlement. 
Service de recherche 
Privacy issues in telecommunications -- Rev. 
MICROLOG 97-01185 (1 fiche) 


Canada. Minister of Human Resources 
Development 


See Canada. Human Resources Development 
Canada 


Canada. Ministère des affaires étrangères 
et du commerce international 

See also Canada. Dept. of Foreign Affairs & 
International Trade 

L’Avenir éclairé par le passé : réflexion 
pragmatique sur l'option régionale pour le 
nr des conflits. MICROLOG 97-00972 

1 fiche) 

Changements de partenaires et partenaires 
changeants : tendances des relations 
économiques régionales du Canada. 
MICROLOG 97-00786 (1 fiche) 

Réponse du gouvernement au rapport du Comité 
permanent des affaires étrangères et du 
commerce international intitulé les PME 
canadiennes dans l'économie mondiale : 
optimiser le partenariat entreprises-secteur 
public pour réussir sur les marchés 
internationaux MICROLOG 97-01066 (1 fiche) 


Canada. Ministère des finances 

See also Canada. Dept. of Finance 

Comptes publics du Canada, 1995-96. 
MICROLOG 97-01056 (12 fiche) 

Gouvernement du Canada : ses fiscales, 
1995. MICROLOG 97-00761 (2 fiche) 

Tableaux de référence économiques, 1996. 
MICROLOG 97-00722 (2 fiche) 


Canada. Ministère des pêches et des 


océans 
See a/so Canada. Dept. of Fisheries & Oceans 


Loi sur la restructuration du secteur des péches de 
l'Atlantique : Rapport annuel 1995-96. 
MICROLOG 97-01062 (1 fiche) 

annuel au Partement sur la Loi sur l'accès 
à l'information et sur la Loi sur la protection des 
renseignements personnels 1995-96. 
MICROLOG 97-01063 (1 fiche) 

Rapport du Groupe fédéral-provincial de 
consultation sur l'avenir de l'Office canadien du 
poisson salé. MICROLOG 97-00830 (2 fiche) 


Canada. Ministère des pêches et des 
océans. Direction de l’économique et de la 
statistique 
Les Pêches maritimes du Québec : revue 

statistique annuelle, 1994-95. 
MICROLOG 97-01032 (3 fiche) 


Canada. Ministère du développement des 
ressources humaines 


Voir Canada. Développement des ressources 
humaines Canada 


Canada Mortgage & Housing Corporation 

Voir aussi Socks candilionie Grivpoaciles et 
de logement 

Canadian housing statistics, 1995. 

MICROLOG 97-00638 (2 fiche) 

The Chinese elderty : social integration in Metro 
Toronto Housing Company Lid. 

MICROLOG 97-01188 (2 fiche) 

Complying with residential ventilation 
requirements in the 1995 National Building 
Code. MICROLOG 97-01089 (1 fiche) 

E Z comers metal angle framing accessory. 
MICROLOG 97-01189 (1 fiche) 

An Exploration of the desirability of housing 
location by consumers of psychiatric services. 
MICROLOG 97-01192 (2 fiche) 

Guide for residential indoor air quality 
investigations. MICROLOG 97-01201 (2 fiche) 

Modelling of road noise and optimal barrier 
design. MICROLOG 97-01202 (2 fiche) 

A Passive facultative wastewater treatment system 
for single-family residential use. 

MICROLOG 97-01203 (1 fiche) 

Performance monitoring of a bubble pumped solar 
domestic hot water system : final report. 
MICROLOG 97-01204 (1 fiche) 

Piacement-Habitat Desjardins : appréciation du 
programme. MICROLOG 97-01198 (1 fiche) 

Safer social habitat : North American and 
European meeting on preventing crime in public 
housing communities : final report. 
MICROLOG 97-01158 (1 fiche) 

Seven sources of change in Vancouver housing 
prices, 1981-91. MICROLOG 97-01 195 (1 fiche) 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Canada Mortgage & Housing 

Corporation cont'd) 

Structural Investigation of slender prestressed 
brick walls : a report. MICROLOG 97-01205 
(2 fiche) 

Ventilation system for new and existing houses 
with baseboard heating — Rev. 
MICROLOG 97-01194 (2 fiche) 

Vents, ventilation, drying and pressure 
moderation. MICROLOG 97-01193 (2 fiche) 


Canada Mortgage & Housing Corporation. 
Centre for Future Studies in Housing & 
Living Environments 


See Centre for Future Studies in Housing & Living 
Environments (Canada) 


Canada Mortgage & Housing Corporation. 
External Research Program 
A City of towns : alternatives for the planning and 
design of housing in St. John's, Newfoundland. 
MICROLOG 97-01190 (3 fiche) 


Canada Mortgage & Housing Corporation. 
Housing Innovation Division 
Voir aussi Société canadienne d’hypothéques et 
de logement. Division de l'innovation dans 
l'habitation 
Commissioning plan for the building envelope : 
report. MICROLOG 97-01157 (1 fiche) 


Canada Mortgage & Housing Corporation. 
International Relations Division 
Voir aussi Société canadienne d’hypothéques et 
de logement. Division des relations 
internationales 
The Ecological city : Canada’s overview. 
MICROLOG 97-01 182 (3 fiche) 


Canada Mortgage & Housing Corporation. 
Professional Services & Standards 
Division. Technical & Engineering Services 
Guide for the application of part 9 of the National 

Building Code to existing buildings. 
MICROLOG 97-01161 (2 fiche) 


Canada Mortgage & Housing Corporation. 

Research Division 

Efficiency housing database development : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. MICROLOG 97-00981 
(1 fiche) 

A Survey of problem homes of the environmentally 
hypersensitive. MICROLOG 97-01200 (1 fiche) 


Canada Mortgage & Housing Corporation. 
Technical Policy & Research Division 
Molds in finished basements : final report. 

MICROLOG 97-01159 (1 fiche) 

Three decades of innovation in housing 
technology, 1966-96 : final report. 
MICROLOG 97-01196 (2 fiche) 

Canada. National Energy Board 
Voir aussi Canada. Office national de l'énergie 
Offshore waste treatment guidelines. 

MICROLOG 97-01064 (1 fiche) 


Canada. National Literacy Secretariat 
A Guide to adult basic education in women’s 
bridging programs. MICROLOG 97-00907 
(2 fiche) 
Canada. Natural Resources Canada. 
Geological Survey of Canada 
See Geological Survey of Canada 
Canada-Newfoundland Offshore Petroleum 
Board 


Offshore waste treatment guidelines. 
MICROLOG 97-01064 (1 fiche) 


Canada-Nova Scotia Offshore Petroleum 
Board 
Offshore waste treatment guidelines. 
MICROLOG 97-01064 (1 fiche) 
Canada. Office Canada-Nouvelle-Ecosse 
des hydrocarbures extracôtiers 


Voir Office Canada-Nouvelle-Écosse des 


Canada. Office de commercialisation du 
poisson d’eau douce 


Voir Office de commercialisation du poisson d'eau 
douce (Canada) 


Canada. Office national de l'énergie 
See also Canada. National Energy Board 
Lignes directrices sur le traitement des déchets 
extracôtiers. MICROLOG 97-01064 (1 fiche) 


Canada. Office of the Commissioner of 
Official Languages 
Second-language retention, an annotated 
bibliography. MICROLOG 97-01085 (1 fiche) 


Canada. Panel on Energy, Research & 


Development 

Advanced houses tech ies assessment : 
summary report. MICROLOG 97-00973 (1 fiche) 

Air infittration rate of windows under temperature 
and pressure differentials. MICROLOG 97-00975 
(2 fiche) 

Energy analysis algorithms for dual capacity GSHP 
systems for HOT 2000. MICROLOG 97-00977 
(1 fiche) 

Fabrication and testing of a monolithic solid-state 
electrochromic device for smart window 
application. MICROLOG 97-00915 (2 fiche) 

The Synthesis and development of a polymer 
electrotyte film for use in electrochromic (smart) 
window technology. MICROLOG 97-0091 4 
(1 fiche) 


Canada. Parlement. Bibliothéque du 
Parlement 


Voir Canada. Bibliothéque du Parlement 


Canada. Parlement. Chambre des 
communes. Comité permanent des 
affaires étrangéres et du commerce 
international 
See also Canada. Parliament. House of Commons. 
Standing Committee on Foreign Affairs & 
International Trade 

Réponse du gouvernement au rapport du Comité 
permanent des affaires étrangéres et du 
commerce international intitulé les PME 
canadiennes dans l'économie mondiale : 
optimiser le partenariat entreprises-secteur 
public pour réussir sur les marchés 
internationaux. MICROLOG 97-01066 (1 fiche) 


Canada. Parliament. House of Commons. 
Standing Committee on External Affairs & 
International Trade 
See also Canada. Parliament. House of Commons. 

Standing Committee on Foreign Affairs & 
international Trade 


Canada. Parliament. House of Commons. 
Standing Committee on Foreign Affairs & 
International Trade 
Voir aussi Canada. Parlement. Chambre des 

communes. Comité permanent des affaires 
étrangéres et du commerce international 


Government response to the Standing Committee 
on Foreign Affairs and International Trade on 
Canadian SMEs in the world economy : 
developing effective business-government 
partnership for international success. 
MICROLOG 97-01066 (1 fiche) 


Canada. Patrimoine canadien 
See also Canada. Canadian Heritage 
Le Programme d'aide aux musées. 

MICROLOG 97-01170 (1 fiche) 


Canada. Public Works & Government 
Services Canada 
Voir aussi Canada. Travaux publics et services 
gouvernementaux Canada 
Maintaining indoor air quality through the use of 
HVAC systems. MICROLOG 97-00598 (1 fiche) 
(Available on fiche only) 


Canada. Public Works Canada 
See also Canada. Public Works & Government 
Services Canada 


Canada. Receiver General 

See Canada. Dept. of Finance 
Canada. Receveur général 

Voir Canada. Ministére des finances 


Canada. Ressources humaines et travail 
Canada 
Voir aussi Canada. Développement des ressources 

humaines Canada 
Canada. Santé Canada. Division de la 
prévention de la violence familiale 
Voir Canada. Division de la prévention de la 
violence familiale 

Guide pour l'amélioration des services aux 
personnes âgées canadiennes, victimes d'abus. 
MICROLOG 97-01147 (2 fiche) 

Canada. Santé Canada. Division de la 
prévention de la violence familiale. Centre 
national d’information sur la violence 
dans la famille 


Voir Centre national d'information sur la violence 
dans la famille (Canada) 


Canada. Secrétariat du Conseil du trésor 
Voir Canada. Conseil du trésor 


Canada. Secteur de la politique industrielle 
et scientifique 
See also Canada. Industry & Science Policy Sector 


Données en sciences et technologie, 1995. 
MICROLOG 97-00859 (1 fiche) 
Canada. Service canadien des forêts 
Voir Service canadien des forêts 
Canada. SOE Reporting 
See Canada. State of the Environment Reporting 
Canada. Soil & Water Environmental 
Enhancement Program 
See Soil & Water Environmental Enhancement 
Program (Canada) 
Canada. State of the Environment 
Directorate 
See Canada. State of the Environment Reporting 
Canada. State of the Environment 
Reporting 
Technical supplement to the environmental 


indicators on Sustaining Canada’s forest : timber 
harvesting. MICROLOG 97-00881 (1 fiche) 


Canada. Supply & Services Canada 
See also Canada. Public Works & Government 
Services Canada 
Canada. Transport Canada. Canadian 
Coast Guard 


See Canadian Coast Guard 


Canada. Transports Canada. Garde cétiére 
canadienne 


Voir Garde côtière canadienne 


Canada. Travaux publics Canada 
Voir aussi Canada. Travaux publics et services 
gouvernementaux Canada 


Canada. Travaux publics et services 


uvernementaux Canada 
ee also Canada. Public Works & Government 
Services Canada 


Maintien de la qualité de l'air intérieur au moyen 
des systèmes CVCA MICROLOG 97-00598 
(1 fiche) (Available on fiche only) 


Canada. Treasury Board 
Voir aussi Canada. Conseil du trésor 
Guide for re-engineering pay and benefits. 
MICROLOG 97-00756 (3 fiche) 
Official languages in federal institutions : Annual 
report 1995-96. MICROLOG 97-00739 (2 fiche) 


Canada. Treasury Board. Bureau of Real 


hydrocarbures extracôtiers ses Race Track Division Abs te mo A Property Act and Federal 
Canadian Pari-M = 
ee also Por pmniel sgency Real Property Regulations. MICROLOG 97-00738 
(2 fiche) 
Un résumé pour chaque titre 
72 se trouve dans la section Titres et résumés 
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Canada. Treasury Board Secretariat 
See Canada. Treasury Board 


Canada/Yukon Geoscience Office 
Granitic pegmatites in the Canadian Cordillera, 
Yukon and Northwest Territories. 
MICROLOG 97-01094 (1 fiche) 


Canadian Coast Guard 
Voir aussi Garde côtière canadienne 
Marine oil spill preparedness and response regime 
: report to Parliament, 1996. 
MICROLOG 97-01082 (1 fiche) 


Canadian Conservation Institute 
Voir aussi Institut canadien de conservation 
Canadian Conservation Institute : Annual report 
1994-95. MICROLOG 97-00812 (1 fiche) 


Canadian Council on Social Development. 
Centre for International Statistics 
Voir aussi Conseil canadien de développement 
social. Centre de statistiques internationales 
A Statistical profile of urban poverty. 
MICROLOG 97-01071 (1 fiche) (Available on 
fiche only) 


Canadian Forest Products Ltd. 

Tree Farm Licence 48, issued to Canadian Forest 
Products Limited : rationale for allowable annual 
cut determination, effective December 31, 1996. 
MICROLOG 97-00950 (1 fiche) 


Canadian Forest Service 
Voir aussi Service canadien des forêts 
Natural regeneration of Ontario’s major 
commercial coniferous species : a bibliography. 
MICROLOG 97-00604 (2 fiche) 


Canadian Forest Service-Atiantic Centre 
Air Pollution and Multiple Stresses : international 
meeting for specialists in air pollution effects on 
forest ecosystems. MICROLOG 97-00960 
(5 fiche) 


Canadian Forestry Service. Great Lakes 
Forestry Centre 


See Great Lakes Forestry Centre 


Canadian Grain Commission 
The Future quality system for Canadian wheat : a 
discussion paper. MICROLOG 97-00993 (1 fiche) 


Canadian Heritage 
See Canada. Canadian Heritage 


Canadian Heritage Rivers Board 
Canadian Heritage Rivers Board : Annual report 
1995-96. MICROLOG 97-00723 (1 fiche) 
Canadian Heritage Rivers System : nomination 
document for the Bonnet Piume River, Yukon 
Territory. MICROLOG 97-00656 (1 fiche) 


Canadian Housing & Renewal Assn 
Changing directions, building for the future : 
highlights, Canadian Housing and Renewal 
Association 28th annual congress. 
MICROLOG 97-00879 (1 fiche) 


Canadian Housing & Renewal Assn. 
Congress (28th : 1996 : Vancouver, B.C.) 
Changing directions, building for the future : 

highlights, Canadian Housing and Renewal 
Association 28th annual congress. 
MICROLOG 97-00879 (1 fiche) 


Canadian Institute of Mining, Metallurgy & 
Petroleum. General Meeting (1994) 
Yukon metallogeny : recent developments. 

MICROLOG 97-01110 (1 fiche) 


Canadian Pari-Mutuel Agenc 
Analytical methodology for detection and 
confirmation of drugs in equine body fiuids, vol. 
ll : respiratory drugs. MICROLOG 97-00747 
(3 fiche) 


Canadian Parks Service. Fundy National 
Park 
See Fundy National Park (N.B.) 

Canadian Saltfish Corporation 
Report of the Federal-Provincial Consultation 


Group on the Future of the Canadian Saltfish 
Corporation. MICROLOG 97-00830 (2 fiche) 


Canadian Urban institute 
Disentanglement in several jurisdictions, 
comparisons with Ontario : a report. 
MICROLOG 97-01065 (2 fiche) 


Canadian Wheat Board 
The Future quality system for Canadian wheat : a 
discussion paper. MICROLOG 97-00993 (1 fiche) 


Canadian Wildlife Service. Ontario Region 
Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting ters on Lake Huron and the lower Great 
Ct fet mie fot in 1991. MICROLOG 97-00615 


Canadian Wildlife Service. Pacific & Yukon 

Region 

Chlorinated compounds in wildlife from the Fraser 
River Basin. MICROLOG 97-00633 (1 fiche) 


Caneta Research Inc. 


Energy analysis algorithms for dual capacity GSHP 
systems for HOT 2000. MICROLOG 97-00977 
(1 fiche) 

Review of DOE-2 modelling limitations : final 
report. MICROLOG 97-00912 (1 fiche) 

Summary of C-2000 building simulation. 
MICROLOG 97-00976 (1 fiche) 


CANMET 


See Canada Centre for Mineral & Energy 
Technology 


CCRP 


Voir Canada. Comité consultatif de la 
radioprotection 


C.D. Howe Institute 
Economic growth, technological change, and 
Canadian economic policy. 
MICROLOG 97-00618 (1 fiche) 


ep de Baie-Comeau 

veloppement d’un modèle de planification 
forestière qui utilise l’unité écologique comme 
base de travail, projet no 2005. 
MICROLOG 97-00674 (2 fiche) 


Centra Gas Manitoba 
Design and analysis of a residential greywater heat 
recovery system. MICROLOG 97-00978 (1 fiche) 


Centre canadien de la technologie des 
minéraux et de l’enérgie 
See also Canada Centre for Mineral & Energy 
Technology 
Répertoire de projets en technologie minière, 
1994. MICROLOG 97-00658 (4 fiche) 


Centre canadien de la technologie des 
minéraux et de l’énergie. Centre de la 
technologie de l'énergie 
Résultats d'un sondage auprès des participants 

aux ateliers sur les maisons performantes. 
MICROLOG 97-00922 (1 fiche) 


Centre de foresterie des Grands Lacs 
See also Great Lakes Forestry Centre 


Centre de recherche sur les transports. 
Université de Montréal 


Voir Université de Montréal. Centre de recherche 
sur les transports 


Centre de recherches pour la défense 


Ottawa 
See also Defence Research Establishment Ottawa 


Centre des congrès d'Ottawa eu 
Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1987-88. MICROLOG 97-00774 (1 fiche) 
Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1988-89. MICROLOG 97-00773 (1 fiche) 
Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1986-87. MICROLOG 97-00775 (1 fiche) 


Centre d’études prospectives sur 
l'habitation et le cadre de vie (Canada) 
See also Centre for Future Studies in Housing & 

Living Environments (Canada 
La Réalité virtuelle dans le ment et 
l'urbanisme. MICROLOG 97-01059 (2 fiche) 


Centre d'exploitation multiressource 
CEMUR) 
tude de productivité : utilisation de la traction 
animale des chevaux en complément de la force 
mécanique, projet no 1121. 
MICROLOG 97-00673 (1 fiche) 


Centre for Engineering Research Inc. 
Centre for Engineering Research Inc. : Annual 
report 1995. MICROLOG 97-00831 (1 fiche) 


Centre for Frontier Engineering Research 
See also Centre for Engineering Research Inc. 


Centre for Future Studies in Housing & 
Living Environments (Canada 
Voir aussi Centre d'études prospectives sur 
l'habitation et le cadre de vie (Canada) 


Virtual reality in housing and community planning. 
MICROLOG 97-01059 (2 fiche) 


Centre for Research & Education in Human 
Services (Kitchener, Ont.) 
Family directed support : diversity, hopes, 
struggles, dignity : Special Services at Home 
evaluation. MICROLOG 97-00839 (2 fiche) 


Centre national d’information sur la 
violence dans la famille (Canada) 

See also National Clearinghouse on Family 
Violence (Canada) 

Activités financées par le gouvernement fédéral 
par le biais de l'Initiative de lutte contre la 
violence familiale, du 1er avril 1991 au 30 
novembre 1995. MICROLOG 97-01086 (9 fiche) 

Maisons de transition et d'hébergement pour 
femmes violentées au Canada. 

MICROLOG 97-01067 (1 fiche) 


Centre Saint-Laurent 

Bilan régional, secteur d'étude Montréal-Longueuil 
: zone d'intervention prioritaire 9. 

MICROLOG 97-00645 (1 fiche) 

Portrait temporel et spatial du niveau d’acidité des 
eaux de surface du Québec méridional de 1985 
à 1995. MICROLOG 97-01153 (1 fiche) 

Synthèse des connaissances sur les aspects 
physiques et chimiques de l'eau et des 
sédiments du Saguenay : rapport technique, 
zones d'intervention prioritaire 22 et 23. 
MICROLOG 97-00644 (3 fiche) 


CETC 


See Canada Centre for Mineral & Energy 
Technology. Energy Technology Centre 


Chalk River Laboratories. Chemical 


Engineer 

ioactive effluents from CANDU 6 reactors 
during normal operation. MICROLOG 97-00828 
(1 fiche) 


Chalk River Laboratories. Fuel 
Development Branch 
Post-irradiation examination of BEATRIX-II phase II 
Li2ZrO3 pebble-bed. MICROLOG 97-00827 
(1 fiche) 


Chalk River Laboratories. Reactor 
Chemistry Branch 
Modeling flow-accelerated corrosion in CANDU. 
MICROLOG 97-00826 (1 fiche) 


Chalk River Laboratories. Research & 
Product Development 
Improving the service life and performance of 
repre fuel channels. MICROLOG 97-00829 
(1 fiche) 


Chalk River Laboratories. System 
Chemistry & Corrosion 
Photon electron energy deposition in CANDU 
reactor fuel channels : a study using SANDYL 
and EGS4. MICROLOG 97-00825 (1 fiche) 


Chreod Ltd. 
Canada-China low cost housing demonstration 
project, Shanghai : pre-feasibility assessment, 
final report. MICROLOG 97-01197 (1 fiche) 


Clayton Research Associates 
Three decades of innovation in housing 
techn y, 1966-96 : final report. 
MICROLOG 97-01 196 (2 fiche) 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Clearwater River Committee (Alta.) 
Canadian Heritage Rivers System background 
study : Clearwater/Christina rivers, Alberta. 

MICROLOG 97-01042 (3 fiche) 

Canadian Heritage Rivers System : nomination 
document for the Clearwater River system, 
Alberta. MICROLOG 97-01047 (1 fiche) 


CLIA 


See Community Legal Information Assn of Prince 
Edward Island 


Coho Salmon Workshop (1992 : Nanaimo, 
B.C.) 
Proceedings of the Coho Salmon Workshop. 
MICROLOG 97-00726 (5 fiche) 


Colombie-Britannique 
See also British Columbia 


Colombie-Britannique. Ministry of 
Environment, Lands & Parks 
See also British Columbia. Ministry of 
Environment, Lands & Parks 


Comité interministériel sur la violence a 
l’égard des personnes âgés (C.-B.) 
See also Interministry Committee on Elder Abuse 
(B.C.) 
Guide pour l'amélioration des services aux 
personnes âgées canadiennes, victimes d’abus. 
MICROLOG 97-01147 (2 fiche) 


Commission Canada-Nouvelle-Ecosse des 


pétroles sous-marins p 
Voir aussi Office Canada-Nouvelle-Ecosse des 
hydrocarbures extracôtiers 


Commission canadienne des grains 
See also Canadian Grain Commission 


Commission des rivières du patrimoine 
canadien 
Commission des rivières du patrimoine canadien : 
Rapport annuel 1995-96. MICROLOG 97-00723 
(1 fiche) 


Commission du droit d’auteur (Canada) 
See also Copyright Board Canada 
Commission du droit d’auteur (Canada) : Rapport 
annuel 1995-96. MICROLOG 97-00990 (1 fiche) 


Commission geclogique du Canada 
See also Geological Survey of Canada 
Catalogue de la Commission géologique du 
Canada, 1988-94. MICROLOG 97-00801 (2 fiche) 


Commission ontarienne de l’assurance- 
récolte 
Commission ontarienne de l’assurance-récolte : 
Rapport annuel 1995-96. MICROLOG 97-00871 
(1 fiche) 


Community Legal Information Assn of 
Prince Edward Island 
Community Legal Information Association of 
Prince Edward Island : Annual report 1995-96. 
MICROLOG 97-00845 (1 fiche) 


Conseil canadien de développement social. 
Centre de statistiques internationales 
See also Canadian Council on Social 
Development. Centre for International Statistics 
Un Profil statistique de la pauvreté urbaine. 
MICROLOG 97-01154 (1 fiche) (Available on 
fiche only) 


Conseil consultatif des femmes du 
Manitoba 
See also Manitoba Women’s Advisory Council 


Conseil de promotion de la coopération 


Man. 
pen de promotion de la coopération (Man.) : 
Rapport annuel 1995-96. MICROLOG 97-00811 
(1 fiche) 


Conseil des écoles séparées catholiques 
romaines des comtés de Bruce-Grey 
Le Conseil des écoles séparées catholiques 
romaines des comtés de Bruce-Grey : an 
des besoins, répercussions de l'enseignement 
en français : rapport final, document de travail. 
MICROLOG 97-01135 (1 fiche) 


Index des dénominations sociales 


Conseil international d'éducation des 


aduites 
See also international Council for Adult Education 


Conseil national de recherches Canada 
See also National Research Council Canada 


Conseil national du bien-être social 


ro 
lorer le Régime de pensions du Canada : 
rapport. MICROLOG 97-00713 (1 fiche) 


Conservation Districts Authority (Man.) 
Conservation Districts Authority (Man.) : Annual 
report 1995-96. MICROLOG 97-00751 (2 fiche) 


Consumers’ Gas Company 
In the matter of the Ontario Energy Board Act and 
in the matter of an application by the Consumer's 
Gas Company Ltd. for rates : decision with 
reasons. MICROLOG 97-00605 (3 fiche) 


Copyright Board Canada 
Voir aussi Commission du droit d'auteur (Canada) 
yright Board Canada : Annual report 1995-96. 
MICROLOG 97-00990 (1 fiche) 


Corrosion/96 (1996 : Denver, Colo. ) 
Modelling the effects of porous and semi- 
permeabie layers on corrosion processes. 
MICROLOG 97-00989 (1 fiche) 


Creative Research International 
Evaluation of the Radiation Monitor. 
MICROLOG 97-00681 (1 fiche) 


Crop Insurance Commission of Ontario 


Crop Insurance Commission of Ontario : Annual 
report 1995-96. MICROLOG 97-00871 (1 fiche) 


C.R.T. 


Voir Université de Montréal. Centre de recherche 
sur les transports 


Dames & Moore (Firm) 
Aggregate resources inventory of the Bruce Mines 
to Blind River area. MICROLOG 97-00892 
(1 fiche) 


Defence Research Establishment Ottawa 
Space radiation environment estimation for 
RADARSAT II. MICROLOG 97-00787 (1 fiche) 


Denis Barker & Associates Limited 
A Passive facultative wastewater treatment system 
for single-family residential use. 
MICROLOG 97-01203 (1 fiche) 


District Health Councils Assn of Ontario 
See Assn of District Health Councils of Ontario 


Drerup Armstrong Ltd. 
A Survey of problem homes of the environmentally 
hypersensitive. MICROLOG 97-01200 (1 fiche) 


DRH Canada 


Voir Canada. Développement des ressources 
humaines Canada 


Due North conan 
Efficiency housing dat development : field 
energy audit of existing dwellings, phase 1 report 
i Hotes Alberta houses. MICROLOG 97-00981 
1 fiche) 


Ecological Services for Planning Ltd. 
Document d'orientation sur la mesure de la 
précision des essais de toxicité sur sédiment de 
contrôle dopé avec un produit toxique de 
référence. MICROLOG 97-01163 (1 fiche) 


EM & PR 


See British Columbia. Ministry of Energy, Mines & 
Petroleum Resources 


EMPR 


See British Columbia. Ministry of Energy, Mines & 
Petroleum Resources 


Energy Building Group 
Innova House : Ottawa’s advanced house. 
MICROLOG 97-00994 (2 fiche) 


février 1997 


Enermodal Engineering Ltd. 
Design and ormance of the Waterloo Region 
Green Home. MICROLOG 97-00991 (1 fiche) 


Ernst & Young (Firm) 

A Report to Manitoba Lotteries Corporation 
reviewing analysis of the net social benefits from 
legalized gambling in the province of Manitoba. 
MICROLOG 97-01075 (1 fiche) 


Ernst et Young (Firme) 
See also Emst & Young (Firm) 


Examen des services de garde d’enfants de 
Ontario 
Amélioration des services de d'enfants en 
Ontario. MICROLOG 97-00867 (2 fiche) 


F 


Federal-Provincial Consultation Group on 
the Future of the Canadian Saltfish 
Corporation 
Voir aussi Groupe fédéral-provincial de 
consultation sur l'avenir de l'Office canadien du 
poisson 

Report of the Federal-Provincial Consultation 
Group on the Future of the Canadian Saitfish 
Corporation. MICROLOG 97-00830 (2 fiche) 


Fédération canadienne des municipalités 
La Ville écologique : aperçu de la situation au 
Canada. MICROLOG 97-01183 (2 fiche) 


Federation of Canadian Municipalities 
The Ecological city : Canada’s overview. 
MICROLOG 97-01 182 (3 fiche) 


Fire Cross Consultants 
Fire fighting capability assessment program, 
Pickering NGS. MICROLOG 97-00698 (1 fiche) 


Fondation ontarienne pour la recherche en 
cancérologie et le traitement du cancer 
Fondation ontarienne pour la recherche en 

cancérologie et le traitement du cancer : Rapport 
annuel 1995-96. MICROLOG 97-00876 (1 fiche) 


Fortymile Placers 
Testing the viability of floater dredging in frozen 
ground. MICROLOG 97-01098 (1 fiche) 
The Use of diffuser systems for dispersion of 
placer mining effiuent. MICROLOG 97-01097 
(1 fiche) 


FRDA II 


See Canada-British Columbia Partnership 
Agreement on Forest Resource Development: 
FRDA Il 


Freshwater Fish Marketing Corporation 
(Canada) 
Freshwater Fish Marketing ion (Canada) : 
Anal report 1995-96. MICROLOG 97-01058 
(1 fiche) 


Fundy National Park (N.B.) 

A Checkiist, with codes, of the vascular plants, 
lichens and bryophytes of Fundy National Park, 
including notes on the park herbarium. 
MICROLOG 97-00971 (2 fiche) 


Fundy Region Development Commission 
See Saint John Fundy Region Development 


Commission 


G 


Garde côtière canadienne 
See also Canadian Coast Guard 


Régime de préparation et d'intervention en cas de 
déversement d'hydrocarbures en milieu marin : 
rapport au Partement, 1996. 

MICROLOG 97-01082 (1 fiche) 


Geological Survey of Canada 
Voir aussi Commission géologique du Canada 
Geological Survey of Canada catalogue, 1988-94. 
MICROLOG 97-00801 (2 fiche) 
Setting of stratiform, sediment-hosted lead-zinc 
deposits in Yukon and northeastem British 
Columbia. MICROLOG 97-01107 (1 fiche) 
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GO Transit Institut d’études pédagogiques de l'Ontario.  Klohn Leonoff Consultants Ltd. 
See Toronto Area Transit Operating Authority Centre régional d'Ottawa Canada-Alberta Flood Reduction 
(Ont.) See also Institute for Studies in Education. Program, Black Diamond-Tumer Valley flood risk 
Golden Task Force Ottawa Valley Centre mapping study : final report. 
Le Conseil des écoles séparées catholiques PROCEDURE (USS) 
See Greater Toronto Area Task Force (Ont.) romaines des comtés de Bruce-Grey : KPMG 
Government of Ontario Transit des besoins, répercussions de l'enseignement An Assessment of the benefits and costs of the 
en français : final, document de travail. Manitoba Lotteries Corporation. 
“es Joronte Area Transit Operating Authority MICROLOG 97-01135 (1 fiche) MICROLOG 97-01074 (2 fiche) 
à Institut océanogra 
Great Lakes Forestry Centre See also sr edge L 
Regeneration and surface condition trends Institut Pol 
following forest harvesting on peatlands. ns ytechnique Ryerson Laboratoires de recherche miniére 
MICROLOG 97-00870 (1 fiche) See Ryerson Polytechnical institute cones) 
Great Lakes Laboratory for Fisheries & Institut urbain du Canada Pen aod hve hel abi ed Nate Ht 


Aquatic Sciences 

Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
MICROLOG 97-01178 (2 fiche) 


Greater Toronto Area Task Force (Ont.) 
Review Panel on the Greater Toronto Area Task 
Force report. MICROLOG 97-00970 (1 fiche) 


Groupe Angus Reid, inc. 
See Angus Reid Group 


Groupe de travail interministériel sur le 
marché des IFI (Canada 
Groupe de travail interministériel sur le marché des 
IF : rapport final. MICROLOG 97-01060 (1 fiche) 


Groupe fédéral-provincial de consultation 
sur l’avenir de l’Office canadien du 
poisson salé 
See also Federal-Provincial Consultation Group on 

the Future of the Canadian Saltfish Corporation 
Rapport du Groupe fédéral-provincial de 

consultation sur l’avenir de l'Office canadien du 

poisson salé. MICROLOG 97-00830 (2 fiche) 


Groupe Nordicité 
See also Nordicity Group 


H 


H. Coyne & Sons Ltd. 
Beneficiation of barite ore. MICROLOG 97-01103 
(1 fiche) 


Habitat social plus sûr. Réunion (1995 : 

Montréal, Québec) 

Un Habitat social plus sûr : réunion nord- 
américaine et européenne sur la prévention de la 
criminalité dans les collectivités de logement 
social. MICROLOG 97-01160 (1 fiche) 


Horizontal Well Committee (Canada) 
Horizontal oil wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. 
MICROLOG 97-01172 (1 fiche) 


Howell-Mayhew Engineering Inc. 

Efficiency housing database development : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. MICROLOG 97-00981 
(1 fiche) 

HRD Canada 


See Canada. Human Resources Development 
Canada 


Institut Bayfield 
See also Bayfield Institute 


Institut canadien de conservation 
See also Canadian Conservation Institute 
Institut canadien de conservation : Rapport annuel 
1994-95. MICROLOG 97-00812 (1 fiche) 
Institut de recherche en construction 


(Canada) 

Maintien de la qualité de l’air intérieur au moyen 
des systèmes CVCA MICROLOG 97-00598 
(1 fiche) (Available on fiche only) 


See also Canadian Urban Institute 


institute for Research in Construction 
(Canada) 
Maintaining indoor air quality through the use of 
HVAC systems. MICROLOG 97-00598 (1 fiche) 
(Available on fiche only) 


Interdepartmental Task Force on 
International Financial Institution 


Procurement (Canada 
Voir aussi Groupe de travail interministériel sur le 
marché des IFI (Canada) 


intergovernmental Working Group on the 
Mineral Industry. Sub-committee on 
Aboriginal Participation in Mining 
Aboriginal participation in the mining industry of 
Canada : annual report 1996. 
MICROLOG 97-01 148 (1 fiche) 


Interministry Committee on Elder Abuse 
(B.C. 
Voir aussi Comité interministériel sur la violence a 
l'égard des personnes âgés (C.-B.) 
Services aux personnes âgées canadiennes 
victimes d'abus. MICROLOG 97-01069 (2 fiche) 


International Atomic Energy Agency 
Technical Committee Meeting on 
Advances in Heavy Water Reactors (1996 : 
Bombay, India) 

Improving the service life and performance of 
CANDU fuel channels. MICROLOG 97-00829 
(1 fiche) 

International Council for Aduit Education 

International adult education in transition, context 
for the 1990s : final report. MICROLOG 97-01 132 
(1 fiche) 


International Symposium on Flow- 


Accelerated osion (4th : 1995 : 


Toronto, Ont.) 
Modeling flow-accelerated corrosion in CANDU. 
MICROLOG 97-00826 (1 fiche) 


International Union of Forestry Research 
Organizations 
Air Pollution and Multiple Stresses : international 
meeting for specialists in air pollution effects on 
forest ecosystems. MICROLOG 97-00960 
(5 fiche) 


Island EE & Appeals Commission 
(PE.I. 


See Prince Edward Island. island Regulatory & 
Appeals Commission 


J 


Justice Institute of British Columbia 
Justice Institute of British Columbia : Annual report 
1995-96. MICROLOG 97-00916 (1 fiche) 


K 


Kispiox Land & Resource Management 
Planning Team (B.C.) 
Kispiox land and resource management plan. 
MICROLOG 97-00946 (1 fiche) 


1994. MICROLOG 97-00658 (4 fiche) 


Laboratoires des sciences minérales 
Canada) 
ee also Mineral Sciences Laboratories (Canada) 


Legal Aid Manitoba 
See Legal Aid Services Society of Manitoba 


Legal Ald Services Society of Manitoba 
Legal Aid Services Society of Manitoba : Annual 
report 1995-96. MICROLOG 97-00746 (1 fiche) 


M.A.C.C. 
See Manitoba Agricultural Credit Corporation 
Manitoba Advisory Council on the Status of 
Women 


See also Manitoba Women’s Advisory Council 


Manitoba Agricultural Credit Corporation 
Manitoba Agricultural Credit ton : Annual 
report 1995-96. MICROLOG 97-00797 (1 fiche) 


Manitoba. Agriculture Manitoba 
See also Manitoba. Manitoba Agriculture 


Manitoba Arts Council 
Arts support, 1995-96. MICROLOG 97-00805 
(1 fiche) 


Manitoba. Attorney General. Victims 
Assistance Committee 


See Manitoba. Victims Assistance Committee 


Manitoba. Bureau de Ombudsman 
See also Manitoba. Office of the Ombudsman 
Manitoba. Bureau de l'Ombudsman : Rapport 
annuel 1995. MICROLOG 97-00882 (2 fiche) 


Manitoba Centennial Centre Corporation 
Manitoba Centennial Centre Corporation : Annual 
report 1995-96. MICROLOG 97-00864 (1 fiche) 


Manitoba Civil Justice Review Task Force 
Manitoba Civil Justice Review Task Force report. 
MICROLOG 97-00715 (1 fiche) 


Manitoba. Civil al Services 
Manitoba. Civil L Services : Annual report 
1995-96. MICROLOG 97-00777 (1 fiche) 


Manitoba. Civil Service Superannuation 
Board 
The Public Service Group Insurance Fund : 
benefits summary and auditor's report and 
financial statements, 1995-96. 
MICROLOG 97-00735 (1 fiche) 


Manitoba. Clean Environment Commission 
Manitoba. Clean Environment Commission : 
Annual report 1995-96. MICROLOG 97-00725 
(1 fiche) 
Manitoba. Commission des finances des 
écoles publiques 
Manitoba. Commission des finances des écoles 
publiques : Rapport annuel 1994-95. 
MICROLOG 97-00665 (1 fiche) 


Manitoba. Commualy Support Programs 
Manitoba. Community Support Programs : Annual 
report 1995-96. MICROLOG 97-00733 (1 fiche) 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Manitoba. Consommation, corporations et 
coopératives. Office des préts et de 
garantie de préts aux coopératives 


Voir Manitoba. Office des préts et de garantie de 
préts aux coopératives 
Manitoba. Cooperative Loans & Loans 
Guarantee Board 
Manitoba. Cooperative Loans & Loans Guarantee 
Board : Annual report 1995-96. 
MICROLOG 97-00810 (1 fiche) 
Manitoba. Cooperative Promotion Board 
Manitoba. Cooperative Promotion Board : Annual 
report 1995-96. MICROLOG 97-00811 (1 fiche) 


Manitoba Crop Insurance Corporation 
Manitoba Crop Insurance ion : Annual 
report 1995-96. MICROLOG 97-00745 (1 fiche) 
Manitoba. Crown Corporations Council 
Manitoba. Crown Corporations Council : Annual 
report 1995. MICROLOG 97-00753 (1 fiche) 
Manitoba Culture, Heritage & Citizenship 


See Manitoba. Manitoba Culture, Heritage & 
Citizenship 
Manitoba. Culture, patrimoine et 
citoyenneté Manitoba 
See also Manitoba. Manitoba Culture, Heritage & 
Citizenship 
Loi sur la liberté d’accés à l'information : Rapport 
annuel 1995. MICROLOG 97-00692 (1 fiche) 
Manitoba. Culture, patrimoine et loisirs 
Manitoba 
Voir aussi Manitoba. Culture, patrimoine et 
citoyenneté Manitoba 


Manitoba. Decentralization Committee 


Manitoba Decentralization : Annual report 1995-96. 


MICROLOG 97-00813 (1 fiche) 


Manitoba. Dept. of Agriculture. Agricultural 
Credit Corporation 


See Manitoba Agricultural Credit Corporation 


Manitoba. Dept. of Colleges & Universities 
Affairs. Universities Grants Commissions 


See Manitoba. Universities Grants Commission 


Manitoba. Dept. of Continuing Education & 
Manpower. Universities Grants 
Commission 


See Manitoba. Universities Grants Commission 
Manitoba. Dept. of Economic Development 
& Tourism. Trading Corporation 
See Manitoba Trading Corporation 
Manitoba. Dept. of Economic Development. 
Trading Corporation 
See Manitoba Trading Corporation 


Manitoba. Dept. of Education. Universities 
Grants Commission 


See Manitoba. Universities Grants Commission 
Manitoba. Dept. of Environment 

See Manitoba. Manitoba Environment 
Manitoba. Dept. of Health. Health Research 

Council 

See Manitoba Health Research Council 
Manitoba. Dept. of Industry & Commerce. 

Trading Corporation 

See Manitoba Trading Corporation 
Manitoba. Dept. of Industry, Trade & 

Technology. Trading Commission 

See Manitoba Trading Corporation 


Manitoba. Dept. of Northern Affairs 
Manitoba. Dept. of Northem Affairs : Annual report 
1995-96. MICROLOG 97-00809 (1 fiche) 
Manitoba. Dept. of the Attorney General. 
Office of the Ombudsman 


See Manitoba. Office of the Ombudsman 


Manitoba. Dept. of the Attorney-General. 
Public Trustee 


See Manitoba Public Trustee 


Manitoba. Dept. of Tourism, Recreation & 
Cultural Affairs. Sport Directorate 


See Manitoba. Sport Directorate 


Manitoba Development Corporation. 
Venture Manitoba Tours 


See Venture Manitoba Tours 


Manitoba. Développement coopératif 
Manitoba. Office des préts et de garantie 
des préts aux coopératives 


Voir Manitoba. Office des préts et de garantie de 
préts aux coopératives 
Manitoba. Education et formation 
ofessionnelle Manitoba 
also Manitoba. Manitoba Education & Training 
Manitoba. Education et formation professionnelle 
Manitoba : Rapport annuel 1995-96. 
MICROLOG 97-00744 (3 fiche) 


Manitoba. Environnement Manitoba 
See also Manitoba. Manitoba Environment 


Manitoba. Executive Council. Sustainable 
Development Coordination Unit 


See Manitoba. Sustainable Development 
Coordination Unit 


Manitoba. Farm Business Management 
See Manitoba. Farm Management 


Manitoba. Farm Management 

Guidelines for estimating backgrounding costs for 
weight range of 500-900 Ibs. based on 500 head, 
1996. MICROLOG 97-00719 (1 fiche) 

Guidelines for estimating cow-calf production costs 
based on a 150 cow herd, 1996. 

MICROLOG 97-00724 (1 fiche) 

Guidelines for estimating feediot finishing costs for 
weight range of 650-1250 Ibs. based on 500 
head, 1996. MICROLOG 97-00721 (1 fiche) 

Guidelines for estimating shortkeep feeders for 
weight range of 900-1350 Ibs. based on 500 
head, 1996. MICROLOG 97-00711 (1 fiche) 


Manitoba Farm Mediation Board 


Manitoba Farm Mediation Board : Annual report 
1995-96. MICROLOG 97-00814 (1 fiche) 


Manitoba. Fiscal Stabilization Fund 
Manitoba. Fiscal Stabilization Fund : Annual report 
1995-96. MICROLOG 97-00789 (1 fiche) 


Manitoba. Fitness Directorate 
Manitoba. Fitness Directorate [and] Manitoba. 
Directorate : Annual report 1995-96. 
MICROLOG 97-00734 (1 fiche) 
Manitoba. Freshwater Fish Marketing 
Corporation 
See Freshwater Fish Marketing Corporation 
(Canada) 
Manitoba. Groupe de consultation sur la 
santé 
See also Manitoba. Health Advisory Network 


Les Soins de santé primaires. 
MICROLOG 97-00817 (2 fiche) 


Manitoba Hazardous Waste Management 
Corporation 
Manitoba Aan gabe Waste Management 
Corporation : Annual report 1995-96. 
MICROLOG 97-00835 (1 fiche) 
Manitoba. Health Advisory Network 
Voir re Manitoba. Groupe de consultation sur la 
sant 
Primary health care review. MICROLOG 97-00816 
(2 fiche) 
Manitoba Health Research Council 
Manitoba Health Research Council : Annual report 
1995-96. MICROLOG 97-00731 (1 fiche) 


Manitoba Hospital Capital Financing 
Authority 
Manitoba Hospital D Financing Authority : 
Management report 1995-96. 
MICROLOG 97-00819 (1 fiche) 

Manitoba Human Rights Commission 
Manitoba Human Rights Commission : Annual 
report 1995. MICROLOG 97-00748 (1 fiche) 

Manitoba. Land Management Services 
Agenc 
Manitoba. Land Management Services Agency : 
Annual report 1995-96. MICROLOG 97-00620 
(1 fiche) 
Manitoba Lotteries Corporation 
An Assessment of the benefits and costs of the 
Manitoba Lotteries Corporation. 
MICROLOG 97-01074 (2 fiche) 
Manitoba Lotteries jon : Annual report 
1995-96. MICROLOG 97-00765 (1 lace 
A Report to Manitoba Lotteries 
reviewing of the net social enone from 
legalized gambling in the province of Manitoba. 
MICROLOG 97-01075 (1 fiche) 
Manitoba. Manitoba Agriculture 
Manitoba agriculture yearbook, 1995. 
MICROLOG 97-00730 (3 fiche) 


Manitoba. Manitoba Agriculture. Crop 
Insurance Corporation 


See Manitoba Crop Insurance Corporation 


Manitoba. Manitoba Culture, Heritage & 
Citizenship 
Voir aussi Manitoba. Culture, patrimoine et 
citoyenneté Manitoba 
The Freedom of Information Act : Annual report 
1995. MICROLOG 97-00692 (1 fiche) 
Manitoba. Manitoba Culture, Heritage & 
Recreation 
See also Manitoba. Manitoba Culture, Heritage & 
Citizenship 
Manitoba. Manitoba Culture, Heritage & 
Recreation. Arts Council 
See Manitoba Arts Council 
Manitoba. Manitoba Education & Training 
Voir aussi Manitoba. Éducation et formation 
professionnelle Manitoba 


Manitoba. Manitoba Education & Training : Annual 
report 1995-96. MICROLOG 97-00744 (3 fiche) 
Manitoba. Manitoba Environment 
Manitoba. Manitoba Environment. Annual report 
1995-96. MICROLOG 97-00790 (1 fiche) 
Manitoba. Manitoba Environment & 
Workplace Safety & Health. Hazardous 
Waste Management Corporation 
See Manitoba Hazardous Waste Management 
Corporation 
Manitoba. Manitoba Family Services 
Manitoba. Manitoba Family Services : Annual 
report 1995-96. MICROLOG 97-00794 (2 fiche) 
Manitoba. Manitoba Finance 
Manitoba. Manitoba Finance : Annual report 
1995-1996. MICROLOG 97-00808 (1 fiche) 
Public accounts, 1995-96. MICROLOG 97-00750 
(4 fiche) 
Public accounts, vol. 3 : summary financial 
statements, 1995-96. MICROLOG 97-00740 
(1 fiche) 
Manitoba. Manitoba Finance. Manitoba 
Properties Inc. 


See Manitoba Properties Inc. 


Manitoba. Manitoba Government Services 
Manitoba. Manitoba Government Services : Annual 
report 1995-96. MICROLOG 97-00799 (1 fiche) 


Manitoba. Manitoba Hazardous Waste 
Management Corporation 
See Manitoba Hazardous Waste Management 
Corporation 
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Manitoba. Manitoba Health 
Manitoba. Manitoba Health : Annual report 
1995-96. MICROLOG 97-00800 (2 fiche) 
Manitoba. Manitoba Health. Health 
Research Council 


See Manitoba Health Research Council 


Manitoba. Manitoba Highways & 
Transportation 
Manitoba. Manitoba Highways & Transportation : 
Annual report 1995-96. MICROLOG 97-00798 
(1 fiche) 
Manitoba. Manitoba Industry, Trade & 
Technology. Trading Corporation 


See Manitoba Trading Corporation 


Manitoba. Manitoba Industry, Trade & 
Tourism 
Manitoba. Manitoba Industry, Trade & Tourism : 
Annual report 1995-96. MICROLOG 97-00793 
(1 fiche) 


Manitoba. Manitoba Labour 
Manitoba Labour : Annual report 1995-96. 
MICROLOG 97-00742 (1 fiche) 


Manitoba. Manitoba Properties Inc. 
See Manitoba Properties Inc. 


Manitoba. Manitoba Rural Development. 
Decentralization Committee 


See Manitoba Decentralization Committee 


Manitoba. Minister Responsible for Senior 
Citizens. Seniors Directorate 


See Manitoba. Seniors Directorate 


Manitoba. Multiculturalism Secretariat 
Manitoba. Multiculturalism Secretariat : Annual 
report 1995-96. MICROLOG 97-00754 (1 fiche) 
Manitoba. Office de commercialisation du 
poisson d’eau douce 


Voir Office de commercialisation du poisson d’eau 
douce (Canada) 


Manitoba. Office des préts et de garantie de 
préts aux coopératives 
Manitoba. Office des préts et de garantie de préts 
aux coopératives : annuel 1995-96. 
MICROLOG 97-00810 (1 fiche) 


Manitoba. Office of the Ombudsman 
Voir aussi Manitoba. Bureau de l'Ombudsman 


Manitoba. Office of the Ombudsman : Annual 
report 1995. MICROLOG 97-00882 (2 fiche) 


Manitoba. Office of the Public Trustee 
See Manitoba Public Trustee 
Manitoba. Ombudsman 
See Manitoba. Office of the Ombudsman 
Manitoba Properties Inc. 
Manitoba Properties Inc. Group of Companies : 
Financial statements. MICROLOG 97-00843 
(1 fiche) 
Manitoba. Provincial Auditor 
The Public Service Group Insurance Fund : 
benefits summary and auditor's report and 


financial statements, 1995-96. 
MICROLOG 97-00735 (1 fiche) 


Manitoba Public Trustee 
Manitoba Public Trustee : Annual report 1995-96. 
MICROLOG 97-00743 (1 fiche) 


Manitoba. Santé Manitoba 
See also Manitoba. Manitoba Health 


Manitoba. Secrétariat des affaires 


multiculturelles 
See a/so Manitoba. Multiculturalism Secretariat 


Manitoba. Seniors Directorate 
Manitoba. Seniors Directorate : Annual report 
1995-96. MICROLOG 97-00795 (1 fiche) 


Manitoba. Service de coordination, 


développement durable 
See also Manitoba. Sustainable Development 
Coordination Unit 


Manitoba. Services à la famille Manitoba 
See a/so Manitoba. Manitoba Family Services 


Manitoba. Special Operating Agencies 


are Ceca! 

Manitoba. lal Operating Agencies Financing 
Authority : Annual report 1995-96. 

MICROLOG 97-00815 (2 fiche) 


Manitoba. Sport Directorate 
Manitoba. Fitness Directorate [and] Manitoba. 
Sport Directorate : Annual report 1995-96. 
MICROLOG 97-00734 (1 fiche) 


Manitoba. Sustainable Development 
Coordination Unit 
Manitoba Sustainable Development Innovations 
Fund : Annual 1995-96. 
MICROLOG 97-00803 (1 fiche) 


Manitoba Trading Corporation 
Manitoba Trading ration : Annual report 
1995-96. MICROLOG 97-00732 (1 fiche) 


Manitoba. Universities Grants Commission 
Manitoba. Universities Grants Commission : 
a tt ae 1995-96. MICROLOG 97-00749 
1 fiche 


Manitoba. Venture Manitoba Tours 
See Venture Manitoba Tours 


Manitoba. Victims Assistance Committee 
Manitoba. Victims Assistance Committee : Annual 
report 1993-94. MICROLOG 97-00755 (1 fiche) 


Manitoba Women’s Advisory Council 
Manitoba Women's Advisory Council : Annual 
report 1995-96. MICROLOG 97-00752 (1 fiche) 


Manitrade 
See Manitoba Trading Corporation 


Marshall Macklin Monaghan Ltd. 
Aquatic macrophyte survey, Bay of Quinte, 1994. 
MICROLOG 97-00868 (1 fiche) 


Mineral Sciences Laboratories Ernie) 
Mineralogical analysis of ore specimens from the 
rare earth deposit of Dodgex Ltd., part 1 and part 
2. MICROLOG 97-01095 (1 fiche) 
Mining Research Laboratories (Canada) 
Voir aussi Laboratoires de recherche miniére 
(Canada) 


Money’s Mushrooms Composting Facility 
Characterization of the air within Money’s 
Mushrooms Composting Facility, 4369 - 190th 
Street, Surrey, B.C. MICROLOG 97-00926 
(1 fiche) 
Moose Jaw-Thunder Creek District Health 
Board (Sask.) 
Moose Jaw- Thunder Creek Health District, 1995 
elections : final report. MICROLOG 97-00593 
(1 fiche) 


Moose Mountain District Health Board 
Sask. 
(eres een Health District, 1995 elections : 
final report. MICROLOG 97-00592 (1 fiche) 


Morrison Hershfield Ltd. 
Commissioning plan for the building envelope : 
report. MICROLOG 97-01157 (1 fiche) 
Pian de mise en service de l'enveloppe du 
bâtiment. MICROLOG 97-01157 (1 fiche) 


Mougect Geoanalysis 
Preliminary assessment of clay deposits in 
selected areas of the Whitehorse map sheet area 
105D for the manufacture of clay based products 
: report. MICROLOG 97-01057 (1 fiche) 
Musées nationaux du Canada. Institut 
canadien de conservation 


Voir institut canadien de conservation 
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National Clearinghouse on Family Violence 
(Canada) 
Voir aussi Centre national d'information sur la 
violence dans la famille (Canada) 


National Ses do on Family Violence 

(Canada) (cont'd) 

Activities funded by the federal government 
through the Family Violence Initiative, April 1, 
1991 to November 30, 1995. 

MICROLOG 97-01086 (9 fiche) 

Transition houses and shetters for abused women 

in Canada. MICROLOG 97-01067 (1 fiche) 


National Council of Welfare (Canada) 
Voir aussi Conseil national du bien-être social 
(Canada) 


National Hydrology Research Institute 
Canada) 
Valuation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 
180 in NO3- : a final report. 
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See Canada. National Literacy Secretariat 


National Research Council Canada 
Ventilation system for new and existing houses 
with baseboard heating -- Rev. 
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National Research Council Canada. 
Institute for Research in Construction 


See Institute for Research in Construction 
(Canada) 


Natural Resources Conservation Board 
Alta.) 
spe to the approval process for forest industry 
projects in Alberta. MICROLOG 97-01150 
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NEST 
See Ontario. Northeast Science & Technology Unit 


New Brunswick 
Harmonized sales tax : technical paper. 
MICROLOG 97-01 152 (2 fiche) 


New Brunswick. Dept. of Education 
Voir aussi Nouveau-Brunswick. Ministére de 
l'éducation 
Policy for the protection of pupils in the public 
school system from misconduct by adults : pupil 
protection policy. MICROLOG 97-00820 (1 fiche) 


New Brunswick. Dept. of Fisheries & 
Aquaculture 


See New Brunswick. Fisheries & Aquaculture New 
Brunswick 


New Brunswick. Dept of Human Resources 
Development-NB 


See New Brunswick. Human Resources 
Development-NB 


New Brunswick. Dept. of Income Assistance 
See also New Brunswick. Human Resources 
Development-NB 


New Brunswick. Dept. of Transportation 
Environmental protection plan for the New 
Brunswick Department of Transportation. 
MICROLOG 97-01084 (2 fiche) 


New Brunswick. Fisheries & Aquaculture 
New Brunswick 
New Brunswick. Fisheries & Aquaculture New 
Brunswick : Annual report 1995-96. 
MICROLOG 97-00842 (1 fiche) 


New Brunswick. Human Resources 
Development-NB 
Voir aussi Nouveau-Brunswick. Développement 
des ressources humaines-NB 
New Brunswick. Human Resources Development- 
NB : Annual report 1995-96. 
MICROLOG 97-00709 (1 fiche) 


New Careers Corporation (Sask.) 
New Careers Corporation (Sask.) : Annual report 
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Newfoundland (cont’d) 

Speech from the Throne delivered at the opening 
of the first session of the forty-third general 
assembly of the Province of Newfoundland, 
Wednesday, March 20th, 1996. 

MICROLOG 97-01171 (1 fiche) 

Strategic social plan consultation paper. 

MICROLOG 97-00762 (2 fiche) 


Newfoundland & Labrador 
See Newfoundland 


Newfoundland. Health System Information 
Task Force 
Improved health for Newfoundland and Labrador 
through improved health information : final 
report. MICROLOG 97-01079 (1 fiche) 


Newfoundland. Provincial Apprenticeship 
Training Board 
Apprenticeship training, now and the future. 
MICROLOG 97-00634 (1 fiche) 


Nordicity Group 
Access to the holdings of Nova Scotia libraries : 
final report - Abridged. MICROLOG 97-01173 
(1 fiche) 


Nordicity Group Ltd. 
See Nordicity Group 


North American Alliance for Popular & Adult 
Education 
North American Alliance for Popular and Adult 
Education : historical background. 
MICROLOG 97-01131 (1 fiche) 


North Central District Health Board (Sask.) 
North Central Health District, 1995 elections : final 
report. MICROLOG 97-00591 (1 fiche) 


North-East District Health Board (Sask.) 
North-East Health District, 1995 elections : final 
report. MICROLOG 97-00590 (1 fiche) 


North Valley District Health Board (Sask.) 
North Valley Health District, 1995 elections : final 
report. MICROLOG 97-00589 (1 fiche) 


Northern Affairs Program (Canada). Mineral 
Resources Directorate. Placer Mining 
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See Northern Affairs Program (Canada). Placer 
Mining Section 


Northern Affairs Program (Canada). Placer 
Mining Section 
Yukon placer mining industry, 1993-94. 
MICROLOG 97-01146 (4 fiche) 


Northern Affairs Program (Canada). Yukon 

Region 

Beneficiation of barite ore. MICROLOG 97-01103 
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Exploration criteria for gemstone deposits and 
their application to Yukon geology. 

MICROLOG 97-01093 (2 fiche) 

Geology and sulphide deposits of Anvil Range, 
Yukon. MICROLOG 97-01109 (1 fiche) 

Geology of Mount Nansen (115-1/3) and Stoddart 
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Geology of the White River native copper deposit, 
Yukon Territory. MICROLOG 97-01112 (1 fiche) 

Granitic pegmatites in the Canadian Cordillera, 
Yukon and Northwest Territories. 
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Investigation into the reprocessing of Elsa tailings. 
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Mineralogical analysis of ore specimens from the 
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Testing the viability of floater dredging in frozen 
ground. MICROLOG 97-01098 (1 fiche) 

The Use of diffuser systems for dispersion of 
placer mining effluent. MICROLOG 97-01097 
(1 fiche) 

Williams Creek project : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. MICROLOG 97-01104 (1 fiche) 

Yukon geoscience, a blueprint for the future : 
transactions of the first Yukon Geoscience 
Planning Workshop. MICROLOG 97-01108 
(1 fiche) 


Northern Affairs Program (Canada). Yukon 
Region. Exploration & Geological Services 
Division 
Natural land reclamation for mineral exploration 

properties and placer mines in Yukon. 
MICROLOG 97-01101 (3 fiche) 

Preliminary assessment of clay deposits in 
selected areas of the Whitehorse map sheet area 
105D for the manufacture of clay based products 
: report. MICROLOG 97-01057 (1 fiche) 

Tombstone area park : a preliminary 
review of mineral potential. MICROLOG 97-01114 
(2 fiche) 

Sedimentology of placer gravels near Mt. Nansen, 
central Yukon Territory. MICROLOG 97-01113 
(2 fiche) 

Setting of stratiform, sediment-hosted lead-zinc 
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Columbia. MICROLOG 97-01107 (1 fiche) 

Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
MICROLOG 97-01115 (2 fiche) 

A Study into the feasiblity of small scale 
custom/portable milling in Yukon. 

MICROLOG 97-01100 (2 fiche) 

Whitehorse Mine reclamation review. 
MICROLOG 97-01111 (1 fiche) 

Yukon gold-silver file. MICROLOG 97-01096 
(3 fiche) 

Yukon quat ly, vol. 1. 

MICROLOG 97-01175 (1 fiche) 


Northern Affairs: Yukon Region (Canada) 


See Northern Affairs Program (Canada). Yukon 
Region 
Northern Forestry Program pans 
Regeneration and surface condition trends 
following forest harvesting on peatlands. 
MICROLOG 97-00870 (1 fiche) 


Northern Ontario Heritage Fund 
Corporation 
Northern Ontario Heritage Fund Corporation : 
Annual report 1990-91. MICROLOG 97-01149 
(1 fiche) 


Northwest District Health Board (Sask.) 
Northwest Health District, 1995 elections : final 
report. MICROLOG 97-00588 (1 fiche) 


Northwest Hydraulic Consultants Ltd. 
Hinton flood risk mapping study. 
MICROLOG 97-01043 (2 fiche) 


Northwest Territories. Dept. of Economic 
Development & Tourism 
Business Development Fund : Annual report 
1993-94. MICROLOG 97-00672 (1 fiche) 
Business Development Fund : Annual report 
1994-95. MICROLOG 97-00683 (1 fiche) 


Northwest Territories. Dept. of Justice. 
Victims Assistance Committee 


See Northwest Territories. Victims Assistance 
Committee 


Northwest Territories. Dept. of Renewable 
Resources 
Distribution and abundance of muskoxen on 
Adelaide Peninsula, NWT, 1986 and 1992. 
MICROLOG 97-01 164 (1 fiche) 


Northwest Territories. Office of the Fire 
Marshal 
Northwest Territories. Office of the Fire Marshal : 
Annual report 1994. MICROLOG 97-00597 
(2 fiche) 


Northwest Territories. Victims Assistance 

Committee 

Northwest Territories. Victims Assistance 
Committee : Annual 1992-93. 
MICROLOG 97-01191 (1 fiche) 

Northwest Territories. Victims Assistance 
Committee : Annual report 1994-95. 
MICROLOG 97-01181 (1 fiche) 


Northwood Pulp & Timber Ltd. 

Tree Farm Licence 30, issued to Northwood Pulp 
and Timber Ltd. : rationale for allowable annual 
cut (AAC) determination, effective October 1, 
1996. MICROLOG 97-00928 (1 fiche) 


Nouveau-Brunswick 
La Taxe de vente harmonisée : document 
technique. MICROLOG 97-01167 (2 fiche) 


Nouveau-Brunswick. Développement des 
ressources humaines-NB 
See also New Brunswick. Human Resources 
Development-NB 
Nouveau-Brunswick. Développement des 
ressources humaines-NB : annuel 
1995-96. MICROLOG 97-00709 (1 fiche) 
Nouveau-Brunswick. Ministère de l’aide au 
revenu 
Voir aussi Nouveau-Brunswick. Développement 
des ressources humaines-NB 
Nouveau-Brunswick. Ministére de 
l'éducation 
See also New Brunswick. Dept. of Education 
Directive pour la protection des élèves du système 
scolaire public contre les cas d’inconduite de la 
part d'adultes : directive pour la protection des 
élèves. MICROLOG 97-00820 (1 fiche) 
Nouveau-Brunswick. Ministère des pêches 
et de l’aquaculture 
Voir Nouveau-Brunswick. Pêches et aquaculture 
Nouveau-Brunswick 
Nouveau-Brunswick. Ministère des 
trans 
See also New Brunswick. Dept. of Transportation 
Nouveau-Brunswick. Ministère du 
développement des ressources humaines- 
NB 


Voir Nouveau-Brunswick. Développement des 
ressources humaines-NB 


Nouveau-Brunswick. Pêches et aquaculture 


Nouveau-Brunswick 

Nouveau-Brunswick. Pêches et aquaculture 
Nouveau-Brunswick : Rapport annuel 1995-96. 
MICROLOG 97-00842 (1 fiche) 


Nouvelle-Écosse 
La Taxe de vente harmonisée : document 
technique. MICROLOG 97-01167 (2 fiche) 


Nouvelle-Écosse. Office Canada- 
Nouvelle-Écosse des hydrocarbures 
extracôtiers 


Voir Office Canada-Nouvelle-Écosse des 
hydrocarbures extracôtiers 


Nova Scotia 
Harmonized sales tax : technical paper. 
MICROLOG 97-01152 (2 fiche) 


Nova Scotia. Cultural Tourism Committee 
Nova Scotia cultural tourism : discussion paper. 
MICROLOG 97-01174 (1 fiche) 


Nova Scotia. Dept. of Business & Consumer 
Services 
Condominium Act : discussion paper. 
MICROLOG 97-01141 (1 fiche) 


Nova Scotia. Dept. of Education. Provincial 
Library 


See Nova Scotia Provincial Library 


Nova Scotia. Dept. of Transportation & 
Public Works 
Annual traffic safety report, 1994 & 1995. 
MICROLOG 97-00580 (2 fiche) 


Nova Scotia Gaming Control Commission 
Nova Scotia Gaming trol Commission : Annual 
report 1995-96. MICROLOG 97-00642 (5 fiche) 


Nova Scotia Gaming Corporation 
Nova Scotia Gaming ion : Annual report 
1995-96. MICROLOG 97-00619 (1 fiche) 
Nova Scotia. Health Information & 
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MICROLOG 97-01169 (1 fiche) 
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Office Canada-Nouvelle-Ecosse des 
hydrocarbures extracôtiers 
Lignes directrices sur le traitement des déchets 
extracôtiers. MICROLOG 97-01064 (1 fiche) 


Office Canada-Terre-Neuve des 
hydrocarbures extracôtiers 

Lignes directrices sur le traitement des déchets 
extracôtiers. MICROLOG 97-01064 (1 fiche) 

Office de commercialisation du poisson 
d’eau douce (Canada) 

Office de commercialisation du poisson d’eau 
douce (Canada) : Rapport annuel 1995-96. 
MICROLOG 97-01058 (1 fiche) 

Office des hydrocarbures extracôtiers 
Canada 


ee also ada-Newfoundiand Offshore 
Petroleum Board 
OISE 


See Ontario Institute for Studies in Education 


Oldman River Dam Environmental Advisory 
Committee 
Oldman River Dam Environmental Advisory 
Committee : interim report 
recommendations. MICROLOG 97-01012 
(1 fiche) 


Ontario 
Résumé du programme Ontario au travail. 
MICROLOG 97-00869 (1 fiche) 
A Summary of the Ontario works program. 
MICROLOG 97-00869 (1 fiche) 


Ontario. Advisory Group on New Social 
Assistance Legislation 
A More progressive system for determining 
disability in Ontario’s social assistance programs 
: report. MICROLOG 97-00861 (3 fiche) 


Ontario. Agence pour la santé et la sécurité 
au travail 
See also Ontario. Workplace Health & Safety 
Agency 
Ontario. Agence pour la santé et la sécurité au 
travail : Rapport annuel 1990. 
MICROLOG 97-00778 (1 fiche) 


Ontario. Air Resources Branch 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, 
cumulative precipitation monitoring network, 
1991. MICROLOG 97-00851 (1 fiche) 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, daily 
precipitation and air monitoring network, 1991. 
MICROLOG 97-00852 (1 fiche) 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration, cumulative ambient air 
monitoring network, 1991. MICROLOG 97-00850 
(1 fiche) 


Ontario. Assemblée législative. Comité 
permanent de l’assemblée législative 
See also Ontario. Legislative Assembly. Standing 

Committee on the Legislative Assembly 

Étude de la Loi de 1987 sur l'accès à l'information 
et la protection de la vie privée 
MICROLOG 97-00670 (4 fiche) 

Rapport sur les allégations d'infraction aux 
consignes sur les conflits d'interêt du premier 
ministre faites à l'encontre d’Evelyn Gigantes, 
députée et ministre du logement. 

MICROLOG 97-00677 (4 fiche) 


Ontario. Assemblée législative. Comité 
permanent de l’ombudsman 
See also Ontario. Legislative Assembly. Standing 
Committee on the Ombudsman 
Ontario. Assemblée législative. Comité 
permanent des affaires gouvernementales 


See also Ontario. Legislative Assembly. Standing 
Committee on General Government 


Ontario. Assemblée législative. Comité 
permanent des affaires 
gouvernementales (cont'd) 

Rapport sur l'ensemble de mesures de protection 
des locataires. MICROLOG 97-00601 (5 fiche) 


Ontario. Assemblée législative. Comité 
permanent des affaires sociales 
ae Shs à risque. MICROLOG 97-00901 


Ontario. Assemblée légisiative. Comité 
permanent du développement des 

ressources 

Rapport conformément à l'article 123 du een 
concernant la prestation des services a 
Commission des accidents du travail. 

MICROLOG 97-00898 (2 fiche) 

Rapport conformément à l’article 123 du règlement 
concernant l'état d'u et les problèmes 
financiers de l’agricutture en Ontario. 

MICROLOG 97-00896 (1 fiche) 

Rapport en vertu du Règlement 108 sur les 

fete) de cycliste. MICROLOG 97-00900 
1 fiche 

Rapport sur la délivrance graduelle des permis de 

conduire. MICROLOG 97-00954 (1 fiche) 


Ontario. Assn of District Health Councils 
See Assn of District Health Councils of Ontario 


Ontario. Atmospheric Research & Special 
Programs Section. Special Studies & 
Research Management Unit 
Acidic Precipitation in Ontario Study : annual 

Statistics of concentration, cumulative ambient air 
cringe network, 1990. MICROLOG 97-00849 
1 fiche 


Ontario. Base de données ethnoculturelles 
Immigrants admis en Ontario du 1er janvier au 31 
décembre 1992 : sommaire et tableaux. 
MICROLOG 97-00874 (1 fiche) 


Ontario. Bureau du curateur public 
See also Ontario. Office of the Public Trustee 


Ontario. Bureau du registraire général 
See also Ontario. Office of the Registrar General 
Ontario. Bureau du registraire général : 

annuel 1992. MICROLOG 97-00905 (1 fiche) 
Ontario. Bureau du registraire général : Rapport 
annuel 1993. MICROLOG 97-00930 (1 fiche) 


Ontario Cancer Treatment & Research 
Foundation 
Ontario Cancer Treatment & Research Foundation 
: Annual report 1995-96. MICROLOG 97-00875 
(1 fiche) 
Ontario. Centre des congrés d’Ottawa 
Voir Centre des congrès d'Ottawa (Ont.) 
Ontario. Child Care Review 
Improving Ontario’s child care system. 
MICROLOG 97-00867 (2 fiche). 
Ontario. Commission de révision de l’aide 
sociale 
See also Ontario. Social Assistance Review Board 
Ontario. Commission de révision de l’aide sociale : 
Rapport annuel 1993-94. MICROLOG 97-00796 
(2 fiche) 
Ontario. Commission des accidents du 
travail 
See also Ontario. Workers’ Compensation Board 
Ontario. Commission des accidents du travail : 
Rapport annuel 1993. MICROLOG 97-00764 
1 fiche 
Rapport Hearts à l'article 123 du igor 
concemant la prestation des services a 
Commission des accidents du travail. 
MICROLOG 97-00898 (2 fiche) 
Ontario. Courts Administration Division. 
Frogram Development Branch 
Court statistics : Annual report 1990-91. 
MICROLOG 97-00741 (2 fiche) 
Ontario. Direction de l’analyse du secteur 


minéral 
See also Ontario. Mineral Sector Analysis Branch 


Ontarlo. Direction de l’analyse du secteur 
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Les Producteurs et les entreprises de 
transformation de la pierre d'échantillon de 
Has : répertoire 94. MICROLOG 97-00678 
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Ontario. Disability Determination Project 
Team 
A More progressive system for determining 
disability in Ontario's social assistance programs 
: report. MICROLOG 97-00861 (3 fiche) 


Ontario. District Health Councils Assn 
See Assn of District Health Councils of Ontario 


Ontario Energy Board 
In the matter of the Ontario Energy Board Act and 
in the matter of an application by the Consumer's 
Gas Company Lid. for rates : decision with 
reasons. MICROLOG 97-00605 (3 fiche) 


Ontario. Environmental Assessment Board 

Ontario. Environmental Assessment Board : 
Annual report 1976-77. MICROLOG 97-0061 1 
(1 fiche) 

Ontario. Environmental Assessment Board : 
Annual report 1977-78. MICROLOG 97-00612 
(1 fiche) 

Ontario. Environmental Assessment Board : 
Annual report 1978-79. MICROLOG 97-00606 
(1 fiche) 

Ontario. Environmental Assessment Board : 
Annual report 1979-80. MICROLOG 97-00610 
(1 fiche) 

Ontario. Environmental Assessment Board : 
Annual report 1980-81. MICROLOG 97-00609 
(1 fiche) 

Ontario. Environmental Assessment Board : 
Annual report 1981-82. MICROLOG 97-00608 
(1 fiche) 

Ontario. Environmental Assessment Board : 
Annual yee 1982-83. MICROLOG 97-00607 
(1 fiche 


Ontario. Ethnocultural Data Base Office 
See Ontario. Ethnocuttural Data Office 


Ontario. Ethnocultural Data Office 
Immigrant landings to Ontario, January 1 to 
December 31, 1992 : sum and tables. 
MICROLOG 97-00874 (1 fiche) 


Ontario Film Development Corporation 
Feature film and television productions 1990. 
MICROLOG 97-00823 (1 fiche) 


Ontario. Forest Program Development 
Section 


Forest management guidelines for the provision of 
marten habitat, version 1.0. 
MICROLOG 97-00599 (1 fiche) 

Forest management guidelines for the provision of 
pileated woodpecker habitat, version 1.0. 
MICROLOG 97-00600 (1 fiche) 


Ontario Forest Research Institute 
Natural regeneration of Ontario’s major 
commercial coniferous species : a bibliography. 
MICROLOG 97-00604 (2 fiche) 
Quality assurance in hardwood tree-marking : a 
case study. MICROLOG 97-00603 (1 fiche) 
Ontario Geological Survey. Sedimentary & 
Environmental Geoscience Section 
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to Blind River area. MICROLOG 97-00892 
(1 fiche) 


Ontario Hydro 
Review of Ontario Hydro program to reduce fuel 
channel gap. MICROLOG 97-00705 (1 fiche) 
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Statistics 
Court statistics : Annual report 1991-92. 
MICROLOG 97-00737 (1 fiche) 
Court statistics : Annual report 1992-93. 
MICROLOG 97-00736 (1 fiche) 
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Curriculum materials used in the Ontario French 
language schools. MICROLOG 97-01122 
(1 fiche) 

The Differential diagnostic technique : scoring the 
technique. MICROLOG 97-01119 (1 fiche) 

The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the differential 
diagnostic technique. MICROLOG 97-01117 
(1 fiche) 

Friendship selection and quality in children with 
and without leaming disabilities : final report. 
MICROLOG 97-01120 (1 fiche) 

Holistic learning /living Is lifelong. 
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international adult education in transition, context 
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(1 fiche) 

Making the politics of education even more 
interesting. MICROLOG 97-01116 (1 fiche) 

Mental health and lon among adolescents 
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Report on small scale : preparing a study of 
Introductory courses. MICROLOG 97-01118 
(1 fiche) 
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departmental small scale 1993/94 report. 
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Ontario Institute for Studies in Education. 

Ottawa Valley Centre 

Voir aussi Institut d’études pédagogiques de 
Ontario. Centre régional d'Ottawa 

The Bruce-Grey County Roman Catholic Separate 
School Board : needs analysis, impact of French 
education : final report, working document. 
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Ontario International Corporation 
The International Projects Fund. 
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Ontario International Corporation : Annual report 
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Ontario International ration : Annual report 
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Ontario International Trade Corp. 
See also Ontario International Corporation 
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Committee on General Government 
Voir aussi Ontario. Assemblée législative. Comité 
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Report on tenant protection package. 
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Committee on Resources Development 
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Report under Standing Order 123 on the state of 
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Ontario. Legislative Assembly. Standing 
Committee on the Ombudsman 
Report on y Financial Group of Canada. 
MICROLOG 97-00847 (1 fiche) 
Special report on Farm Q Ltd. 
MICROLOG 97-00821 (1 fiche) 


Ontario. Livestock Technology 
Ontario Sheep Improvement Programs : Annual 
report 1994. MICROLOG 97-01092 (1 fiche) 


Ontario Mental Health Foundation 
Ontario Mental Health Foundation : Annual report 
1993-94. MICROLOG 97-00621 (1 fiche) 
Ontario Mental Health Foundation : Annual report 
1995-96. MICROLOG 97-00872 (1 fiche) 


Ontario. Mineral Sector Analysis Branch 
Voir aussi Ontario. Direction de l'analyse du 
secteur minéral 
Ontario dimension stone 
processors : directory 94. MIGROLOG 97-00678 
(1 fiche) 


Ontario. Minister for Senior Citizens’ Affairs 
See Ontario. Office for Senior Citizens’ Affairs 


Ontario. Ministère de la consommation et 
du commerce 

See also Ontario. Ministry of Consumer & 
Commercial Relations 

Ontario. Ministère de la consommation et du 
commerce : annuel 1979-80. 
MICROLOG 97-00878 (2 fiche) 

Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1980-81. 
MICROLOG 97-00877 (1 fiche) 

Ontario. Ministère de la consommation et du 
commerce : annuel 1981-82. 
MICROLOG 97-00880 (1 fiche) 

Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1991-92. 
MICROLOG 97-00848 (1 fiche) 


Ontario. Ministère de la culture, du 
tourisme et des loisirs 
Les Marchés intérieurs du tourisme ontarien, 1992. 
MICROLOG 97-00985 (2 fiche) 
Ontario. Ministère de l’environnement et de 
l'énergie 
See also Ontario. Ministry of Environment & 
Energy 


Ontario. Ministère de l’industrie, du 
commerce et de la technologie. Petites 


entreprises Ontario 
La Situation des petites entreprises : rapport 
annuel sur les petites entreprises en Ontario, 


1990. MICROLOG 97-00824 (2 fiche) 


Ontario. Ministére des affaires civiques, de 
la culture et des loisirs. Groupe de ia 


recherche et des données 
See also Ontario. Ministry of Citizenship, Culture & 
Recreation. Research & Data Group 


Ontario. Ministère des affaires civiques, de 
la culture et des loisirs. Groupe de la 
recherche et des données (cort’d) 
Immigrants admis en Ontario du 1er janvier au 31 

décembre 1992 : sommaire et tableaux. 
MICROLOG 97-00874 (1 fiche) 


Ontario. Ministére des affaires municipales 
et du 
See also 

Housing 


Ontario. Ministére des finances 
Ontario : annuel 1995-96. 
MICROLOG 97-00865 (1 fiche) 


Ontario. Ministére des richesses naturelles 
See also Ontario. Ministry of Natural Resources 


Ontario. Ministére des services sociaux et 
communautaires 
See also Ontario. Ministry of Community & Social 
Services 


Ontario. Ministére des transports 
See also Ontario. Ministry of Transportation 


Ontario. Ministére du développement du 
Nord et des mines. Direction de l’analyse 
du secteur minéral 


Voir Ontario. Direction de l'analyse du secteur 
minéral 


Ontario. Ministére du développement 
économique, du commerce et du tourisme 
See also Ontario. Ministry of Economic 

Development, Trade & Tourism 


Ontario. Ministére du solliciteur général et 
des services correctionnels 
See also Ontario. Ministry of the Solicitor General 
& Correctional Services 


Ontario. Ministère du tourisme et des 
loisirs. Centre des congrès d'Ottawa 


Voir Centre des congrès d'Ottawa (Ont.) 


Ontario. Ministry of Citizenship, Culture & 

Recreation. Research & Data Group 

Voir aussi Ontario. Ministére des affaires civiques, 
de la culture et des loisirs. Groupe de la 
recherche et des données 

Immigrant landings to Ontario, January 1 to 
December 31, 1992 : summary and tables. 
MICROLOG 97-00874 (1 fiche) 


Ontario. Ministry of Community & Social 

Services 

Family directed support : diversity, hopes, 
struggles, dignity : Special Services at Home 
evaluation. MICROLOG 97-00839 (2 fiche) 

The Flexible Services Development Project, 1991 : 
interim status report. MICROLOG 97-00840 
(2 fiche) 

A Guide to emergency planning in residential 
programs. MICROLOG 97-00890 (2 fiche) 

Guidelines for the Special Services at Home 
Program. MICROLOG 97-00863 (1 fiche) 

Information kit, emergency response systems. 
MICROLOG 97-00862 (1 fiche) 

Managing Ontario’s social services, agency 
relations and accountability : a discussion paper. 
MICROLOG 97-00860 (2 fiche) 


Ontario. Ministry of Consumer & 

Commercial Relations 

Voir aussi Ontario. Ministére de la consommation 
et du commerce 

Ontario. Ministry of Consumer & Commercial 
Relations : Annual report 1979-80. 
MICROLOG 97-00878 (2 fiche) 

Ontario. Ministry of Consumer & Commercial 
Relations : Annual report 1991-92. 
MICROLOG 97-00848 (1 fiche) 


Ontario. Ministry of Correctional Services 
Ontario. Ministry of Correctional Services : Annual 
report 1979-80. MICROLOG 97-01035 (1 fiche) 


Ontario. Ministry of Culture, Tourism & 
Recreation 


Voir aussi Ontario. Ministére de la culture, du 
tourisme et des loisirs 
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Ontario. Ministry of Economic Development 
& Trade 
See also Ontario. Ministry of Economic 
Development, Trade & Tourism 


Ontario. Ministry of Economic 
Development, Trade & Tourism 
Ontario's international travel markets, 1994. 

MICROLOG 97-00988 (2 fiche) 


Ontario. Ministry of Environment & Energy 

Acidic Precipitation in Ontario Study : annual 
statistics of concentration and deposition, 
cumulative precipitation monitoring network, 
1991. MICROLOG 97-00851 (1 fiche) 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, daily 
precipitation and air monitoring network, 1991. 
MICROLOG 97-00852 (1 fiche) 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration, cumulative ambient air 
monitoring network, 1991. MICROLOG 97-00850 
(1 fiche) 

Guideline for use at contaminated sites in Ontario. 
MICROLOG 97-00602 (2 fiche) 


Ontario. Ministry of Finance 
Voir aussi Ontario. Ministére des finances 


Ontario. Ministry of Industry & Trade 
Ontario International Corporation : Annual report 
1981-82. MICROLOG 97-00669 (1 fiche) 
Ontario International Corporation : Annual report 
1982-83. MICROLOG 97-00668 (1 fiche) 
Ontario. Ministry of Municipal Affairs & 
nomen 
The Challenge of encouraging investment in new 
rental housing in Ontario : discussion paper. 
MICROLOG 97-00980 (2 fiche) 
Ontario. Ministry of Natural Resources 
Regeneration and surface condition trends 
following forest harvesting on peatlands. 
MICROLOG 97-00870 (1 fiche) 
Ontario. Ministry of Natural Resources. 
Northeast Science & Technology Unit 


See Ontario. Northeast Science & Technology Unit 


Ontario. Ministry of Northern Development 
& Mines. Mineral Sector Analysis Branch 


See Ontario. Mineral Sector Analysis Branch 


Ontario. Ministry of Northern Development 
& Mines. Northern Ontario Heritage Fund 
Corporation 
See Northern Ontario Heritage Fund Corporation 


Ontario. Ministry of the Environment & 
Energy 


See Ontario. Ministry of Environment & Energy 


Ontario. Ministry of the Solicitor General & 


Correctional Services 

Recommendations from the Task Force on Strict 
Discipline for Young Offenders. 
MICROLOG 97-00866 (1 fiche) 


Ontario. Ministry of Tourism & Recreation. 
Ottawa Congress Centre 


See Ottawa Congress Centre (Ont.) 


Ontario. Ministry of Tourism & Recreation. 
Trillium Foundation 
See Trillium Foundation (Ont.) 

Ontario. Ministry of Transportation 
Highway #407 east survey results. 

MICROLOG 97-00891 (1 fiche) 

Ontario. Ministry of Transportation. 

Operations Division. Resources 


Management Branch 

Short term directions : annual report on results, 
1993-94. MICROLOG 97-00897 (1 fiche) 

Short term directions : annual report on results, 
1994-95. MICROLOG 97-00895 (1 fiche) 


Ontario. Northeast Science & Technology 


Unit 
Ontario's Growth and Yield : 1993-94 annual 
report. MICROLOG 97-00837 (1 fiche) 


Ontario. Occupational Disease Panel 
Report to the Workers’ Compensation Board on 
Dupuytren’s contracture and hand injury. 
MICROLOG 97-00792 (2 fiche) 


Ontario. Office for Senior Citizens’ Affairs 
Intergenerational programming, a bibliography of 
pee pie material. MICROLOG 97-00791 


Ontario. Office of the Public Trustee 
Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1979-80. 

MICROLOG 97-00889 (1 fiche) 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1980-81. 
MICROLOG 97-00888 (1 fiche) 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1981-82. 
MICROLOG 97-00887 (1 fiche) 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1982-83. 
MICROLOG 97-00886 (1 fiche) 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1983-84. 
MICROLOG 97-00885 (1 fiche) 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1985-86. 
MICROLOG 97-00884 (1 fiche) 


Ontario. Office of the Registrar General 
Voir aussi Ontario. Bureau du registraire général 


Ontario. Office of the Registrar General : Annual 
report 1980. MICROLOG 97-00857 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1981. MICROLOG 97-00856 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1982-83. MICROLOG 97-00995 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1982. MICROLOG 97-00855 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1984. MICROLOG 97-00854 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1985. MICROLOG 97-01034 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1986. MICROLOG 97-01033 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1987. MICROLOG 97-00853 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1991. MICROLOG 97-00904 (1 fiche) 
Ontario. Office of the Registrar General : Annual 
report 1992. MICROLOG 97-00905 (1 fiche) 


Ontario. Ontario Place 
See Ontario Piace 

Ontario. Ottawa Congress Centre 
See Ottawa Congress Centre (Ont.) 


Ontario Place 
Ontario Place : Rapport annuel 1987-88. 
MICROLOG 97-00614 (1 fiche) 
Ontario Place : Rapport annuel 1991-92. 
MICROLOG 97-00641 (1 fiche) , 


Ontario Place Corporation 


Ontario Place Corporation : Annual report 1981-82. 


MICROLOG 97-00637 (1 fiche) 


Ontario Place Corporation : Annual report 1982-83. 


MICROLOG 97-00667 (1 fiche) 
Ontario Place Corporat 

MICROLOG 97-00666 (1 fiche) 
Ontario Place 

MICROLOG 97-00614 (1 fiche) 


Ontario Place Corporation : Annual report 1991-92. 


MICROLOG 97-00641 (1 fiche) 


Ontario. Provincial-Local Relations 
Secretariat 
Disentanglement in several jurisdictions, 
comparisons with Ontario : a report. 
MICROLOG 97-01065 (2 fiche) 
Ontario. Review Panel on the Greater 


Toronto Area Task Force Re 
Review Panel on the Greater Toronto Area Task 
Force report. MICROLOG 97-00970 (1 fiche) 


Ontario. Science North 
See Science North (Ont.) 


ion : Annuai report 1983-84. 
tion : Annual report 1987-88. 


Ontario. Sedimentary & Environmental 
Geoscience Section 
See Ontario Geological Survey. Sedimentary & 
Environmental Geoscience Section 
Ontario. Social Assistance Review Board 
Voir aussi Ontario. Commission de révision de 
l'aide sociale 


Ontario. Social Assistance Review Board : Annual 
report 1993-94. MICROLOG 97-00796 (2 fiche) 


Ontario. Société de développement de 
l’industrie cinématographique ontarienne 


Voir Société de développement de l'industrie 
cinématographique ontarienne 


Ontario. Soil & Water Environmental 
Enhancement Program 


See Soil & Water Environmental Enhancement 
Program (Canada) 


Ontario. Strategic Transportation Research 
Branch 
1993 Alternative Transportation Fuels Seminar. 
MICROLOG 97-00841 (2 fiche) 


Ontario. Sustainable Forestry Program 
Ontario. Sustainable Forestry Program : Annual 
report 1992-93. MICROLOG 97-01087 (1 fiche) 


Ontario. Task Force on Strict Discipline for 
Young Offenders 
Recommendations from the Task Force on Strict 
Discipline for Young Offenders. 
MICROLOG 97-00866 (1 fiche) 


Ontario. Transportation Demand & 
Forecasting Office 
1993 GO Rail passenger survey : survey 
processing and survey results. 
MICROLOG 97-00834 (3 fiche) 


Ontario. Transportation Systems Planning 
Branch. Transportation Demand & 
Forecasting Office 


See Ontario. Transportation Demand & 
Forecasting Office 


Ontario Trillium Foundation 
See Trillium Foundation (Ont.) 


Ontario. Workers’ Compensation Board 

Voir aussi Ontario. Commission des accidents du 
travail 

Ontario. Workers’ Compensation Board : Annual 
report 1993. MICROLOG 97-00763 (1 fiche) 

Report to the Workers’ Compensation Board on 
Dupuytren’s contracture and hand injury. 
MICROLOG 97-00792 (2 fiche) 

Report under Standing Order 123 on service 
delivery at the Workers’ Compensation Board. 
MICROLOG 97-00898 (2 fiche) 

Statistical supplement to the annual report 1993. 
MICROLOG 97-00772 (1 fiche) 


Ontario. Workplace Health & Safety Agency 

Voir aussi Ontario. Agence pour la santé et la 
sécurité au travail 

Ontario. Workplace Health & Safety Agency : 
Annual report 1990. MICROLOG 97-00778 
(1 fiche) 
Organisation de coopération et de 
développement économiques. Groupe du 
Projet sur la ville écologique 
See also Organisation for Economic Co-operation 
& Development. Group for Urban Affairs. Project 
Group on the Ecological Cities 

La Ville écologique : aperçu de la situation au 
Canada. MICROLOG 97-01183 (2 fiche) 


Organisation for Economic Co-operation & 
Development. Group for Urban Affairs. 
Pro Group on the Ecological Cities 
Hunt Organization de coopération et de 
développement économiques. Groupe du Projet 
sur la ville écologique 

The Ecological city : Canada's overview. 
MICROLOG 97-01182 (3 fiche) 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Organization Development Institute. Annual 
Information Exchange (1993 : WI) 
The Myth of the self-managing team. 
MICROLOG 97-01125 (1 fiche) 


Organization Development World Congress 
14th : 1994 : Oxford University) 
ernatives to hierarchy in feminist organization 
design : a case study. MICROLOG 97-01124 
(1 fiche) 
Ottawa Congress Centre (Ont.) 
Ottawa Congress Centre (Ont.) : Annual report 
1986-87. MICROLOG 97-00775 (1 fiche) 
Ottawa Congress Centre (Ont.) : Annual report 
1987-88. MICROLOG 97-00774 (1 fiche) 
Ottawa Congress Centre (Ont.) : Annual report 
1988-89. MICROLOG 97-00773 (1 fiche) 


P 


Pacific Forestry Centre 
Canada’s forest inventory 1991, the 1994 version : 
an addendum to Canada’s forest inventory 1991. 
MICROLOG 97-01068 (1 fiche) 


Parc national Fundy (N.-B.) 
See also Fundy National Park (N.B.) 


Parcs Canada. Région de l’Atiantique 
See also Parks Canada. Atlantic Region 


Parkland District Health Board (Sask.) 
Parkland Health District, 1995 elections : final 
report. MICROLOG 97-00613 (1 fiche) 


Parks Canada. Atiantic Region 
A Checklist, with codes, of the vascular plants, 
lichens and bryophytes of Fundy National Park, 
including notes on the park herbarium. 
MICROLOG 97-00971 (2 fiche) 


Pasquia District Health Board (Sask.) 
Pasquia Health District, 1995 elections : final 
report. MICROLOG 97-00587 (1 fiche) 


Pipestone District Health Board (Sask.) 
Pipestone Health District, 1995 elections : final 
report. MICROLOG 97-00586 (1 fiche) 


Place Ontario 
See Ontario Place 


Prairie West District Health Board (Sask.) 
Prairie West Health District, 1995 elections : final 
report. MICROLOG 97-00585 (1 fiche) 


Prince Albert District Health Board (Sask.) 
Prince Albert Health District, 1995 elections : final 
report. MICROLOG 97-00584 (1 fiche) 


Prince Edward Island. Dept. of Justice 
Annual report as required by the Criminal Code of 
Canada, section 195(5), 1995. 
MICROLOG 97-00836 (1 fiche) 


Prince Edward Island. Island Regulatory & 
Appeals Commission 
Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
MICROLOG 97-00844 (1 fiche) 


Prince Edward Island. Land Use 
Commission 
See also Prince Edward Island. Island Regulatory 
& Appeals Commission 


Prince Edward Island. Office of Higher 

Education, Training & Adult Learning 
A Strategy for adult literacy /education in Prince 
Edward Island. MICROLOG 97-00832 (1 fiche) 


Prince Edward Island. Round Table on 
Resource Land Use and Stewardship 
Cultivating island solutions : interim report. 

MICROLOG 97-00833 (1 fiche) 


PRIOR Data Sciences Ltd. 


Review of Bruce A reactor regulating system 
software. MICROLOG 97-00704 (2 fiche) 


Programme d’adaptation des péches de 
r’Atlantique (Canada) 
See also Atlantic Fisheries Adjustment Program 
(Canada) 


Programme d’adaptation des péches de 
lr Atlantique (Canada) (contd) 

Rapport du Groupe fédéral-provincial de 
consultation sur l'avenir de l'Office canadien du 
poisson salé. MICROLOG 97-00830 (2 fiche) 

Programme d’amélioration du slap 

pédol ue et aquatique (Canada 

Pons AMC MON du At pédologique 
et aquatique (Canada) : Rapport annuel 1986-87. 
MICROLOG 97-01072 (1 fiche) 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1987-88. 
MICROLOG 97-01073 (1 fiche) 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1988-89. 
MICROLOG 97-01088 (1 fiche) 


Programme de foresterie du Nord (Canada) 
See also Northern Forestry Program (Canada) 


Provincial Health Council of Alberta 
mechanisms review : final report. 
MICROLOG 97-01051 (1 fiche) 


Q 


Quebec (Province 
Voir aussi Québec (| 


Québec (Province) 

Bilan régional, secteur d'étude Montréal-Longueuil 
: zone d'intervention prioritaire 9. 

MICROLOG 97-00645 (1 fiche) 

Synthèse des connaissances sur les aspects 
physiques et chimiques de l’eau et des 
sédiments du Saguenay : rapport technique, 
zones d'intervention prioritaire 22 et 23. 
MICROLOG 97-00644 (3 fiche) 


Québec (Province). Ministère des finances 
Statistiques fiscales des particuliers, année 
d'imposition 1994. MICROLOG 97-01061 
(3 fiche) 


Quebec (Province). Ministère des finances 
Voir aussi Québec ( nce). Ministère des 
finances 


Québec (Province). Ministère du revenu 
Statistiques fiscales des particuliers, année 
d'imposition 1994. MICROLOG 97-01061 
(3 fiche) 


vince) 


Receiver General for Canada 
See Canada. Dept. of Finance 

Receveur général du Canada 
Voir Canada. Ministère des finances 


Régie des transports en commun de la 
région de Toronto (Ont) 
Om Toronto Area Transit Operating Authority 


Regina Health Board (Sask.) 
Regina Health District, 1 elections : final report. 
MICROLOG 97-00583 (1 fiche) 


as bawerely Research & Support Program 
Noe Metra 
ulatory Research & Support Program (Canada) 
sacha report 1994-95. MICROLOG 97-00716 
3 fiche 


Reid/Foster Associates 
Résultats d’un sondage auprès des participants 
aux ateliers sur les maisons performantes. 
MICROLOG 97-00922 (1 fiche) 


Riverview Hospital (Port Coquitiam, B.C.) 
Working Group to Identify the Regional Resources 
Necessary to Resume the Downsizing of 
Riverview Hospital : report. MICROLOG 97-00949 
(1 fiche) 
Ryerson Polytechnical Institute 
ntergenerational programming, a bibliography of 
ton tales material. MICROLOG 97-00791 
2 fiche 


Ss 
Safer Social Habitat. Meeting (1995 : 


European meeting on preventing crime in public 
housing communities : final report. 
MICROLOG 97-01158 (1 fiche) 
Safety Codes Council (Alta.) 
See Alberta. Safety Codes Council 


Saint John Fundy Region Development 
Commission 
Saint John Fundy Region Development 
Commission : Annual report 1995-96. 
MICROLOG 97-00582 (1 fiche) 


Saskatchewan. ADF Section 
See Saskatchewan. Agriculture Development Fund 


Saskatchewan. Agriculture Development 
Fund 
Market feasibility study for value-added strawberry 
products, product and market assessment : final 
report. MICROLOG 97-00578 (1 fiche) 
Saskatchewan Assessment Management 
enc 
1997 a valuation system. 
MICROLOG 97-00577 (1 fiche) 


Saskatchewan. Chief Electoral Office 
Twenty-third election, June 21, 1995 : 
report. MICROLOG 97-00581 (2 fiche) 


Saskatchewan. Chief Electoral Officer 

See Saskatchewan. Chief Electoral Office 
Saskatchewan. Electoral Office 

See Saskatchewan. Chief Electoral Office 
Saskatchewan. Electoral Officer 

See Saskatchewan. Chief Electoral Office 


Saskatchewan. Mental Health Advisory 
Council 
A Guide to promote community involvement in 
mental health planning. MICROLOG 97-00759 
(1 fiche) 
Saskatchewan Milk Control Board 
Saskatchewan Dairy Study : report of the 1995 
study. MICROLOG 97-00661 (1 fiche) 


Saskatchewan. Minister’s Multitype Library 
Development Advisory Committee 
Think globally, search locally : a strategic plan for 
the implementation of a multitype library system 
in Saskatchewan, part Il : multitype library 
system workbook. MICROLOG 97-00595 (1 fiche) 


Saskatchewan. Regina Health Board 
See Regina Health Board (Sask.) 


Saskatchewan. Saskatchewan Agriculture & 
Food 
Manitou Sand Hills integrated resource 
management plan. MICROLOG 97-00596 
(2 fiche) 
Saskatchewan. Saskatchewan Agriculture. 
Agriculture Development Fund 


See Saskatchewan. Agriculture Development Fund 


Saskatchewan. Saskatchewan Agriculture. 
Economics Branch. Agriculture 
Development Fund 
See Saskatchewan. Agriculture Development Fund 

Saskatchewan. Saskatchewan Environment 


See also Saskatchewan. Saskatchewan 
Environment & Resource Management 


Saskatchewan. Saskatchewan Environment 
& Public Saf 
See also Saskaic an. Saskatchewan 
Environment & Resource Management 


Saskatchewan. Saskatchewan Environment 
& Resource Mana 
Manitou Sand Hills integrated resource 
management plan. MICROLOG 97-00596 
(2 fiche) 
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Saskatchewan. Saskatchewan Environment 
& Resource Management. Policy & Public 
Involvement Branch 
Saskatchewan state of the environment report : 

pers guidelines. MICROLOG 97-00675 


Scanada Consultants Ltd. 

Advanced house tech ies assessment : 
(hehe) documentation. MICROLOG 97-00962 

Advanced houses technologies assessment : 
summary report. MICROLOG 97-00973 (1 fiche) 

La Moisissure dans les sous-sols aménagées : 
rapport final. MICROLOG 97-01159 (1 fiche) 

Molds in finished basements : final report. 
MICROLOG 97-01159 (1 fiche) 

Three decades of innovation in housing 
technology, 1966-96 : final report. 
MICROLOG 97-01196 (2 fiche) 


SCHL 


Voir Société canadienne d'hypothèques et de 
logement 


Science nord (Ont.) 
See also Science North (Ont.) 


Science North (Ont) 
Science North (Ont.) : Annual report 1994-95. 
MICROLOG 97-00873 (1 fiche) 


Semiarid Prairie Agricultural Research 
Centre (Canada) 
Response of soil organic matter to crop 
management. MICROLOG 97-00979 (1 fiche) 


Sentar Consultants Ltd. 

Canadian Heritage Rivers System background 
study : Clearwater/Christina rivers, Alberta. 
MICROLOG 97-01042 (3 fiche) 

Canadian Heritage Rivers System : nomination 
document for the Clearwater River system, 
Alberta. MICROLOG 97-01047 (1 fiche) 


Service canadien de la faune. Région du 
Québec 
Assemblages d'oiseaux en hiver dans des parcs 
urbains de 39 villes des basses-terres du Saint- 
Laurent : richesse, habitat et comparaison 
biogéographique. MICROLOG 97-00643 (2 fiche) 


Service canadien des foréts 
See also Canadian Forest Service 


Développement d'un modèle de planification 
forestière qui utilise l’unité écologique comme 
base de travail, projet no 2005. 

, MICROLOG 97-00674 (2 fiche) 

Etude de productivité : utilisation de la traction 
animale des chevaux en complément de la force 
mécanique, projet no 1121. 

MICROLOG 97-00673 (1 fiche) 

Programme de lutte intégrée contre les ravageurs 
forestiers : rt annuel 1994-95. 

MICROLOG 97-00576 (2 fiche) 


Service canadien des foréts-Atiantique 
See also Canadian Forest Service-Atlantic Centre 


Service des bibliothèques de |’Ontario Sud 
Service des bibliothèques de l'Ontario Sud : 
Rapport annuel 1992-93. MICROLOG 97-00903 
(1 fiche) 
Service des bibliothèques de l'Ontario Sud : 
Rapport annuel 1993-94. MICROLOG 97-00902 
(1 fiche) 


SHM Marine International Inc. 
Identification of ferry options for Yukon River 
crossing, Dawson City, Yukon. 
MICROLOG 97-00959 (1 fiche) 


Société canadienne d’hypothéques et de 
logement 

See also Canada Mortgage & Housing Corporation 

Comment se conformer aux exigences de 
ventilation des bâtiments résidentiels du Code 
national du bâtiment de 1995. 

MICROLOG 97-01090 (1 fiche) 

Un Habitat social plus sûr : réunion nord- 
américaine et européenne sur la prévention de la 
criminalité dans les collectivités de logement 
social. MICROLOG 97-01160 (1 fiche) 

Logements pour les personnes handicapées. 
MICROLOG 97-00986 (1 fiche) 


Société canadienne d’h et de 
eerie ypothèques 


Statistiques du logement a 1995. 
MICROLOG 97-00638 (2 ere 
Société canadienne d’hypothèques et de 
logement. Centre d’études prospectives 
sur l’habitation et le cadre de vie 


Voir Centre d'études prospectives sur l'habitation 
et le cadre de vie (Canada) 


Société canadienne d’hypothèques et de 
logement. Division de la recherche 
See also Canada Mortgage & Housing 
Corporation. Research Division 
Société canadienne d’hypothèques et de 
logement. Division de l'innovation dans 
Phabitation 
See also Canada Mortgage & Housing 
Corporation. Housing Innovation Division 
Plan de mise en service de l'enveloppe du 
bâtiment. MICROLOG 97-01157 (1 fiche) 


Société canadienne d’hypothéques et de 
logement. Division des politiques et de la 
recherche en matière technique 
La Moisissure dans les sous-sols aménagées : 

rapport final. MICROLOG 97-01159 (1 fiche) 


Société canadienne d’hypothéques et de 
logement, Division des relations 
internationales 
See also Canada Mortgage & Housing 

Corporation. international Relations Division 
La Ville écologique : aperçu de la situation au 
Canada. MICROLOG 97-01183 (2 fiche) 


Société canadienne d’hypothèques et de 


logement. Normes, technologies et liaison 

avec les services extérieurs 

Guide d'application de la partie 9 du Code national 
du bâtiment aux immeubles existants. 
MICROLOG 97-01076 (3 fiche) 


Société de développement de l’industrie 
cinématographique ontarienne 
Feature film and television productions [version 
francaise] 1990. MICROLOG 97-00823 (1 fiche) 


Société de gestion du fonds du patrimoine 
du nord de I’Ontario 
Société de gestion du fonds du patrimoine du nord 
de l'Ontario : Rapport annuel 1990-91. 
MICROLOG 97-01149 (1 fiche) 


Société d’exploitation de Place Ontario 
See Ontario Place 


Société internationale de l'Ontario 
Société internationale de l'Ontario : Rapport 
annuel 1987-88. MICROLOG 97-00624 (1 fiche) 
Société internationale de l'Ontario : Rapport 
annuel 1988-89. MICROLOG 97-00623 (1 fiche) 
Société internationale de l'Ontario : Rapport 
annuel 1989-90. MICROLOG 97-00622 (1 fiche) 


Société québécoise des transports 
Société québécoise des transports : Rapport 
annuel 1995. MICROLOG 97-00785 (1 fiche) 


Soil & Water Environmental Enhancement 

AE och (Canada) 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1986-87. 
MICROLOG 97-01072 (1 fiche) 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1987-88. 
MICROLOG 97-01073 (1 fiche) 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1988-89. 
MICROLOG 97-01088 (1 fiche) 

South Central District Health Board (Sask.) 


South Central Heaith District, 1995 elections : final 
report. MICROLOG 97-00650 (1 fiche) 


South Country District Health Board (Sask.) 


South Country Health District, 1995 elections : final 
report. MICROLOG 97-00693 (1 fiche) 


Southern Ontario Library Service 
Voir aussi Service des bibliothèques de l'Ontario 
Sud 


ial Operati Financi 
Spec ark Agencies Financing 


See Manitoba. Special Operating Agencies 
Financing Authority 


SPK Consulting Inc. 
1993 GO Rail passenger survey : survey 
processing and survey results. 
MICROLOG 97-00834 (3 fiche) 


Spray Efficacy Research Group (Canada) 
Capabilities of global positioning system and data 
logging equipment to guide, track and record 
application history of aircraft and ground 
sprayers in forest operations. 
MICROLOG 97-00992 (1 fiche) 


St. Clair Parkway Commission eh 
St. Clair Parkway mission (Ont.) : Annual 
report 1981. MICROLOG 97-00894 (1 fiche) 

St. Clair Parkway Commission (Ont.) : Annual 
report 1982. MICROLOG 97-00893 (1 fiche) 


St. Lawrence Centre 
Voir aussi Centre Saint-Laurent 
Statistics Canada. Analytical Studies 
Branch 
Voir aussi Statistique Canada. Direction des études 
analytiques 
Changes in job tenure and job stability in Canada. 
MICROLOG 97-01083 (1 fiche) 


Statistique Canada. Direction des études 
analytiques 
See also Statistics Canada. Analytical Studies 
Branch 


Evolution de la durée et de la stabilité de l'emploi 
au Canada. MICROLOG 97-01083 (1 fiche) 


Statistique Canada. Etudes analytiques 


Voir Statistique Canada. Direction des études 
analytiques 
SWEEP 


See Soil & Water Environmental Enhancement 
Program (Canada) 


T 


Terre-Neuve 
La Taxe de vente harmonisée : document 
technique. MICROLOG 97-01167 (2 fiche) 


Thompson Gow & Associates 
La Ville écologique : aperçu de la situation au 
Canada. MICROLOG 97-01183 (2 fiche) 


Timberline Graphics 
Efficiency housing database development : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. MICROLOG 97-00981 
(1 fiche) 


Toronto Area Transit Operating Authority 


(969 do 

993 Rail passenger survey : survey 
processing and survey results. 
MICROLOG 97-00834 (3 fiche) 


Toronto Board of Education. Research & 
Assessment Dept. 
Mobility, absenteeism and related factors : Toronto 
Board elementary students, 1992-5. 
MICROLOG 97-01 137 (1 fiche) 


Toronto Board of Education. Research 
Section 
See Toronto Board of Education. Research 
Services 


Toronto Board of Education. Research 
Services 
Mobility, absenteeism and related factors : Toronto 
Board elementary students, 1992-5. 
MICROLOG 97-01137 (1 fiche) 


Toronto (Ont.). Executive Committee 
Report no. 2 for consideration by the Council of 
the Corporation of the City of Toronto at 1996 
Council Meeting no. 2 on December 18, 1995. 
MICROLOG 97-01 186 (3 fiche) 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Transmode Consultants Inc. 
Ports policy in British Columbia 
MICROLOG 97-00948 (2 fiche) 


Treasury Board of Canada Secretariat 
See Canada. Treasury Board 


Trillium Foundation (Ont) 
Trillium Foundation (Ont.) : Annual report 1988-89. 
MICROLOG 97-00784 (1 fiche) 


Twin Rivers District Health Board (Sask.) 
Twin Rivers Health District, 1995 elections : final 
report. MICROLOG 97-00594 (1 fiche) 


U 


United Keno Hill Mines Ltd. 
investigation into the reprocessing of Elsa tailings. 
MICROLOG 97-01102 (1 fiche) 


Université de Montréal. Centre de 
recherche sur les transports 
Une An de l'arrière-pays du port de Trois- 
Riviéres. MICROLOG 97-00968 (1 fiche) 
A Discrete-time macroscopic dynamic traffic 
assigment model. MICROLOG 97-00966 (1 fiche) 
Traitement de la mémoire adaptative d’un système 
parallèle coopératif par des algorithmes 
génétiques. MICROLOG 97-00967 (1 fiche) 
Université de Montréal. Département 
d'informatique et de recherche 
opérationnelle 
A Discrete-time macroscopic dynamic traffic 
assigment model. MICROLOG 97-00966 (1 fiche) 


Université de Victoria (C.-B.). Centre sur le 
vieillissement 
See also University of Victoria (B.C.). Centre on 
Aging 
Guide pour l'amélioration des services aux 
personnes âgées canadiennes, victimes d'abus. 
MICROLOG 97-01147 (2 fiche) 


Université du Manitoba 
See also University of Manitoba 


University of Manitoba 
University of Manitoba : Annual financial report 
1995-96. MICROLOG 97-00727 (1 fiche) 


University of Toronto. Dept. of Education 
The Nature of teaching and learning by high 
school students in the workplace. 
MICROLOG 97-01136 (3 fiche) 
University of Toronto. Ontario Institute for 
Studies in Education 


See Ontario Institute for Studies in Education 
University of Victoria (B.C.). Centre on 
i 


Aging 
Voir aussi Université de Victoria (C.-B.). Centre sur 
le vieillissement 


Services aux personnes âgées canadiennes 
victimes d'abus. MICROLOG 97-01069 (2 fiche) 


Vv 


Vancouver Region Acute Care and 
Rehabilitation Services Study Working 
Group 
Vancouver Region, acute care and rehabilitation 

services study : final report. 
MICROLOG 97-00920 (2 fiche) 


Venture Manitoba Tours 
Venture Manitoba Tours Ltd. : Financial statements 
1996 and 1995. MICROLOG 97-00818 (1 fiche) 


W 


Western Copper Holdings Ltd. 
Williams Creek project : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. MICROLOG 97-01104 (1 fiche) 


Western Economic Diversification Canada 
Small business growth and employment in British 
Columbla. MICROLOG 97-00945 (1 fiche) 


Weston ysical Corporation 
Probabilistic seismic hazard assessment, Gentilly 
2. MICROLOG 97-00696 (2 fiche) 


Weyerhaeuser Canada Ltd. 

Tree Farm Licence 35, issued to Weyerhaeuser 
Canada Limited : rationale for allowable annual 
cut determination, effective November 1, 1996. 
MICROLOG 97-00938 (1 fiche) 


W.F Baird & Associates, Coastal Engineers 
Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
MICROLOG 97-01178 (2 fiche) 


Whiteshell Laboratories 

Factors affecting the differences in reactivity and 
dissolution rates between UO2 and spent nuclear 
fuel. MICROLOG 97-00983 (1 fiche) 

Modelling the effects of porous and semi- 
permeable layers on corrosion - 
MICROLOG 97-00989 (1 fiche) 

A Revised compilation of sorption coefficients for 
use in geosphere models in performance 
assessments 


of used fuel d in granitic 
environments. MICROLOG 97-00982 (1 fiche) 
A Revised ual h ic model of a 


crystalline rock environment, Whiteshell research 
area, southeastern Manitoba, Canada. 
MICROLOG 97-01162 (1 fiche) 


Whiteshell Laboratories. Geochemistry 
Research Branch 
Introduction of microbial nutrients in a nuclear fuel 
waste disposal vault as a result of excavation and 
operation activities. MICROLOG 97-00984 
(1 fiche) 


Working Group to Identify the Regional 
Resources Necessary to Resume the 
Downsizing of Riverview Hospital (B.C.) 
Working Group to Identify the Regional Resources 

to Resume the Downsizing of 
Riverview Hospital : report. MICROLOG 97-00949 
(1 fiche) 


à 4 


Yukon Agricultural Assn 
Yukon farm survey, 1991. MICROLOG 97-00654 
(1 fiche) 


Yukon Driver Control Board 
Yukon Driver Control Board : Report to the Minister 
1995. MICROLOG 97-00780 (1 fiche) 


Yukon Geoscience Planning Workshop 
(1995 : Lakeview Marina, Yukon) 
Yukon geoscience, a blueprint for the future : 

transactions of the first Yukon Geoscience 
ite Workshop. MICROLOG 97-01108 
1 fiche) 


Yukon Health & Social Services Council 
Yukon Health & Social Services Council : Annual 
report 1994-95. MICROLOG 97-00662 (1 fiche) 


Yukon Housing Corporation 
Tum-key public housing : development proposal 
guidelines, up to 19 housing units, Whitehorse. 

MICROLOG 97-00657 (2 fiche) 


Yukon Human Rights Commission 
Yukon Human Rights Commission : Report on 
activities 1994-95. MICROLOG 97-00671 (1 fiche) 


Yukon Lottery Commission 
Yukon Lottery Commission : Annual 
1994-95. MICROLOG 97-00781 (1 fiche) 


Yukon Public Service Staff Relations Board 
Yukon Public Service Staff Relations Board : 
ier report 1991-92. MICROLOG 97-00771 
1 fiche) 
Yukon Public Service Staff Relations Board : 
Peel report 1993-94. MICROLOG 97-00770 
(1 fiche) 
Yukon Public Service Staff Relations Board : 
‘anne report 1994-95. MICROLOG 97-00769 
1 fiche) 


Yukon Teachers’ Staff Relations Board 
Yukon Teachers’ Staff Relations Board : Annual 
report 1991-92. MICROLOG 97-00768 (1 fiche) 
Yukon Teachers’ Staff Relations Board : Annual 
report 1993-94. MICROLOG 97-00767 (1 fiche) 
Yukon Teachers’ Staff Relations Board : Annual 
report 1994-95. MICROLOG 97-00766 (1 fiche) 


Yukon Territory. Agriculture Branch 

Yukon farm survey, 1991. MICROLOG 97-00654 
(1 fiche) 

Yukon Terr . Chief Electoral Officer 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1992. 
MICROLOG 97-00640 (1 fiche) 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1993. 
MICROLOG 97-00639 (1 fiche) 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1994. 
MICROLOG 97-00660 (1 fiche) 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1995. 
MICROLOG 97-00659 (1 fiche) 


Yukon Territory. Community & 
Transportation Services 
identification of ferry options for Yukon River 
crossing, Dawson City, Yukon. 
MICROLOG 97-00959 (1 fiche) 
Yukon Territory. Dept. of Economic 
Deve 
Yukon metallogeny : recent developments. 
MICROLOG 97-01110 (1 fiche) 
Yukon Territory. Dept. of Economic 
Development & Tourism. Energy & Mines 
Branch 


See Yukon Territory. Energy & Mines Branch 
Yukon Territory. Dept. of Government 
Services 


Yukon Territory. . of Government Services : 
Annual report 1994-95. MICROLOG 97-00779 
(1 fiche) 
Yukon Territory. Dept. of Justice 
Talking about crime : Committee report. 
MICROLOG 97-00760 (2 fiche) 
Yukon Territory. Dept. of Mines & Small 
Business. Energy & Mines Branch 


See Yukon Territory. Energy & Mines Branch 


Yukon Territory. Dept. of Renewable 
Resources. Agriculture Branch 


See Yukon Territory. Agriculture Branch 


Yukon Territory. Energy & Mines Branch 
Lee = inventory, 1994. MICROLOG 97-01105 
(2 


Yukon Territory. Housing Corporation 
See Yukon Housing Corporation 


Yukon Territory. Motor Transport Board 
Yukon Territory. Motor Transport Board : Annual 
report 1994-95. MICROLOG 97-00651 (1 fiche) 


Yukon Territory. Sport & Recreation Branch 
Sport and recreation, towards 2000 : draft 
summary of findings and strategies for action. 
MICROLOG 97-00655 (1 fiche) 


Yukon Territory. Talking About Crime 
Committee 
Talking about crime : Committee report. 
MICROLOG 97-00760 (2 fiche) 


Un résumé pour chaque titre 
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A 


Abbott, J.G. 
Author: Setting of stratiform, sediment-hosted lead- 
zinc deposits in Yukon and northeastern British 
Columbia MICROLOG 97-01107 (1 fiche) 


Abdelbaky, M.E. 
Author: Photon and electron energy deposition in 
CANDU reactor fuel channels : a study using 
SANDYL and EGS4. MICROLOG 97-00825 
(1 fiche) 


Adams, Robert W. 
Editor: Integrated pest management manual for 
Structural pests in British Columbia. 
MICROLOG 97-00929 (2 fiche) 


Allsop, PJ. 
Author: Radioactive effluents from CANDU 6 
reactors during normal operation. 
MICROLOG 97-00828 (1 fiche) 


Alter, Susan 
Author: Privacy issues in telecommunications -- 
Rev. MICROLOG 97-01185 (1 fiche) 
Auteur: La Protection de la vie privée et les 
télécommunications -- Rév. 
MICROLOG 97-01185 (1 fiche) 


Amiro, B.D. 
Author: Effects of ionizing radiation on the boreal 
forest. MICROLOG 97-00690 (1 fiche) 


Anderson, Harvey W. 
Author: Quality assurance in hardwood tree- 
marking : acase study. MICROLOG 97-00603 
(1 fiche) 


Andrews, M.G. 
Author: Apprenticeship training, now and the 
future. MICROLOG 97-00634 (1 fiche) 


Auclair, Marie-José 
Editeur(trice): Bilan régional, secteur d'étude 
Montréal-Longueuil : zone d'intervention 
prioritaire 9. MICROLOG 97-00645 (1 fiche) 


Austen, Madeline J. 

Author: Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting terns on Lake Huron and the lower Great 
Lakes system in 1991. MICROLOG 97-00615 
(1 fiche) 


Barclay, Robert M. 
Editor: Bats and Forests Symposium. 
MICROLOG 97-00957 (4 fiche) 


Baxter, J.S. 
Author: Bull trout spawning and rearing habitat 
requirements : summary of the literature. 
MICROLOG 97-00925 (1 fiche) 


Beaudoin, Catherine 
Auteur: Etude de productivité : utilisation de la 
traction animale des chevaux en complément de 
la force mécanique, projet no 1121. 
MICROLOG 97-00673 (1 fiche) 


Beech, Brian J. 

Author: Characterization of the air within Money’s 
Mushrooms Composting Facility, 4369 - 190th 
Street, Surrey, B.C. MICROLOG 97-00926 
(1 fiche) 


Bentz, Jerry 
Author: Environmentally significant areas inventory 
: Grassland and Parkland Natural Regions, 
Alberta. MICROLOG 97-01038 (3 fiche) 


Bentzen, A. 
Author: Geology of the White River native copper 
ater) Yukon Territory. MICROLOG 97-01112 
che 


Berger, Marie J. 
hor: The Bruce-Grey County Roman Catholic 
Separate School Board : needs analysis, impact 
of French education : final report, working 
document. MICROLOG 97-01134 (1 fiche) 
Auteur: Le Conseil des écoles séparées 
catholiques romaines des comtés de Bruce-Grey 
: analyse des besoins, répercussions de 
l'enseignement en français : rapport final, 
document de travail. MICROLOG 97-01135 
(1 fiche) 


Bisset, Kathy 
Author: Yukon farm survey, 1991. 
MICROLOG 97-00654 (1 fiche) 


Blazevic, Drago 
Author: E Z corners metal angle framing 
accessory. MICROLOG 97-01189 (1 fiche) 


Blokpoel, Hans 
Author: Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting terns on Lake Huron and the lower Great 
Lakes system in 1991. MICROLOG 97-00615 
(1 fiche) 


Bobrowsky, Peter T. 
Compiler: Aggregate Forum, developing an 
Inventory that works for you : report of 
proceedings. MICROLOG 97-00917 (1 fiche) 


Bogdan, Deanne 
Author: Music bibliography. 
MICROLOG 97-01133 (1 fiche) 


Boss, C.R. 
Author: Radioactive effiuents from.CANDU 6 
reactors during normal operation. 
MICROLOG 97-00828 (1 fiche) 


Bottomley, D.J. 

Author: The Geochemical immobilization of 
uranium in a spent fuel repository in the 
Canadian Shield : evidence from natural 
analogue investigations. MICROLOG 97-00701 
(1 fiche) 


Bouchard, André 
Auteur: Portrait temporel et spatial du niveau 
d'acidité des eaux de surface du Québec 
méridional de 1985 a 1995. 
MICROLOG 97-01153 (1 fiche) 


Bourgoin, Rémi 
Auteur: Etude de productivité : utilisation de la 
traction animale des chevaux en complément de 
la force mécanique, projet no 1121. 
MICROLOG 97-00673 (1 fiche) 


Bouzaiene-Ayari, Belgacem 
Author: A Discrete-time macroscopic dynamic 
traffic assigment model. MICROLOG 97-00966 
(1 fiche) 


Boydell, Katherine M. 
Author: An Exploration of the desirability of 
housing location by consumers of psychiatric 
services. MICROLOG 97-01192 (2 fiche) 


Boyer, A. 
Auteur: Répertoire de projets en technologie 
miniére, 1994. MICROLOG 97-00658 (4 fiche) 


Bremner, T.J. 
Author: Proposed Tombstone area park : a 
preliminary review of mineral potential. 
MICROLOG 97-01114 (2 fiche) 


Brigham, R. Mark 
Editor: Bats and Forests Symposium. 
MICROLOG 97-00957 (4 fiche) 


Brodie, M.J. 
Author: Whitehorse Copper Mine reclamation 
review. MICROLOG 97-01111 (1 fiche) 


Brown, Robert S. 
Author: Mobility, absenteeism and related factors : 
Toronto Board elementary students, 1992-5. 
MICROLOG 97-01137 (1 fiche) 


Burnett, Eric 
Author: Vents, ventilation, drying and pressure 
moderation. MICROLOG 97-01193 (2 fiche) 


Burns, B.G. 
Author: The Simultaneous determination of the 
residual components of Romet-30 and Tribrissen 
In salmonid products by HPLC. 
MICROLOG 97-01177 (1 fiche) 


Burrill, K.A. 
Author: Modeling flow-accelerated corrosion in 
CANDU. MICROLOG 97-00826 (1 fiche) 


Butler, Leo 
Author: The Bank of Canada’s new quarterly 
projection model (QPM), part 4 : a semi- 
structural method to estimate potential output, 
combining economic theory with a time-series 
filter. MICROLOG 97-00776 (2 fiche) 


Butt, K.A. 

Author: Analysis of quality control tests done by 
the Canadian power utilities on their external 
dosimetry systems, June 1988 to May 1993. 
MICROLOG 97-00632 (1 fiche) 


C 


Campbell, C.A. 
Author: Response of soil organic matter to crop 
management. MICROLOG 97-00979 (1 fiche) 


Campbell, Elisa 
Editor: Buildings and the Environment, an 
international research workshop : proceedings, 
vol. 1 : research questions. 
MICROLOG 97-00913 (2 fiche) 


Carlisle, Mary 
Author: A Guide to adult basic education in 
women’s bridging programs. 
MICROLOG 97-00907 (2 fiche) 


Carison, Gerald G. 

Author: y of Mount Nansen (115-1/3) and 
Stoddart Creek (115-1/6) map areas, Dawson 
Range, central Yukon. MICROLOG 97-01180 
(3 fiche) 


Casselman, K. 
Author: Training of troubleshooting skills in 
nuclear power plants. MICROLOG 97-00685 
(2 fiche) 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Causey, AR. 
Author: Improving the service life and performance 
of CANDU fuel channels. MICROLOG 97-00829 
(1 fiche) 


Chagnon, Robert 
Auteur: Placement-Habitat Desjardins : 
appréciation du programme. 
MICROLOG 97-01198 (1 fiche) 


Chisholm, Veronica 
Author: Environmentally significant areas inventory 
: Grassland and Parkland Natural Regions, 
Alberta. MICROLOG 97-01038 (3 fiche) 


Chow, Peter C. 
Author: The Chinese elderly : social integration in 
Metro Toronto Housing Company Ltd. 
MICROLOG 97-01188 (2 fiche) 


Clark, Glen 
Author: British Columbia’s child, youth and family 
serving system, recommendations for change : 
report. MICROLOG 97-00955 (1 fiche) 


Clay, Douglas 
Author: A Checklist, with codes, of the vascular 
plants, lichens and bryophytes of Fundy National 
Park, including notes on the park herbarium. 
MICROLOG 97-00971 (2 fiche) 


Colbourne, E.B. 
Author: Long-Term Temperature Monitoring 
Program, Newfoundland Region, 1994-95. 
MICROLOG 97-01176 (4 fiche) 


Cole, Raymond J. 

Editor: Buildings and the Environment, an 
international research workshop : proceedings, 
vol. 1 : research questions. 

MICROLOG 97-00913 (2 fiche) 


Cox, Roger 
Author: Air Pollution and Multiple Stresses : 
international meeting for specialists in air 
pollution effects on forest ecosystems. 
MICROLOG 97-00960 (5 fiche) 


Craig, D.B. 
Author: Beneficiation of barite ore. 
MICROLOG 97-01103 (1 fiche) 


D 


Davidson, Lyle 
Author: Guide for residential indoor air quality 
investigations. MICROLOG 97-01201 (2 fiche) 


Davie, Lynn 
Author: Patterns of participation in Ontario adult 
education : small scale research final report, 
1992-93. MICROLOG 97-01130 (1 fiche) 


Denhez, Marc 
Author: Three decades of innovation in housing 
technology, 1966-96 : final report. 
MICROLOG 97-01196 (2 fiche) 


DeTracey, B.M. 

Author: Forecasting of ice conditions off the 
Canadian east coast in 1996 : a demonstration of 
the Ice-Ocean Forecast System. 

MICROLOG 97-01081 (1 fiche) 

Author: A User’s guide to the Ice-Ocean Forecast 

System (IOFS). MICROLOG 97-01080 (1 fiche) 


Drysdale, Robert G. 
Author: Structural investigation of slender 
prestressed brick walls : a report. 
MICROLOG 97-01205 (2 fiche) 


E 


Elliott, John E. 
Author: Chlorinated compounds in wildlife from 
the Fraser River Basin. MICROLOG 97-00633 
(1 fiche) 


Ellis, R. 

Author: Inventory of environmentally significant 
areas in the Boreal Dry Mixedwood Natural 
Subregion, Peace River section, 1995-96. 
MICROLOG 97-01050 (1 fiche) 


Embree, D.G. 

Author: Capabilities of global positioning system 
and data logging equipment to guide, track and 
record application history of aircraft and ground 
sprayers in forest operations. 

MICROLOG 97-00992 (1 fiche) 


F 


Figley, Don A. 
Author: Building materials : volatile organic 
chemical emission characterization and 
database development. MICROLOG 97-00974 
(1 fiche) 


Flavelle, P 

Author: Perspectives of the scale of the Canadian 
nuclear fuel waste disposal 2 
MICROLOG 97-00729 (1 fiche) 

Author: Reference used fuel for the Canadian 
nuclear fuel waste disposal concept. 
MICROLOG 97-00728 (1 fiche) 

Author: Source term for the bounding assessment 
of Canadian nuclear fuel waste disposal concept. 
MICROLOG 97-00699 (1 fiche) 


Fortin, Guy R. 

Auteur: Synthèse des connaissances sur les 
aspects physiques et chimiques de l'eau et des 
sédiments du Saguenay : rapport technique, 
zones d'intervention prioritaire 22 et 23. 
MICROLOG 97-00644 (3 fiche) 


Fyfe, K.R. 
Author: Modelling of road noise and optimal 
barrier design. MICROLOG 97-01202 (2 fiche) 


G 


Gagnon, Daniel 
Auteur: Une Analyse de l’arrière-pays du port de 
Trois-Rivières. MICROLOG 97-00968 (1 fiche) 


Gallagher, Elaine 
Auteur: Guide pour l'amélioration des services aux 
personnes âgées canadiennes, victimes d'abus. 
MICROLOG 97-01147 (2 fiche) 
Auteur: Services aux personnes âgées 
canadiennes victimes d'abus. 
MICROLOG 97-01069 (2 fiche) 


Gauthier-Rouleau, Martine 
Author: National Pollutant Release Inventory : 
summary report, 1994. MICROLOG 97-01151 
(3 fiche) 


Geis, George L. 
Author: Report on smail scale : preparing a study 
of introductory courses. MICROLOG 97-01118 
(1 fiche) 


Gendreau, Michel 
Author: A Discrete-time macroscopic dynamic 
traffic assigment model. MICROLOG 97-00966 
(1 fiche) 


Gérin-Lajoie, Diane 
Author: Curriculum materials used in the Ontario 
French language schools. 
MICROLOG 97-01122 (1 fiche) 


Geva, Esther 
Author: School success and school problems, 
parental attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
MICROLOG 97-01123 (1 fiche) 


Ghobarah, A. 
Author: Seismic analysis of mechanical systems at 
Pickering NGS. MICROLOG 97-00707 (1 fiche) 


Gilbert, G.W. 
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Services for 
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accidents -- Prevention; Handicapped -- Accident 
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Ontario. Environmental Assessment Board : 
Annual report 1981-82. MICROLOG 97-00608 
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(1 fiche) 

North American Alliance for Popular and Adult 
Education : historical background. MICROLOG 
97-01131 (1 fiche) 
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Prince Edward Island 

A Strategy for adult literacy /education in Prince 

Edward Island. MICROLOG 97-00832 (1 fiche) 
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airborne particulates in uranium producing and 
manufacturing facilities, phase Ill, part Il. 
MICROLOG 97-00631 (1 fiche) 
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Manitoba Agricultural Credit Corporation : Annual 
report 1995-96. MICROLOG 97-00797 (1 fiche) 
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ricultural insurance , 
ee also Crop insurance 
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See Crop insurance 
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Marketing 


PQrEATUTeS marketing boards 
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Agricultural markets See Produce trade 
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97-00724 (1 fiche) 
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Report under Standing Order 123 on the state of 

and the income crunch in Ontario 
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Saskatchewan Dairy Study : report of the 1995 
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Evaluation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 
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97-00804 (1 fiche) 
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Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1987-88. 
MICROLOG 97-01073 (1 fiche) 

Statistics 

Voir aussi Agriculture — Statistiques 
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Recensement 
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Manitoba 
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Ontario 
See also Agriculture — Ontario 
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par le biais de l'Initiative de lutte contre la 
violence familiale, du 1er avril 1991 au 30 
novembre 1995. MICROLOG 97-01086 (9 fiche) 
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Crime prevention (cont'd) 
Talking about crime : Committee report. 
MICROLOG 97-00760 (2 fiche) 
Crime victims See Victims of crimes 
Compensation 
See Victims of crimes - Compensation 
Criminal justice See Justice, Administration of 


Criminalité 
Prévention 
See also Crime prevention 
Un Habitat social plus sûr : réunion nord- 
américaine et européenne sur la prévention de la 
criminalité dans les collectivités de logement 
social. MICROLOG 97-01160 (1 fiche) 
Criminels Voir Criminalité 


Crop insurance 
Voir aussi Assurance-récolte 
Crop Insurance Commission of Ontario : Annual 
report 1995-96. MICROLOG 97-00871 (1 fiche) 
Manitoba Crop Insurance Corporation : Annual 
report 1995-96. MICROLOG 97-00745 (1 fiche) 


Crop rotation 


Response of soil organic matter to crop 
management. MICROLOG 97-00979 (1 fiche) 


Cropping systems 
See also Crop rotation 
Crown corporations 
Voir aussi iétés de la Couronne 
Manitoba. Crown Corporations Council : Annual 
report 1995. MICROLOG 97-00753 (1 fiche) 
Report of the Federal-Provincial Consultation 
Group on the Future of the Canadian Saltfish 
Corporation. MICROLOG 97-00830 (2 fiche) 


Crude oil See Petroleum 
Crushing (Metallurgy) See Mineral processing 
Crystallography 

See also Mineralogy 


Cuivre 
See also Copper 


Cultural affairs 
See also Arts; Heritage conservation; 
Multiculturalism; Social policy 


Cultural policy 
See also British Columbia -- Cultural policy 


Nova Scotia cultural tourism : discussion paper. 
MICROLOG 97-01174 (1 fiche) 


Cultural property, Protection of 
See also Heritage conservation 


Culture 
See also Cultural policy 
Working bibliography : education and cultural 
studies. MICROLOG 97-01121 (1 fiche) 


Culture , 
Voir aussi Aide de l'Etat aux arts; Bibliothèques; 
Musées et galeries 


Culture forestière Voir Forêts et sylviculture 
Cultures marines Voir Aquiculture 
Curateurs publics 

See also Public trustees 
Currents, Ocean See Ocean currents 
Cycles, Business See Business cycles 


Cycles économiques 
ee also Business cycles 


Cycling 
Voir aussi Cyclisme 


Report under Standing Order 108 on bicycle 
helmets. MICROLOG 97-00900 (1 fiche) 


Cyclisme 
ee also Cycling 
Rapport en vertu du Règlement 108 sur les 
casques de cycliste. MICROLOG 97-00900 
(1 fiche) 
Cytol 
bt cytometry, phase II. MICROLOG 
97-00627 (1 fiche) 
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Dairy industry See Dairying 
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Saskatchewan 


Saskatchewan Dairy Study : report of the 1995 
study. MICROLOG 97-00661 (1 fiche) 
Dam sa 
Seismic stability of tailings dams and tailings 
deposits at Elliot Lake. MICROLOG 97-00680 
(1 fiche) 
Dams 
See also Dam safety; Dikes (Engineering) 


Environmental aspects 

Oldman River Dam Environmental Advisory 
Committee : interim report and 
recommendations. MICROLOG 97-01012 
(1 fiche) 

Oldman River Dam, mercury in fish : interim report, 
1994. MICROLOG 97-01037 (1 fiche) 

Alberta 

Oldman River Dam Environmental Advisory 
Committee : interim re and 
recommendations. MICROLOG 97-01012 
(1 fiche) 

Oldman River Dam, mercury in fish : interim report, 
1994. MICROLOG 97-01037 (1 fiche) 

Data storage and retrieval systems See 
Information storage and retrieval systems 


Data transmission systems 
See also Library information networks 
Débardage Voir Grumes -- Transport 


Debt, Personal 
See also Consumer credit; Mortgages 


Décentralisation administrative 
See also Decentralization in government 


Decentralization in government 
Manitoba Decentralization : Annual report 1995-96. 
MICROLOG 97-00813 (1 fiche) 


Déchets dangereux 
See also Hazardous wastes 


Déchets radioactifs 
See also Radioactive wastes 
Elimination 
See also Radioactive waste disposal 


Déchets radioacüfs, Elimination de 
Aspect de l’environnement 
See also Radioactive waste disposal -- 
Environmental aspects 
Sommaire de la réponse du personnel de la CCEA 
à l'étude d'impact environnemental concernant 
le concept canadien de stockage permanent des 
déchets de combustible nucléaire. MICROLOG 
97-00691 (1 fiche) 
Déclarations d'impact Voir Environnement, 
Etudes d'impact 
Deinstitutionalization 
See also Institutional care 
Creative alternatives : summary report. 
MICROLOG 97-00921 (1 fiche) 
Delivery tours See Transportation, Automotive -- 
Dispatching 
Democracy 
See also Representative government and 
representation 


Démographie 
Voir aussi Statistiques démographiques 


Demography 
See also Population 


Dendrométrie 
See also Forests and forestry - Mensuration 


Dépenses publiques 
See also Expenditures, Public 


Deposition, Acid See Acid deposition 
Deposits, Ore See Ore deposits 


Dépôts acides 
Voir aussi Acidification des cours d’eau, lacs, etc. 


Dépôts de déchets dangereux 
See also Hazardous waste sites 


Dépôts fiuviatiles Voir Sédiments fluviaux 
Dépôts marins Voir Sédiments marins 


Depression 
Mental health and depression among adolescents 
in Latvia. MICROLOG 97-01127 (1 fiche) 


Dépression 
See also Depression 
Députés Voir Pariementaires 
Désinstitutionnalisation 
See also Deinstitutionalization 
Deuterium oxide 
Manufacture 
See Heavy water plants 
Developing countries 
See also Caribbean area 
Development, Economic See Economic 
development 
Development, Sustainable See Sustainable 
development 
Developmentally disabled 
See also Mentally handicapped 
Housing 
See also Mentally handicapped - Housing 


Développement cognitif 
See also Cognitive development 


Développement des zones du nord 
See also Northern development 


Pian d’activités, 1996-97. MICROLOG 97-00664 
(1 fiche) 
Ontario 
See also Northern development - Ontario 


Société de gestion du fonds du patrimoine du nord 
de l'Ontario : Rapport annuel 1990-91. 
MICROLOG 97-01149 (1 fiche) 


Développement durable 
See also Sustainable development 
La Ville écologique : aperçu de la situation au 
Canada. MICROLOG 97-01183 (2 fiche) 
Développement économique 
See also Economic development 
Aspect de l’environnement 
Voir aussi Développement durable 
Pays en voie de développement 
See also Economic development -- Developing 
countries 
Groupe de travail interministériel sur le marché des 
IFI : rapport final. MICROLOG 97-01060 (1 fiche) 
Ontario 
See also Economic development -- Ontario 


Société de gestion du fonds du patrimoine du nord 
de l'Ontario : Rapport annuel 1990-91. 
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Québec (Province) 
Une Analyse de l’arrière-pays du port de Trois- 
Rivières. MICROLOG 97-00968 (1 fiche) 
Territoires du Nord-Ouest 
See also Economic development -- Northwest 
Territories 
Développement régional Voir Aide au 
développement économique régional 
Développement rural 
See also Rural development 
Développement urbain Voir Urbanisme 
Développement viable Voir Développement 
durable 
Déversements de pétrole 
See also Oil spills 
Nettoyage 
See also Oil spills - Cleanup 
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déversement d’hydrocarbures en milieu marin : 
rapport au Parlement, 1996. MICROLOG 
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Différends, Règlement de Voir Règlement de 
confiits 


Digital communications 
See also Library information networks 


Digital electronics 
See also Library information networks 


Dikes (Enguoo a) 
Seismic stability of tailings dams and tailings 
deposits at Elliot Lake. MICROLOG 97-00680 
(1 fiche) 
Dioxines 
See also Dioxins 


Dioxins 
Chlorinated compounds in wildlife from the Fraser 
River Basin. MICROLOG 97-00633 (1 fiche) 


Disabled See Handicapped 


Disarmament 
See also Arms control 


Disaster relief 
See also Emergency communication systems 


Disasters 
See also Fires; Floods 
Pianning 
See Emergency management 
Diseases 


See also Cancer; Fetal alcohol syndrome; Hand -- 
Diseases; Mental illness; Occupational diseases 


Prevention 
See Medicine, Preventive 
Dispute processing See Dispute resolution (Law) 


Dispute resolution (Law) 
See also Courts 


Appeal mechanisms review : final report. 
MICROLOG 97-01051 (1 fiche) 


Distance education 
Learning at home : distance education courses in 
Alberta, Saskatchewan and Manitoba, 1996-97. 
MICROLOG 97-00997 (4 fiche) 


Diversité biologique 
See also Biological diversity 


Diversity, Biological See Biological diversity 


Documentation, Services de 
See also Information services 


Domaine public 
See also Government property 


Domestic animals 
See also Horses; Livestock 


Domestic violence See Family violence 


Dredging 
See also Gold dredging; Harbours 


Drift 
Sedimentology of placer gravels near Mt. Nansen, 
central Yukon Territory. MICROLOG 97-01113 
(2 fiche) 


Drinking of alcoholic beverages 
See also Alcoholism 


Drinking problem See Alcoholism 


Drivers’ licences, Automobile See Automobile 
drivers’ licences 


Droit 
Voir aussi Législation 


Réforme 
See also Law reform 


Droit à la vie privée 
See also Privacy, Right of 


Etude de la Loi de 1987 sur l'accès à l'information 
et la protection de la vie privée. MICROLOG 
97-00670 (4 fiche) 

La Protection de la vie privée et les 
télécommunications -- Rév. MICROLOG 
97-01185 (1 fiche) 

Rapport annuel au Parlement sur la Loi sur l'accès 
à l'information et sur la Loi sur la protection des 
renseignements personnels 1995-96. 
MICROLOG 97-01063 (1 fiche) 
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Voir aussi Commissions de réglementation 
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Droit civil 
Voir aussi Droit à la vie privée; Liberté 
d'information 


Droit commercial 
Voir aussi Entreprises 


Droit d'auteur 
See also Copyright 


Commission du droit d'auteur (Canada) : Rapport 
annuel 1995-96. MICROLOG 97-00990 (1 fiche) 


Droit de la famille 
Voir aussi Violence familiale 


Droit maritime 
Voir aussi Transport de marchandises 


Droits de l’homme 
Voir aussi Droit à la vie privée 


Drug abuse 
Alberta profile, social and health indicators of 
alcohol and drug abuse : 1996 update, now 
including regional authorities — 4th ed. 
MICROLOG 97-01020 (2 fiche) 
Prevention 
HIV prevention and injection drug use in Alberta : 
literature review, HIV prevention and non 
prescription needle use project. MICROLOG 
97-01003 (1 fiche) 
Treatment 
See also Alcoholism — Treatment 


Addictions Foundation of Manitoba : Annual report 
1995-96. MICROLOG 97-00807 (1 fiche) 


Drug addiction See Drug abuse 


Drugs 
See also Antibiotics 


Drunk drivin 
See also Traffic accidents 


Drying of food See Food - Drying 


Dwellings 
See also Apartment buildings 


A City of towns : alternatives for the planning and 
design of housing in St. John’s, Newfoundland. 
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Design and construction 

Voir aussi Habitations - Conception et 
construction 

Design and performance of the Waterloo Region 
Green Home. MICROLOG 97-00991 (1 fiche) 

Innova House : Ottawa’s advanced house. 
MICROLOG 97-00994 (2 fiche) 

Virtual reality in housing and community planning. 
MICROLOG 97-01059 (2 fiche) 

Energy conservation 

Voir aussi Habitations - Economies d'énergie 

Advanced house technologies assessment : 
supporting documentation. MICROLOG 
97-00962 (3 fiche) 

Advanced houses technologies assessment : 
summary report. MICROLOG 97-00973 (1 fiche) 
Design and analysis of a residential greywater heat 

recovery system. MICROLOG 97-00978 (1 fiche) 

Design and performance of the Waterloo Region 
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Energy impact of ventilation air distribution : final 
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Energy consumption 
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Guide for residential indoor air quality 
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A Survey of problem homes of the environmentally 
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Health aspects 
See Housing and health 
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Energy impact of ventilation air distribution : final 
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Guide for residential indoor air quality 
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Ventilation 
See Dwellings -- Heating and ventilation 
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Earth 
Chemical composition 
See Geochemistry 


Earth movements 
See also Earthquakes; Subsidences (Earth 
movements) 


Earth sciences 
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mapping; Geological mapping; Geology; 
Hydrology; Oceanography 
Earthquake hazard analysis 
Probabilistic seismic hazard assessment, Gentilly 
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Mineralogical analysis of ore specimens from the 
rare earth deposit of Dodgex Ltd., part 1 and part 
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Earthwork 
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Excavation; Soil mechanics 
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Épuration 
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Eau, Approvisionnement de I’ 
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Eau, Purification de I’ 
Voir aussi Eau, Pollution de |’ 


Eau, Qualité de |’ 
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See also Water quality management 


Programme d’amélioration du milieu pédologique 
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Modèles mathématiques 
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MICROLOG 97-01106 (1 fiche) 

Sedimentology of gravels near Mt. Nansen, 
central Yukon Territory. MICROLOG 97-01113 
(2 fiche) 

Shape and composition of lode and placer gold 
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Gouvernement représentatif 


Gouvernement provincial 
See also Provincial government 
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Graph theory 
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Great Lakes 

Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
MICROLOG 97-01178 (2 fiche) 

Productive capacity of littoral habitats in the Great 
Lakes : field sampling procedures, 1988-95. 
MICROLOG 97-01168 (1 fiche) 

Stratigraphy and structure of Paleozoic rocks 
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Emission reductions from federal operations : 
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National Pollutant Release Inventory : summary 
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Ground stresses See Soil mechanics 
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A Revised conceptual hydrogeologic model of a 
crystalline rock environment, Whiteshell research 
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Evaluation of the origin and fate of nitrate in the 
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180 in NO3- : a final report. MICROLOG 
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Groundwater contamination See Groundwater 
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Group homes 
Creative alternatives : summary report. 
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Group Insurance 
The Public Service Group Insurance Fund : 
benefits summary and auditor's report and 
financial statements, 1995-96. MICROLOG 
97-00735 (1 fiche) 
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GST See Goods and services tax 
Guidance, Vocational See Vocational guidance 
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Habitat (Ecologie) 
See also Habitat (Ecology) 
Ontario 


See also Habitat (Ecology) — Ontario 


Habitat Comey 
See also Fish — itat 
Ontario 
Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 


coastal areas of the lower Great Lakes. 
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Habitat (Ecology) (cont'd) 
Forest management guidelines for the provision of 
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Forest guidelines for the provision of 
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Productive capacity of littoral habitats in the Great 
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Aspect de l’environnement 
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See also Dwellings — Heating and ventilation 

Comment se conformer aux exigences de 
ventilation des bâtiments résidentiels du Code 
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97-01090 (1 fiche) 


Conception et construction 
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See also Crop insurance 
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Report to the Workers’ Compensation Board on 
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Handicapés 
See also Handicapped 
Conditions sociales 
See also Handicapped — Social conditions 
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Logements pour les personnes handicapées. 
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Services aux 
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Handicapés mentaux 
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Injury prevention strategies for seniors and 
children in care facilities, and persons with 
disabilities : literature review. MICROLOG 
97-00924 (2 fiche) 
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Creative alternatives : summary report. 
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Services for 

See also Handicapped children — Services for 

Creative alternatives : summary report. 
MICROLOG 97-00921 (1 fiche) 
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Manitoba Hazardous Waste Management 
ration : Annual report 1995-96. 
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HIV prevention and injection drug use in Alberta : 
literature review, HIV prevention and non 
prescription needle use project. MICROLOG 
97-01003 (1 fiche) 
Hypothèques 
ee also Morigages 
Statistiques du logement au Canada, 1995. 
MICROLOG 97-00638 (2 fiche) 


ice 
See also Sea ice 


ice navigation 

See also Sea ice 
Icebergs 

See also Sea ice 
Illiteracy See Literacy 


Immeubles 
Guide d'application de la partie 9 du Code national 
du bâtiment aux immeubles existants. 
MICROLOG 97-01076 (3 fiche) 


Immeubles de bureaux 
See also Office buildings 


Immeubles d’habitation 
Voir aussi Copropriétés 


Immigrants 
See also Children of immigrants 


Immobilier 
Voir aussi Logement locatif 
Immunodeficiency-associated virus See HIV 
(Viruses) 
Impact analysis, Environmental See 
Environmental impact analysis 
Implications environnementales Voir 
Environnement, Etudes d'impact 
Impôt 
Voir aussi Taxe sur les ventes 
Statistiques 
Statistiques fiscales des particuliers, année 
d'imposition 1994. MICROLOG 97-01061 
(3 fiche) 
Provinces de l'Atlantique 
See also Taxation — Atlantic Provinces 
La Taxe de vente harmonisée : document 
technique. MICROLOG 97-01167 (2 fiche) 
Québec (Province) 
Statistiques fiscales des particuliers, année 
d'imposition 1994. MICROLOG 97-01061 
(3 fiche) 
Impôt sur la consommation 
Voir aussi Taxe sur les ventes 


Impôt sur le revenu 
Gouvernement du Canada : ses fiscales, 
1995. MICROLOG 97-00761 (2 fiche) 


Incendies 
See also Fires 
Prévention 
See also Fire prevention 
Income maintenance programs 
See also Pensions; Public welfare; Workers’ 
compensation 


Income tax 
Voir aussi Impôt sur le revenu 


Indemnisation 
See also Compensation (Law) 


Indemnisation en cas d’accidents 
Ontario. Commission des accidents du travail : 
Rapport annuel 1993. MICROLOG 97-00764 
(1 fiche) 


Indemnités agricoles Voir Assurance-récolte 


Independent regula commissions 
Voir aussi Commissions de réglementation 
autonomes 


Crop Insurance Commission of Ontario : Annual 
report 1995-96. MICROLOG 97-00871 (1 fiche) 

Ontario. Social Assistance Review Board : Annual 
report 1993-94. MICROLOG 97-00796 (2 fiche) 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
MICROLOG 97-00844 (1 fiche) 

Understanding utility regulation, a participants’ 
guide to the British Columbia Utilities 
Commission. MICROLOG 97-00956 (2 fiche) 

Yukon Driver Control Board : Report to the Minister 
1995. MICROLOG 97-00780 (1 fiche) 

Yukon Lottery Commission : Annual report 
1994-95. MICROLOG 97-00781 (1 fiche) 


Indians See Native peoples 
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Indicateurs de santé 
See also Health status indicators 


Indicateurs économiques 
See also Economic indicators 
Tableaux de référence économiques, 1996. 
MICROLOG 97-00722 (2 fiche) 


Indicateurs environnementales 
See also Environmental indicators 


Indicators, Health status See Health status 
indicators 


indigènes Voir Autochtones 


Indoor air pollution 

Voir aussi Air — Pollution intérieure 

Guide for residential indoor air quality 
investigations. MICROLOG 97-01201 (2 fiche) 

Maintaining indoor air quality through the use of 
HVAC systems. MICROLOG 97-00598 (1 fiche) 
(Available on fiche only) 

Molds in finished basements : final report. 
MICROLOG 97-01159 (1 fiche) 

A Survey of problem homes of the environmentally 
hypersensitive. MICROLOG 97-01200 (1 fiche) 


Indore process See Compost 


Industrial accidents 
See also Nuclear power plants -- Accidents 


Industrial ceramics See Ceramics 


Industrial costs 
See also Life cycle costing 


Industrial diseases See Occupational diseases 


industrial engineering 
See also Life cycle costing; Network analysis 
(Planning); Quality control; Standardization; 
Work environment 


Industrial hygiene 
See also Occupational diseases 
Ontario 
Voir aussi Hygiène industrielle — Ontario 


Ontario. Workplace Health & Safety Agency : 
Annual report 1990. MICROLOG 97-00778 
(1 fiche) 


Industrial management 
See also Industrial hygiene; Life cycle costing; 
Network analysis (Planning); Quality control; 
Standardization 


Industrial microbiology 
See also Bacteriology 


Industrial policy See industry and state 


Industrial project management 
See also Network analysis (Planning) 


Industrial relations 
See also Collective bargaining; Employee- 
management relations in government; 
Management 


Alberta 
Alberta. Alberta Labour : Annual report 1995-96. 
MICROLOG 97-01024 (1 fiche) 
Manitoba 


Manitoba Labour : Annual report 1995-96. 
MICROLOG 97-00742 (1 fiche) 


Industrial research 
See also Market surveys; Technological 
innovations 
Centre for Engineering Research Inc. : Annual 
report 1995. MICROLOG 97-00831 (1 fiche) 


Industrial safety 

See also Dam safety; Hazardous wastes; Industrial 
hygiene; Nuclear power plants -- Safety 
measures; Radiation dosimetry 

Report on external occupational dosimetry in 
Canada. MICROLOG 97-00625 (1 fiche) 

Manitoba 

Manitoba Labour : Annual report 1995-96. 

MICROLOG 97-00742 (1 fiche) 


Industrial toxico 
Toxicity levels to humans during acute exposure to 
hydrogen fluoride, an update. MICROLOG 
97-00635 (1 fiche) 


Industrial training See Vocational education 
Industrie i 
Voir aussi Aide de l'Etat à la recherche 


Industrie cinématogra ue Voir Cinéma — 
Industrie bn a 


Industrie de la construction Voir Construction 
Industrie de la 


Industrie de la pêche Voir Pêches 


Industrie et Etat , 
Voir aussi Entreprises publiques; Prêts d'État 


commerce international intitulé les PME 
canadiennes dans l'économie mondiale : 
optimiser le partenariat entreprises-secteur 
public pour réussir sur les marchés 
internationaux. MICROLOG 97-01066 (1 fiche) 
Ontario 
See also Industry and state — Ontario 


Industrie laitière 
See also Dairying 


Industrie minérale Voir Mines, industrie des 


Industrie nucléaire 
Voir aussi Centrales nucléaires 


Personnel 
See also Nuclear industry - Employees 
Réglementation 
See also Nuclear industry — Regulation 


Industries mécaniques 
See also Machinery industry 


Industry 
See also Agriculture; Alberta — Industries; British 
Columbia — industries; Construction industry; 
Copper mines and mining; Fisheries; Food 
service; Funerals and funeral industry; Gas 
industry; Industrial research; Machinery industry; 
Manitoba — industries; Mineral industries; Motion 
picture industry; Nuclear industry; Petroleum 
industry and trade; Produce trade; Securities 
industry; Tourist trade; United Kingdom — 
Industries 
Environmental aspects 
See also Construction industry -- Environmental 
aspects; Mineral industries — Environmental 
aspects 
Industry and state 
See also Forest management; Government 
lending; Labour policy; Rural development 


Government response to the Standing Committee 
on Foreign Affairs and International Trade on 
Canadian SMEs in the wortd economy : 
developing effective business-government 
partnership for international success. 
MICROLOG 97-01066 (1 fiche) 

Science and technology data, 1995. MICROLOG 
97-00859 (1 fiche) 

Ontario 

The International Projects Fund. MICROLOG 
97-00636 (1 fiche) 

Report on plant closures and community and 
employee adjustment. MICROLOG 97-00899 
(1 fiche) 

Inebriety See Alcoholism 
Infirmaries See Hospitals 
Information distribution 

See also Nuclear ts -— Information 

distribution; Radiation — Information distribution 
Information, Freedom of See Freedom of 
information 


Information networks 
See also Library information networks 


Information science 
See also Information storage and retrieval systems 


Information services 
See also Copyright; Freedom of information; 
information storage and retrieval systems; 
Libraries; Library information networks 


Information services (cort‘d) 
Creating a career resource centre. MICROLOG 
97-01002 (1 fiche) 


Information storage and retrieval systems 
See also Libraries — Automation; Library 
information networks 
Public health 


Improved health for Newfoundland and Labrador 
through improved health information : final 
report. MICROLOG 97-01079 (1 fiche) 


Information sur l’État 
Voir aussi Liberté d'information 


Ingénierie 
oir aussi Aquicutture 


Innovations 
See also Technological innovations 
Aspect économique 
See also Technological innovations — Economic 


aspects 
Aspect social 
See also Technological innovations — Social 
aspects 


Innovations, Technological See Technological 
Innovations 


Inondations 
See also Floods 


Inorganic compounds 
See also Inorganic fluorides; Uranium compounds 


Inorganic fluorides 
Toxicity levels to humans during acute exposure to 
hydrogen fluoride, an update. MICROLOG 
97-00635 (1 fiche) 


Insect pests 
See also Pests and pest control 
Insectes 
Contrôle 
Voir aussi Insectes forestiers — Contrôle 


Insectes forestiers 
Contrôle 
Programme de lutte intégrée contre les ravageurs 
forestiers : Rapport annuel 1994-95. MICROLOG 
97-00576 (2 fiche) 


Inservice training See Employees — Training of 


Installations nucléaires 
Voir aussi Centrales nucléaires 
Institutional care 
See also Group homes 
Injury prevention strategies for seniors and 
children in care facilities, and persons with 
disabilities : literature review. MICROLOG 
97-00924 (2 fiche) 


Institutions, associations, etc. See 
Associations, institutions, etc. 


Institutions financiéres 
See also Financial institutions 


Instruction See Education 
Instructional materials 
Curriculum materials used in the Ontario French 
language schools. MICROLOG 97-01122 
(1 fiche) 
Instructional reform See Educational change 


Insulation 
See also Ceramics 


Insurance 
See also Annuities; Crop insurance; Group 
insurance; Hail insurance; Health insurance 


Insurance companies 
Manitoba Crop Insurance lon : Annual 
report 1995-96. MICROLOG 97-00745 (1 fiche) 


Insurance, Crop See Crop insurance 
Insurance, Group See Group insurance 
Insurance, Hail See Hail insurance 
Insurance, Health See Health insurance 
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Intellectual development See Cognitive 
development 
Intellectual life See Cultural policy 


intellectual property 
See also Copyright 


Intercultural education 
See also Bilingualism 


Interest rates 
See also Mortgages 


Interests, Conflict of See Conflict of interests 


Intergenerational relations 
intergenerational programming, a bibliography of 
written reference material. MICROLOG 97-00791 
(2 fiche) 


Intergovernmental relations 
See also International relations; Provincial-local 
relations 


intergovernmental tax relations 
See also Provincial-local relations 


International conferences, congresses and 
conventions See Congresses and conventions 


international cooperation 
See also Congresses and conventions 


International economic relations 
See also Economic assistance; International trade 


International finance 
Voir aussi Finances internationales 


International grants-in-aid See Economic 
assistance 


International marketing See Export marketing 


International relations 
See also Arms control; Congresses and 
conventions; International trade 


Canada in the Americas : new opportunities and 
challenges. MICROLOG 97-00806 (1 fiche) 


International trade 

Voir aussi Commerce international 

Alberta’s agri-food exports, 1995. MICROLOG 
97-00969 (2 fiche) 

British Columbia international commodity exports, 
1995. MICROLOG 97-00934 (1 fiche) 

Canada in the Americas : new opportunities and 
challenges. MICROLOG 97-00806 (1 fiche) 

Manitoba Trading Corporation : Annual report 
1995-96. MICROLOG 97-00732 (1 fiche) 

Statistics 

Economic reference tables, 1996. MICROLOG 

97-00720 (2 fiche) 


Interprovincial relations 
See also Provincial government 


Introductory courses 
Report on small scale : preparing a study of 
introductory courses. MICROLOG 97-01118 
(1 fiche) 
Inundations See Floods 


Inventaires forestiers 
See also Forest surveys 


Inventions 
See also Technological innovations 


Investissement de fonds publics 
See also Investment of public funds 


Investissements 
Voir aussi Hypothèques 


Investissements étrangers 
Changements de partenaires et partenaires 
changeants : tendances des relations 
économiques régionales du Canada. 
MICROLOG 97-00786 (1 fiche) 


Investissements étrangers au Canada 
Changements de partenaires et partenaires 
changeants : tendances des relations 
économiques régionales du Canada. 
MICROLOG 97-00786 (1 fiche) 


Investment of public funds 
Province of British Columbia pooled investment 
portfolios : financial statements, 1995-96. 
MICROLOG 97-00964 (1 fiche) 


Investment, Real estate See Real estate 
investment 


Investments 
See also Annuities; Financial institutions — 
Investments; Investment of public funds; 
Mortgages; Real estate investment 


See also lodine 


lodine 
Guidelines on the use of stable iodine as a 
prophylactic measure during nuclear 
emergencies. MICROLOG 97-00617 (1 fiche) 


lonizing radiation 
Effects of ionizing radiation on the boreal forest. 
MICROLOG 97-00690 (1 fiche) 
Space radiation environment estimation for 
RADARSAT II. MICROLOG 97-00787 (1 fiche) 


Iron 
See also Steel 


Irradiation 
Photon and electron energy deposition in CANDU 
reactor fuel channels : a study using SANDYL 
and EGS4. MICROLOG 97-00825 (1 fiche) 
Post-irradiation examination of BEATRIX-II phase Il 
Li2ZrO3 pebble-bed. MICROLOG 97-00827 
(1 fiche) 
isotopes 
See also Radioisotopes 
Evaluation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 
180 in NOS- : a final report. MICROLOG 
97-00804 (1 fiche) 
Isotopes radioactifs 
See also Radioisotopes 
itinéraires et horaires 
Voir aussi Transport de marchandises 


J 


Jeunesse, 
Voir aussi Etudiants; Enfants 


Protection, assistance, etc. 
See also Child wetfare 
Les Enfants à risque. MICROLOG 97-00901 
(2 fiche) 
Santé mentale 
See also Youth -- Mental health 


Jeunesse, Services à la 
See also Youth — Services for 


Jeux de hasard 
See also Gambling 
Job creation 
See also Vocational education 
Job creation programs See Employment 
programs 
Job secu 
Voir aussi rité d'emploi 
Changes in job tenure and job stability in Canada. 
MICROLOG 97-01083 (1 fiche) 
Judges 
See also Justice, Administration of 


Judiciary See Courts 


Justice, Administration de la 
Voir aussi Criminalité; Législation, Ombudsman; 
Règlement de conflits 
Colombie-Britannique 


See also Justice, Administration of — British 
Columbia 


Justice, Administration of 
See also Compensation (Law); Corrections; 
Courts; Crime and criminals; Dispute resolution 
(Law); Juvenile corrections; Law; Legal services; 
Legislation; Ombudsman; Victims of crimes — 
Compensation 


Alberta 


Alberta. Alberta Justice : Annual report 1995-96. 
MICROLOG 97-00998 (1 fiche) 


Justice, Administration of (cont'd) 
British Columbia 


Justice Institute of British Columbia : Annual report 
1995-96. MICROLOG 97-00916 (1 fiche) 


Prince Edward Island 
Community Legal Information Association of 
Prince Edward Island : Annual report 1995-96. 
MICROLOG 97-00845 (1 fiche) 
Juvenile corrections 
Ontario 


Recommendations from the Task Force on Strict 
Discipline for Young Offenders. MICROLOG 
97-00866 (1 fiche) 


Juvenile justice, Administration of 
See also Juvenile corrections 


K 
Keeley cure See Alcoholism -- Treatment 
L 


Labour 
See also Employees; Industrial relations; Labour 


policy; Occupations 


Labour laws and legislation 
Manitoba 
Manitoba Labour : Annual report 1995-96. 
MICROLOG 97-00742 (1 fiche) 
Labour market 
Voir aussi Travail, Marché du 
Statistics 
Voir aussi Travail, Marché du - Statistiques 


Changes in job tenure and job stability in Canada. 
MICROLOG 97-01083 (1 fiche) 

Economic reference tables, 1996. MICROLOG 
97-00720 (2 fiche) 


Labour negotiations See Collective bargaining 
Labour policy 
See also Employment programs; Manpower policy 
Alberta 


Alberta. Alberta Labour : Annual report 1995-96. 
MICROLOG 97-01024 (1 fiche) 
and prosperity, a human resource strategy 
for Alberta : discussion paper. MICROLOG 
97-01004 (1 fiche) 


Manitoba 


Manitoba Labour : Annual report 1995-96. 
MICROLOG 97-00742 (1 fiche) 


Ontario 
Voir aussi Travail, Politique du —- Ontario 
A Summary of the Ontario works program. 
MICROLOG 97-00869 (1 fiche) 
Labour relations See Industrial relations 
Labour supply and demand 
See also Technological innovations — Economic 
aspects 
Lacs 
See also Lakes 
Acidification 
Voir Acidification des cours d'eau, lacs, etc. 
Alberta 
See also Lakes — Alberta 
Colombie-Britannique 
See also Lakes — British Columbia 


Lake sediments 
Voir aussi Sediments lacustres 


Lakes 
Alberta 

An Overview of water quality in Frank Lake, 
1990-93. MICROLOG 97-01014 (1 fiche) 

Sensitivity of Alberta lakes to acidifying deposition 
: an update of sensitivity maps with emphasis on 
109 northern lakes. MICROLOG 97-01036 
(1 fiche) 
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Lakes (cont’d) Landlord and tenant Leadershi 
British Columbia See also Rent control See also ne 
Lake classification and lakeshore management Report on tenant protection package. MICROLOG Learned institutions and societies 
guidebook, Kamloops Forest Region. 97-00601 (5 fiche) See also Research institutes 
MICROLOG 97-00936 (1 fiche) Landior 
og ds and tenants See Landiord and tenant Learnt 
See also Great Lakes Langage et langues The Nature of teaching and learning by high 
re as Voir aussi Bilinguisme; Français (Langue); school students in the workplace. MICROLOG 
sh ose ustry Politique lingulstique 97-01136 (3 fiche) 
Les Langues officielles dans les institutions Learning disabilities 
Land See Land use fédérales : Rapport annuel 1995-96. MICROLOG Friendship selection and quality in children with 
Land capability for agriculture 97-00739 (2 fiche) and without learning disabilities : final report. 


See also Land use, Rural 
Land development See Real estate development 
Land reclamation See Reclamation of land 


Land tenure 
See also Farm management; Rent 


Land use 
See a/so Land use planning; Land use, Rural; Real 
estate development; Reclamation of land 


Agricultural uses 
See Land use, Rural 


Environmental aspects 


Guideline for use at contaminated sites in Ontario. 

MICROLOG 97-00602 (2 fiche) 
Prince Edward Island 

Cultivating island solutions : interim report. 
MICROLOG 97-00833 (1 fiche) 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
MICROLOG 97-00844 (1 fiche) 


Land use planning 
See a/so Environmental impact analysis; Urban 
planning 


Alberta 


Cold Lake, subregional integrated resource plan. 
MICROLOG 97-01048 (1 fiche) 

Fort McMurray-Athabasca Oil Sands, subregional 
integrated resource plan. MICROLOG 97-01041 
(1 fiche) 

Pembina River Provincial Park management plan. 
MICROLOG 97-01049 (1 fiche) 

British Columbia 

Kispiox land and resource management plan. 
MICROLOG 97-00946 (1 fiche) 

Strathcona-Westmin Provincial Park master plan. 
MICROLOG 97-00927 (1 fiche) 

Ontario 


Guideline for use at contaminated sites in Ontario. 
MICROLOG 97-00602 (2 fiche) 


Saskatchewan 
Manitou Sand Hills integrated resource 
management plan. MICROLOG 97-00596 
(2 fiche) 


Land use, Rural 
See also Agriculture - Economic aspects; Soil 
conservation 


Alberta 

Pembina River Provincial Park management plan. 

MICROLOG 97-01049 (1 fiche) 
British Columbia 

Kispiox land and resource management plan. 
MICROLOG 97-00946 (1 fiche) 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. one : main report. 
MICROLOG 97-00911 (3 fiche) 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. two : background 
reports. MICROLOG 97-00910 (4 fiche) 

Saskatchewan 

Manitou Sand Hills integrated resource 
management plan. MICROLOG 97-00596 
(2 fiche) 


Land use, Urban 
See also Urban planning 


Land valuation See Real property -- Valuation 
Land values See Real property 


Landforms 
See also Glacial landforms; Watersheds 


Politique 
Voir Politique linguistique 


Language and languages 
See also Bilingualism; French language; Literacy 


Official languages in federal institutions : Annual 

report 1995-96. MICROLOG 97-00739 (2 fiche) 
Study and teaching 

See also French language -- Study and teaching 


Language policy 
Voir aussi Politique linguistique 


Official languages In federal institutions : Annual 
report 1995-96. MICROLOG 97-00739 (2 fiche) 


Language skills 
See also Listening comprehension 
Second-language retention, an annotated 
bibliography. MICROLOG 97-01085 (1 fiche) 


Langues Voir Langage et langues 


Latin America 
Canada in the Americas : new opportunities and 
challenges. MICROLOG 97-00806 (1 fiche) 


Latvia 
Mental health and depression among adolescents 
in Latvia. MICROLOG 97-01127 (1 fiche) 


W 

See also Civil law; Commercial law; Compensation 
(Law); Courts; Election law; Fishery law and 
legislation; Forestry law and legislation, Freedom 
of information; Justice, Administration of; Labour 
laws and legislation; Legislation; Privacy, Right of 


Prince Edward Island 
Community Legal Information Association of 
Prince Edward Island : Annual report 1995-96. 
MICROLOG 97-00845 (1 fiche) 


Law, Civil See Civil law 
Law, Commercial See Commercial law 


Law enforcement 
See also Police 


Law, Fishery See Fishery law and legislation 
Law, Forestry See Forestry law and legislation 


Law reform 

Proposals for harmonization of cost of credit 
disclosure laws in Canada. MICROLOG 
97-01005 (1 fiche) 

Alberta 

Discussion paper for the review of the cemeteries 
and prearranged funeral legislation. MICROLOG 
97-01007 (1 fiche) 

Proposed changes to the legislation regulating the 
cemetery and funeral industries : discussion 
paper ll. MICROLOG 97-01006 (1 fiche) 

Regulatory reform report -- Updated. MICROLOG 
97-01055 (1 fiche) 

Manitoba 


Manitoba Civil Justice Review Task Force report. 
MICROLOG 97-00715 (1 fiche) 


Lawyers 
Re Legal aid 


Layoffs See Job security 


Leaching 
Williams Creek project : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. MICROLOG 97-01104 (1 fiche) 


Leadership 
The Myth of the self-managing team. MICROLOG 
97-01125 (1 fiche) 


MICROLOG 97-01120 (1 fiche) 

School success and school problems, parental 
attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
MICROLOG 97-01123 (1 fiche) 

Learning materials See instructional materials 


Leases 
Proposals for harmonization of cost of credit 
disclosure laws in Canada. MICROLOG 
97-01005 (1 fiche) 


Legal aid 
Manitoba 


Legal Aid Services Society of Manitoba : Annual 
report 1995-96. MICROLOG 97-00746 (1 fiche) 


Legal documents 
See also Leases 


Legal services 
See also Legal aid 
Manitoba. Civil Legal Services : Annual report 
1995-96. MICROLOG 97-00777 (1 fiche) 
Législateurs Voir Parlementaires 


Legislation 
Voir aussi Législation 
Ontario 
Voir aussi Législation — Ontario 
Review of the Freedom of Information and 
Protection of Privacy Act, 1987. MICROLOG 
97-00670 (4 fiche) 


Législation 
See also Legislation 
Ontario 
See also Legislation — Ontario 
Etude de la Loi de 1987 sur l'accès à l'information 
et la protection de la vie privée. MICROLOG 
97-00670 (4 fiche) 


Legislative bodies 
See also Elections 


Legislators 
Voir aussi Pariementaires 


Speakers of the House of Commons. MICROLOG 
97-01165 (2 fiche) 


Liability (Law 
See also Government liability 


Libération conditionnelle 
See also Parole 


Liberté d’information 

Voir aussi Administration publique; Droit à la vie 
privée 

Etude de la Loi de 1987 sur l'accès à l'information 
et la protection de la vie privée. MICROLOG 
97-00670 (4 fiche) 

Loi sur la liberté d'accès à l'information : Rapport 
annuel 1995. MICROLOG 97-00692 (1 fiche) 

annuel au Parlement sur la Loi sur l'accès 

à l'information et sur la Loi sur la protection des 
renseignements personnels 1995-96. 
MICROLOG 97-01063 (1 fiche) 


Liberty of information See Freedom of 
information 
Libraries 
Voir aussi Bibliothèques 
Automation 


Access to the holdings of Nova Scotia libraries : 
final report - Abridged. MICROLOG 97-01173 
(1 fiche) 
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Libraries (cont’d) 
Nova Scotia 
Access to the holdings of Nova Scotia libraries : 
final report -- Abridged. MICROLOG 97-01173 
(1 fiche) 
Ontario 
Voir aussi Bibliothèques — Ontario 


Saskatchewan 
Think globally, search locally : a strategic plan for 
the implementation of a multitype library system 
in Saskatchewan, part Il : multitype library 
system workbook. MICROLOG 97-00595 
(1 fiche) 


Library cooperation 
See also Library information networks 
Think globally, search locally : a strategic plan for 
the implementation of a multitype library system 
in Saskatchewan, part Il : multitype library 
system workbook. MICROLOG 97-00595 
(1 fiche) 
Library information networks 
Access to the holdings of Nova Scotia libraries : 
final report -- Abridged. MICROLOG 97-01173 
(1 fiche) 
Library materials 
See also Government publications 
Reproduction 
See also Copyright 


Licensing of automobiles See Automobiles -- 
Licences 


Lichens 
A Checklist, with codes, of the vascular plants, 
lichens and bryophytes of Fundy National Park, 
including notes on the park herbarium. 
MICROLOG 97-00971 (2 fiche) 


Lieux de travail Voir Milieu de travail 


Life cycle song 
Buildings and the Environment, an international 
research workshop : proceedings, vol. 1 : 
research questions. MICROLOG 97-00913 
(2 fiche) 


Life insurance 
See also Annuities 


Life leases 
Voir aussi Baux viagers 


Lifelong education See Continuing education 
Lifelong learning See Continuing education 


Limnologie 
See also Limnology 


Limnology 
See also Lakes 


Ontario 
Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
MICROLOG 97-01178 (2 fiche) 


Linguistique Voir Langage et langues 


Liquefaction 
Modern and historic liquefaction in Ferland, 
Quebec. MICROLOG 97-00703 (1 fiche) 


Liquid chromatography 
The Simultaneous determination of the residual 
components of Romet-30 and Tribrissen in 
salmonid products by HPLC. MICROLOG 
97-01177 (1 fiche) 


Liquid fuels 

See also Gasoline; Motor fuels 
Liquids 

See also Gasoline 
Liquor industry 

See also Alcoholism 


Liquor problem See Alcoholism 
Listening comprehension 


Attentional lateralization and nitive 
development. MICROLOG 97-01126 (1 fiche) 


Literacy 
A Strategy for adult literacy /education in Prince 
Edward Island. MICROLOG 97-00832 (1 fiche) 


Literary property See Copyright 
Lithium 
Post-irradiation examination of BEATRIX-II phase II 
LI2ZrO3 pebble-bed. MICROLOG 97-00827 
(1 fiche) 
Liverworts See Bryophytes 
Livestock 
See also Cattle; Horses; Sheep 
Breeding 
Ontario Sheep Improvement Programs : Annual 
report 1994. MICROLOG 97-01092 (1 fiche) 
Livestock industry 
See also Dairying 


Lixiviation 
See also Leaching 


Load (Electric power) See Electric power-plants 
— Load 


Loans, Government See Government lending 


Local government 

Disentanglement in several jurisdictions, 
comparisons with Ontario : a report. MICROLOG 
97-01065 (2 fiche) 

Law and legislation 

Report on the Municipal Freedom of Information 
and Protection of Privacy Act, 1989. MICROLOG 
97-00676 (2 fiche) 

British Columbia 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. one : main report. 
MICROLOG 97-00911 (3 fiche) 


Local transit 
See also Urban transportation 


Log transportation 
Voir aussi Grumes -- Transport 


Logement 
Voir aussi Copropriétés; Handicapés -- Logement; 
Logement locatif 


Aspect social 
Voir Logement 
Droit 
See also Housing — Law and legislation 
Statistiques 


See also Housing — Statistics 


Statistiques du logement au Canada, 1995. 
MICROLOG 97-00638 (2 fiche) 


Logement et santé 
See also Housing and health 
La Moisissure dans les sous-sols aménagées : 
rapport final. MICROLOG 97-01159 (1 fiche) 


Logement locatif 
Voir aussi Propriétaires et locataires 


Montréal (Québec) 


Impact d’un programme paramunicipal sur le 
marché du logement locatif. MICROLOG 
97-01199 (2 fiche) 

Ontario 


See also Rental housing — Ontaric 


Logement, Politique du 
Voir aussi Logement social 


Logement social 
See also Public housing 


Un Habitat social pius sûr : réunion nord- 
américaine et européenne sur la prévention de la 
criminalité dans les collectivités de logement 
social. MICROLOG 97-01160 (1 fiche) 


Logging 
See also Birds — Effect of logging on; Wildlife -- 
Effect of logging on 
Quality assurance in hardwood tree-marking : a 
case study. MICROLOG 97-00603 (1 fiche) 
Environmental aspects 


See also Birds -- Effect of logging on; Wildlife — 
Effect of logging on 
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Technical supplement to the environmental 
indicators on Sustaining Canada’s forest : timber 
harvesting. MICROLOG 97-00881 (1 fiche) 

British Columbia 


Fort St. John Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective December 31, 1996. MICROLOG 
97-00935 (1 fiche) 

Morice Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective November 1, 1996. MICROLOG 
97-00943 (1 fiche) 

Tree Farm Licence 30, issued to Northwood Pulp 
and Timber Ltd. : rationale for allowable annual 
cut (AAC) determination, effective October 1, 
1996. MICROLOG 97-00928 (1 fiche) 

Tree Farm Licence 35, issued to Weyerhaeuser 
Canada Limited : rationale for allowable annual 
cut determination, effective November 1, 1996. 
MICROLOG 97-00938 (1 fiche) 

Tree Farm Licence 48, issued to Canadian Forest 
Products Limited : rationale for allowable annual 
cut determination, effective December 31, 1996. 
MICROLOG 97-00950 (1 fiche) 

Tree Farm Licence TFL 18 : rationale for allowable 
annual cut (AAC) determination, effective 
October 1, 1995. MICROLOG 97-00951 (1 fiche) 


Logiciels 
See also Computer programs 


Logis Voir Logement 
Loisirs 
See also Recreation 


Loisirs de plein air 
See also Outdoor recreation 


Loisirs, Zones de 
See also Recreation areas 
Toronto (Ont.) 

See also Recreation areas — Toronto (Ont.) 

Ontario Place : Rapport annuel 1987-88. 
MICROLOG 97-00614 (1 fiche) 

Ontario Place : annuel 1991-92. 
MICROLOG 97-00641 (1 fiche) 


Loteries 
See also Lotteries 


Lotteries 
Manitoba. Community Support Programs : Annual 
report 1995-96. MICROLOG 97-00733 (1 fiche) 
Yukon Lottery Commission : Annual report 
1994-95. MICROLOG 97-00781 (1 fiche) 


Low income rental housing See Rental housing 
Loyers 
Voir aussi Logement locatif 
Réglementation 
See also Rent control 


Rapport sur l'ensemble de mesures de protection 
des locataires. MICROLOG 97-00601 (5 fiche) 


Lumber 
See also Hardwoods 
M 
Machinery industry 
UK market for anne and valves : profile. 


MICROLOG 97-007 14 (1 fiche) 


Main-d’oeuvre 
Voir aussi Emploi; Travail, Marché du 


Main-d’oeuvre, Politique de 
Voir aussi Création d'emplois; Formation 
professionnelle 


Main-d’oeuvre sanitaire Voir Personnel médical 


Mainstreamin 
Friendship selection and quality in children with 
and without learning disabilities : final report. 
MICROLOG 97-01120 (1 fiche) 


Maisons des femmes Voir Maisons 
d'hébergement pour femmes 


Maisons d’hébergement pour femmes 
See also Women's shelters 
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Alternatives to hierarchy in feminist organization 
design : a case study. MICROLOG 97-01124 
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The Myth of the self-managing team. MICROLOG 
97-01125 (1 fiche) 


Management information systems 
See also Information storage and retrieval systems 
Management-employee relations in 
government See Employee-management 
relations in government 


Manitoba 
Commerce 
Manitoba. Manitoba Industry, Trade & Tourism : 
Annual report 1995-96. MICROLOG 97-00793 
(1 fiche) 
Manitoba Trading Corporation : Annual report 
1995-96. MICROLOG 97-00732 (1 fiche) 
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Manitoba. Manitoba Industry, Trade & Tourism : 
Annual report 1995-96. MICROLOG 97-00793 
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Law and legislation 
Manitoba Civil Justice Review Task Force report. 
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Public finance 
Manitoba. Fiscal Stabilization Fund : Annual report 
1995-96. MICROLOG 97-00789 (1 fiche) 
Manitoba. Manitoba Finance : Annual report 
1995-1996. MICROLOG 97-00808 (1 fiche) 
Manitoba. Special Operating Agencies Financing 
Authority : Annual report 1995-96. MICROLOG 
97-00815 (2 fiche) 
Public accounts, vol. 3 : summary financial 
statements, 1995-96. MICROLOG 97-00740 
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Public accounts, 1995-96. MICROLOG 97-00750 
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Manitoba 
See also Manitoba 
Finances publiques 
See also Manitoba -- Public finance 
Manpower policy 
See also Employment programs; Occupational 
training; Unemployment; Vocational education 
New Brunswick 


New Brunswick. Human Resources Development- 
NB : Annual report 1995-96. MICROLOG 
97-00709 (1 fiche) 


Manpower programs See Employment 
programs 

Manpower training See Vocational education 

Mapping, Environmental See Environmental 
mapping 

Maps 
See also Environmental mapping; Geological 

mapping 
Marchandises 


Transport 
Voir Transport de marchandises 
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Société internationale de l'Ontario : Rapport 
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Mariculture 
See also Shellfish culture 


Marine pollution 
See also Oil spilis 


Marine science See Oceanography 


Marine sediments 
Voir aussi Sédiments marins 


Marine transportation See Shipping 


Market surveys 
See also Consumer surveys 


Market feasibility study for value-added strawberry 
products, product and market assessment : final 
report. MICROLOG 97-00578 (1 fiche) 
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Marketing research 
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See also Concrete 


Mass communication See Telecommunication 


Mass media 
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Mass transfer 

Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
transport through a generic HLW repository. 
MICROLOG 97-00700 (1 fiche) 

Modeling flow-accelerated corrosion in CANDU. 
MICROLOG 97-00826 (1 fiche) 

Modelling the effects of porous and semi- 
permeable layers on corrosion processes. 
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Source term for the bounding assessment of 
Canadian nuclear fuel waste disposal concept. 
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Mass transport (Physics) See Mass transfer 


Mass-wasting 
See also Subsidences (Earth movements) 


Materials 
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See also Building materials 


Plan de mise en service de l'enveloppe du 
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Matériel didactique 
See also Instructional materials 
Maternity homes See Group homes 


Mathematical analysis 
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Mathematical models 
See also Computer simulation; Urban 
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Modeling flow-accelerated corrosion in CANDU. 
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Recherche 
See also Medicine -— Research 
Fondation ontarienne pour la recherche en 


cancérologie et le traitement du cancer : Rapport 
annuel 1995-96. MICROLOG 97-00876 (1 fiche) 


Médecine nucléaire 
See also Nuclear medicine 


Médecine préventive 
See also Medicine, Preventive 


Medical care 
See also Community health services; Mental 
health services 
Administration 
See Health services administration 


Evaluation 

Family directed support : diversity, hopes, 
struggles, dignity : Special Services at Home 
evaluation. MICROLOG 97-00839 (2 fiche) 

Framework for monitoring and reporting regional 
health outcomes, a guide for regional health 
boards. MICROLOG 97-00947 (1 fiche) 

Health service outcome reporting : a guide for 
health agencies. MICROLOG 97-00919 (1 fiche) 

Government policy 
See Medical policy 
British Columbia 

Vancouver Region, acute care and rehabilitation 
services study : final report. MICROLOG 
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Primary health care review. MICROLOG 97-00816 
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Ethical considerations regarding gender selection, 
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Influence of TLD position on the estimate of fetal 
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Medical por 
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Primary health care review. MICROLOG 97-00816 
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Medical research See Medicine — Research 
Medical services See Medical care 


Medical statistics 
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Medical supplies 
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Médicaments vétérinaires 
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Medicine 
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Second-language retention, an annotated 
bibliography. MICROLOG 97-01085 (1 fiche) 
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Enquétes 
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Mensuration 
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Mental development See Cognitive development 
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Mental health services 

The Effects of residential treatment upon 
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Température 
See also Ocean temperature 
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Aspect de l’environnement 
See also Mercury -- Environmental aspects 


Mercury 
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Voir Hygiène industrielle 
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Whitehorse Copper Mine reclamation review. 
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Territory 


Mineralogy 
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Mineralogical analysis of ore specimens from the 
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2. MICROLOG 97-01095 (1 fiche) 
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Anti-personnel mines : an annotated 
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Mines and mineral resources 
See also Copper mines and mining; Energy 
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Pesticides (cont’d) 
Safety measures 


Integrated pest management manual for structural 
Spe ~ et British Columbia. MICROLOG 97-00929 
2 fiche 


Pesticides 
See also Pesticides 

Mesures de sécurité 
See also Pesticides — Safety measures 


Pests and pest control 
See also Pesticides 


Integrated pest ment manual for structural 
pests in British Columbia. MICROLOG 97-00929 
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Petites et moyennes entreprises 
See also Small business 


Réponse du gouvernement au rapport du Comité 
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commerce international intitulé les PME 
canadiennes dans l’économie mondiale : 
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public pour réussir sur les marchés 
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La Situation des petites entreprises : rapport 
annuei sur les petites entreprises en Ontario, 
1990. MICROLOG 97-00824 (2 fiche) 


Petrography See Petrology 
Pétrole 
Voir aussi Déversements de pétrole 
Aspect de l’environnement 
Voir aussi Déversements de pétrole 
Industrie et commerce 
See also Petroleum industry and trade 


Pétrole offshore 
Aspects de l’environnement 

See also Offshore oil industry — Environmental 
aspects 

Lignes directrices sur le traitement des déchets 
extracôtiers. MICROLOG 97-01064 (1 fiche) 

Déchets 
See also Offshore oil industry - Waste disposal 


Lignes directrices sur le traitement des déchets 
extracôtiers. MICROLOG 97-01064 (1 fiche) 


Industrie 
See also Offshore oil industry 


Pétrole, Puits de 
See also Oil welis 


Petroleum 
See also Oil wells 


Supply and demand 


Horizontal oil wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. MICROLOG 
97-01172 (1 fiche) 


Petroleum as fuel 
See also Gasoline 


Petroleum industry and trade 
See also Offshore oil industry 
Economic aspects 


Horizontal oil wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. MICROLOG 
97-01172 (1 fiche) 

Environmental aspects 

See also Offshore oil industry — Environmental 

aspects 
British Columbia 

British Columbia inquiry into gasoline pricing : 

final report. MICROLOG 97-00906 (1 fiche) 


Petroleum products 
See also Gasoline 


Petrology 
See also Granite; Mineralogy; Rocks, Crystalline 


Yukon metallogeny : recent developments. 
MICROLOG 97-01110 (1 fiche) 
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of interests; Depression; Medical ethics; Memory 
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Manitoba. Fitness Directorate [and] Manitoba. 
Sport Directorate : Annual report 1995-96. 
MICROLOG 97-00734 (1 fiche) 


Physical raph 


Se ra ; Ocean currents; Oceanography; 
vba also Heormg Irene ctorer 
Physicians 

Ethics 

See Medical ethics 

Physi 


olog 
See also ay. pollution — Physiological effect; Child 
mental health; Housing and health; Industrial 
hygiene; Public health 


Pickering Nuclear Page ar) Station (Ont.) 
AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 

1995. MICROLOG 97-00652 (1 fiche) 
Fire fighting capability assessment program, 
Pickering NGS. MICROLOG 97-00698 (1 fiche) 
Seismic analysis of mechanical systems at 
Pickering NGS. MICROLOG 97-00707 (1 fiche) 


Pierre 
Industrie et commerce 
See also Stone industry and trade 
Les Producteurs et les entreprises de 
transformation de la pierre d’échantillon de 


l'Ontario : répertoire 94. MICROLOG 97-00678 
(1 fiche) 


Pin 
See also Pine 


Pine 
Natural regeneration of Ontario’s major 
commercial coniferous species : a bibliography. 
MICROLOG 97-00604 (2 fiche) 


Place of work See Work environment 


Placer mining 

A Brief history of placer mining in the Yukon. 
MICROLOG 97-01106 (1 fiche) 

Placer mining settling ponds, vol. one : design 
principles. MICROLOG 97-01099 (2 fiche) 

Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
MICROLOG 97-01115 (2 fiche) 

Testing the viability of floater dredging in frozen 
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The Use of diffuser systems for dispersion of 
placer mining effiuent. MICROLOG 97-01097 
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Yukon placer mining industry, 1993-94. 
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Yukon quaternary geology, vol. 1. MICROLOG 
97-01175 (1 fiche) 


Plaines inondables 
See also Floodplains 


Planification régionale Voir Aide au 
développement ique régional 


Planification urbaine 
See also Urban planning 
La Réalité virtuelle dans le logement et 
l'urbanisme. MICROLOG 97-01059 (2 fiche) 
La Ville écologique : aperçu de la situation au 
Canada MICROLOG 97-01183 (2 fiche) 
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Report on plant closures and community and 
employee adjustment. MICROLOG 97-00899 
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Plants 
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Effects of ionizing radiation on the boreal forest. 
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New Brunswick 
A Checklist, with codes, of the vascular plants, 
lichens and bryophytes of Fundy National Park, 
including notes on the park herbarium. 
MICROLOG 97-00971 (2 fiche) 
Pluies acides 
Voir aussi Acidification des cours d’eau, lacs, etc. 
Aspect de l’environnement 
See also Acid rain — Environmental aspects 
Ontario 
See also Acid rain — Ontario 
PME Voir Petites et moyennes entreprises 
Poisonous wastes See Hazardous wastes 
Poisons, Industrial See Industrial toxicology 
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Special Forces Pension Plan : Annual report 1995. 
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See also Police 
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Political science 
See also Comparative government; 
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Les Langues officielles dans les institutions 
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Données en sciences et technologie, 1995. 
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Control 
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Emission reductions from federal operations : 
government plan submitted to the Voluntary 
Challenge and Registry (VCR). MICROLOG 
97-00710 (1 fiche) 
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devices 
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gouvernement fédéral présenté au Programme 
des mesures volontaires et du registre (MVR). 
MICROLOG 97-00710 (1 fiche) 
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Chlorinated compounds in wildlife from the Fraser 
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Manitoba. Office des prêts et de garantie de prêts 
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Measurement 


See Radiation dosimetry 
Physiological effect 
Voir aussi Rayonnement — Effets physiologiques 
ical effects of low doses of radiation at low 
dose rate. MICROLOG 97-00647 (2 fiche) 

Effects of ionizing radiation on the boreal forest. 
MICROLOG 97-00690 (1 fiche) 

Guidelines on the use of stable iodine as a 
prophylactic measure du nuclear 
emergencies. MICROLOG 97-00617 (1 fiche) 

Influence of TLD on the estimate of fetal 
dose. MICROLOG 97-00688 (1 fiche) 

Safety measures 

Voir aussi Rayonnement — Mesures de sécurité 

Guidelines on the medical management of tritiated 
water overexposures. MICROLOG 97-00679 
(1 fiche) 

Guidelines on the use of stable lodine as a 
prophylactic measure during nuclear 
emergencies. MICROLOG 97-00617 (1 fiche) 

A Survey of research programs in radiation 
protection in Canada : a report. MICROLOG 
97-00626 (1 fiche) 


Radiation dosimetry 

Voir aussi Rayonnement — Dosimétrie 

Analysis of quality control tests done by the 
Canadian power utilities on their external 
dosimetry systems, June 1988 to May 1993. 
MICROLOG 97-00632 (1 fiche) 

improved cytometry method. MICROLOG 
97-00628 (1 fiche) 

improved cytometry, phase II. MICROLOG 
97-00627 (1 fiche) 

Influence of TLD position on the estimate of fetal 
dose. MICROLOG 97-00688 (1 fiche) 

Report on external occupational dosimetry in 
Canada. MICROLOG 97-00625 (1 fiche) 


Radioactive pollution 
See also Uranium mines and mining — 
Environmental aspects 


Radioactive substances 
See also Nuclear fuels; Radioisotopes; Radon; 
Spent reactor fuels; Tritium; Uranium 


Radioactive waste disposal 
Environmental aspects 


Voir aussi Déchets radioactifs, Elimination de — 
Aspect de l'environnement 


Factors affecting the differences in reactivity and 
dissolution rates between UO2 and spent nuclear 
fuel. MICROLOG 97-00983 (1 fiche) 

The Geochemical immobilization of uranium in a 
spent fuel repository in the Canadian Shield : 
evidence from natural analogue investigations. 
MICROLOG 97-00701 (1 fiche) 

Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
trans through a generic HLW repository. 
MICROLOG 97-00700 (1 fiche) 

Radioactive effiuents from CANDU 6 reactors 
ane ra operation. MICROLOG 97-00828 

1 fiche 

A Revised compilation of sorption coefficients for 
use in geosphere models in performance 
assessments of used fuel disposal in granitic 
environments. MICROLOG 97-00982 (1 fiche) 


Radioactive waste disposal in the ground 

Experimental modelling of thermal consolidation 
effects around a high level waste repository. 
MICROLOG 97-00687 (2 fiche) 

The Geochemical immobilization of uranium in a 
spent fuel repository in the Canadian Shield : 
evidence from natural analogue investigations. 
MICROLOG 97-00701 (1 fiche) 

Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
transport through a generic HLW repository. 
MICROLOG 97-00700 (1 fiche) 

Introduction of microbial nutrients in a nuclear fuel 
waste disposal vault as a result of excavation and 
operation activities. MICROLOG 97-00984 
(1 fiche) 


Radioactive waste disposal in the 

ground (cort‘d) 

Perspectives of the scale of the Canadian nuclear 
fuel waste disposal concept. MICROLOG 
97-00729 (1 fiche) 

A Revised compilation of sorption coefficients for 
use in geosphere models in performance 
assessments of used fuel disposal in granitic 
environments. MICROLOG 97-00982 (1 fiche) 

Source term for the bounding assessment of 
Canadian nuclear fuel waste disposal concept. 
MICROLOG 97-00699 (1 fiche) 


Radioactive wastes 
See also Spent reactor fuels 


Containers 
Source term for the bounding assessment of 
Canadian nuclear fuel waste disposal concept. 
MICROLOG 97-00699 (1 fiche) 


Radioactivity See Radiation 


Radioisotopes 

Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
transport through a generic HLW repository. 
MICROLOG 97-00700 (1 fiche) 

Radioactive effluents from CANDU 6 reactors 
during normal operation. MICROLOG 97-00828 
(1 fiche) 

Reference used fuel for the Canadian nuclear fuel 
waste disposal concept. MICROLOG 97-00728 
(1 fiche) 

A Revised compilation of sorption coefficients for 
use in models in performance 
assessments of used fuel disposal in granitic 
environments. MICROLOG 97-00982 (1 fiche) 


Radionuclides See Radioisotopes 
Radon 


Examination of VENTPROG and VENTRAD 
simulations. MICROLOG 97-00684 (1 fiche) 


Radon 
See also Radon 


Railroads 
Passenger service 
1993 GO Rail passenger survey : survey 
processing and survey results. MICROLOG 
97-00834 (3 fiche) 
Range management 
British Columbia 
Five year forest and range resource program, 
1996-2001. MICROLOG 97-00931 (1 fiche) 


Rangelands 
See also Cattle 
Rare earths See Earths, Rare 


Rayonnement 
Dosimétrie 
See also Radiation dosimetry 


Les Effets de la position du DTL sur l'estimation de 
la dose foetale. MICROLOG 97-00648 (1 fiche) 


Effets physiologiques 

See also Radiation — Physiological effect 

Les Effets de la position du DTL sur l'estimation de 
la dose foetale. MICROLOG 97-00648 (1 fiche) 

Mesures de sécurité 

See also Radiation - Safety measures 

Enquéte sur les programmes de recherche en 
radioprotection au Canada : rapport 
MICROLOG 97-00626 (1 fiche) 


Réacteurs nucléaires 
Voir aussi Centrales nucléaires 


Reactor fuel reprocessing 
See also Spent reactor fuels 


Reading (Adult education) 
A Strategy for adult literacy/education in Prince 
Edward Island. MICROLOG 97-00832 (1 fiche) 


Real estate business 
Report on Argosy Financial Group of Canada. 
MICROLOG 97-00847 (1 fiche) 
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Real estate development Régénération (Syiviculture) Rentes 
Environmental aspects See also Forest reproduction See also Annuities 
British Columbia archaeological impact Régimes d’épargne-retraite annuel des rentes sur l'état, 1994-95. 
nn: Ce es — 3d rev. ed. MICROLOG Voir aussi Pensions MICROLOG 97-00694 (1 fiche) 
Guideline for use al contaminated sites in Ontario. Regional development See Rural development Repr Teniaaen eaten ns dr > CHE à 
MICROLOG 97-00602 (2 fiche 
( ) nee Brunwenon Représentation (Politique) Voir Gouvernement 
Real estate investment Saint John Fundy Region Development représentatif 


The Challenge of encouraging investment in new 
rental housing in Ontario : discussion paper. 
MICROLOG 97-00980 (2 fiche) 


Real estate management 
Manitoba. Land Management Services Agency : 
Annual report 1995-96. MICROLOG 97-00620 
(1 fiche) 


Real property 
See also Farm management; Leases; Rent 
Laws and regulations 

Condominium Property Amendment Act, 1996, 
proposed regulations : a discussion paper. 
MICROLOG 97-01010 (1 fiche) 

Guide to the Federal Real Property Act and Federal 
Real Property Regulations. MICROLOG 
97-00738 (2 fiche) 

Valuation 

1997 assessment valuation system. MICROLOG 

97-00577 (1 fiche) 


Réalité virtuelle 
See also Virtual reality 
La Réalité virtuelle dans le logement et 
l'urbanisme. MICROLOG 97-01059 (2 fiche) 


Recherche 
Voir aussi Médecine — Recherche 
Aide de l’État 
Voir Aide de l'État à la recherche 
Subventions 
Voir Aide de l'État à la recherche 


Recherche industrielle 
Voir aussi Aide de l'Etat à la recherche 


Reclamation of land 
Natural land reclamation for mineral exploration 
properties and placer rnines in Yukon. 
MICROLOG 97-01101 (3 fiche) 
Whitehorse Copper Mine reclamation review. 
MICROLOG 97-01111 (1 fiche) 


Reconversion professionnelle 
See also Occupational retraining 


Recreation 
See also Outdoor recreation; Physical fitness 


Yukon Territory 
Sport and recreation, towards 2000 : draft 
summary of findings and strategies for action. 
MICROLOG 97-00655 (1 fiche) 


Recreation areas 
See also Parks 


Toronto (Ont.) 
Voir aussi Loisirs, Zones de -- Toronto (Ont.) 


Ontario Place Corporation : Annual report 1981-82. 
MICROLOG 97-00637 (1 fiche) 

Ontario Place ration : Annual report 1982-83. 
MICROLOG 97-00667 (1 fiche) 

Ontario Piace ion : Annual report 1983-84. 
MICROLOG 97-00666 (1 fiche) 

Ontario Place Corporation : Annual report 1987-88. 
MICROLOG 97-00614 (1 fiche) 

Ontario Place Corporation : Annual report 1991-92. 
MICROLOG 97-00641 (1 fiche) 


Recreation centres 
See also Recreation areas 
Recurrent education See Continuing education 


Reforestation 
See also Forest reproduction, Revegetation 


Refuse and refuse disposal 
See also Compost; Hazardous wastes; Offshore oil 
industry — Waste disposal; Radioactive waste 
disposal; Sewage disposal 
Regeneration (Forestry) See Forest 
reproduction 


Commission : Annual report 1995-96. 
MICROLOG 97-00582 (1 fiche) 


Regional economics 
The Commodity-price cycle and regional 


economic performance in Canada. MICROLOG 
97-00782 (1 fiche) 
Régions forestières Voir Forêts et syiviculture 
Règlement de conflits 
See also Dispute resolution (Law) 
L’Avenir éclairé par le : réflexion 
pragmatique sur l'option régionale pour le 


règlement des conflits. MICROLOG 97-00972 
(1 fiche) 
Réglementation 
Voir aussi Codes et normes de construction; 
Consommateurs — Protection; Législation 
Réglementation des loyers Voir Loyers -- 
lementation 


Regulatory agencies See Independent 
regulatory commissions 


Rehabilitation 
See also Alcoholism - Treatment; Drug abuse — 
Treatment 


Rehabilitation medicine 
See also Alcoholism; Drug abuse 
Vancouver Region, acute care and rehabilitation 

services study : final report. MICROLOG 
97-00920 (2 fiche) 

Relations économiques internationales 
Voir aussi Commerce international 
Changements de partenaires et partenaires 

changeants : tendances des relations 
économiques régionales du Canada. 
MICROLOG 97-00786 (1 fiche) 

Relations entre autochtones et 
allochtones Voir Autochtones — Relations avec 
l'Etat 

Relations entre générations 
See also Intergenerational relations 

Relations industrielles 
See also Industrial relations 

Relations, Intergenerational See 
Intergenerational relations 

Relations internationales 
Voir aussi Congrés et conférences; Sécurité 

internationale 


Remote learning See Distance education 
Remote sensing 

See also Electronic surveillance 
Renewable resources See Natural resources 


Renseignements, Distribution des 
Voir aussi Droit d'auteur; Liberté d'information 


Rent 
See also Agriculture — Economic aspects; 
Landlord and tenant; Rental housing 


Alberta apartment vacancy and rental cost survey, 
1996. MICROLOG 97-01021 (2 fiche) 


Rent control 
Voir aussi Loyers — Réglementation 
Report on tenant protection package. MICROLOG 
97-00601 (5 fiche) 


Rental housing 
See also Landiord and tenant 
Alberta 


Alberta apartment vacancy and rental cost survey, 
1996. MICROLOG 97-01021 (2 fiche) 
Ontario 
The Challenge of encouraging investment in new 
rental housing in Ontario : discussion paper. 
MICROLOG 97-00980 (2 fiche) 


Representative government and 
representation 
See also Elections 


Speakers of the House of Commons. MICROLOG 
97-01165 (2 fiche) 


Research 
See also Forests and forestry - Research; Geology 
— Research; Industrial research; Medicine — 
Research; Nuclear reactors — Research 
Government aid 


Voir aussi Aide de l'État à la recherche 


Activities funded by the federal government 
through the Family Violence Initiative, April 1, 
1991 to November 30, 1995. MICROLOG 
97-01086 (9 fiche) 

Alberta Science & Research Authority : Annual 
report 1995-96. MICROLOG 97-01054 (1 fiche) 

Science and technology data, 1995. MICROLOG 
97-00859 (1 fiche) 


Research grants 
See also Research -- Government aid 


Research institutes 
Addictions Foundation of Manitoba : Annual report 
1995-96. MICROLOG 97-00807 (1 fiche) 
Centre for Engineering Research Inc. : Annual 
report 1995. MICROLOG 97-00831 (1 fiche) 


Réserves naturelles 
See also Natural areas 


Reservoirs 
Recreational use 
See also Recreation areas 


Résolution de conflits Voir Règlement de 
conflits 


Resource management 
See also Natural resources; Range management; 
Reclamation of land 


Alberta 

Canadian Heritage Rivers System background 
study : Clearwater/Christina rivers, Alberta. 
MICROLOG 97-01042 (3 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 3 : final report : river integrity 
and management feasibility assessment. 
MICROLOG 97-01016 (2 fiche) 

Cold Lake, subregional integrated resource plan. 
MICROLOG 97-01048 (1 fiche) 

Fort McMurray-Athabasca Oil Sands, subregional 
integrated resource plan. MICROLOG 97-01041 
(1 fiche) 

Atlantic Provinces 


See also Resource management -- Prince Edward 
Island 


British Columbia 

British Columbia’s heritage rivers : candidates for a 
provincial system. MICROLOG 97-00941 
(1 fiche) 

Kispiox land and resource management plan. 
MICROLOG 97-00946 (1 fiche) 

Progress report on initiatives for the conservation 
of biodiversity in British Columbia. MICROLOG 
97-00939 (1 fiche) 

Prince Edward Island 


Cultivating island solutions : interim report. 
MICROLOG 97-00833 (1 fiche) 
Saskatchewan 
Manitou Sand Hills integrated resource 
management plan. MICROLOG 97-00596 
(2 fiche) 


Ressources en eau 
Voir aussi Cours d'eau; Eau, Qualité de |’ 


Ressources énergétiques 
See also Energy resources 


An Abstract of each title can be found 
in the Titles and Abstracts section 
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Ressources énergétiques (cont’d) 
Recherche 
See also Energy resources -— Research 


Ressources humaines 
See also Human resources 


Ressources marines 
Voir aussi Pêches 
Ressources minières dans les terres 
submergées 
Voir aussi Pétrole offshore 
Ressources naturelles 
Voir aussi Conservation des ressources naturelles; 
Forêts et sylviculture 
Conservation 
Voir Conservation des ressources naturelles 
Gestion 
See also Natural resources - Management 


Restaurants, lunch rooms, etc. 
See also Food service 


Retail trade 
See also Small business 


Retirement savings See Pensions 


Retraite 
Voir aussi Pensions 


Revegetation 
Natural land reclamation for mineral exploration 
properties and placer mines in Yukon. 
MICROLOG 97-01101 (3 fiche) 


Revenu 
Voir aussi Impôt sur le revenu; Pauvreté; Sécurité 
du revenu 


Revenu garanti Voir Sécurité du revenu 


Revenus des particuliers 
Impôts 
Voir Impôt sur le revenu 
Right to know See Freedom of information 
Rights, Human See Human rights 


Riparian forests 
Lake classification and lakeshore management 
guidebook, Kamloops Forest Region. 
MICROLOG 97-00936 (1 fiche) 


Risk assessment 

See also Nuclear power plants -- Risk assessment 

Canada-Alberta Flood Damage Reduction 
Program, Black Diamond-Turner Valley flood risk 
mapping study : final report. MICROLOG 
97-01046 (1 fiche) 

Hinton flood risk mapping study. MICROLOG 
97-01043 (2 fiche) 

Reliability of containment and safety-related 
structures. MICROLOG 97-00629 (1 fiche) 


Risk evaluation See Risk assessment 
River basins See Watersheds 
River engineering 
See also Dams 
River flood plains See Floodplains 


River sediments 
Voir aussi Sédiments fluviaux 


Yukon Territory 
Sedimentology of placer gravels near Mt. Nansen, 
central Yukon Territory. MICROLOG 97-01113 
(2 fiche) 
Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
MICROLOG 97-01115 (2 fiche) 


Rivers 
See also River sediments; Sediment transport 


Canadian Heritage Rivers Board : Annual report 
1995-96. MICROLOG 97-00723 (1 fiche) 
Regulation 
See also Floods 
Alberta 


Bow River synoptic surveys, 1994-95 : preliminary 
evaluation of results. MICROLOG 97-01045 
(2 fiche) 


Rivers (cont‘d) 

Canada-Alberta Flood Reduction 
Program, Black Diamond-Turner Valley flood risk 
mapping study : final report. MICROLOG 
97-01046 (1 fiche) 

Canadian Heritage Rivers System background 
study : Clearwater /Christina rivers, Alberta. 
MICROLOG 97-01042 (3 fiche) 

Canadian Heritage Rivers em : nomination 
document for the Clearwater River system, 
Alberta. MICROLOG 97-01047 (1 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta : executive summary. MICROLOG 
97-01044 (1 fiche) 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 1 : development of a thematic 
framework. MICROLOG 97-01015 (1 fiche) 

Canadian Heritage Rivers Systems study of rivers 


in Alberta, phase 2 : a preliminary application of 
the evaluation framework. MICROLOG 97-01017 


(3 fiche) 
Canadian Rivers Systems study of rivers 
in Alberta, phase 3 : final report : river integrity 


and management feasibility assessment. 
MICROLOG 97-01016 (2 fiche) 
Hinton flood risk mapping study. MICROLOG 
97-01043 (2 fiche) 
British Columbia 
British Columbia's heritage rivers : candidates for a 
provincial system. MICROLOG 97-00941 
(1 fiche) 
Quebec (Province) 
Voir aussi Cours d'eau -- Québec (Province) 


Yukon Territory 
Canadian Heritage Rivers System : nomination 
document for the Bonnet Piume River, Yukon 
Territory. MICROLOG 97-00656 (1 fiche) 
Riviéres Voir Cours d’eau 


Roads and highways 
See also Traffic accidents 


Environmental aspects 
Environmental protection plan for the New 
Brunswick Department of Transportation. 
MICROLOG 97-01084 (2 fiche) 
Noise control 
Modelling of road noise and optimal barrier 
design. MICROLOG 97-01202 (2 fiche) 
Public opinion 
Highway #407 east survey results. MICROLOG 
97-00891 (1 fiche) 
Manitoba 
Manitoba. Manitoba Highways & Transportation : 
Annual report 1995-96. MICROLOG 97-00798 
(1 fiche) 
New Brunswick 
Environmental protection pian for the New 
Brunswick Department of Transportation. 
MICROLOG 97-01084 (2 fiche) 
Ontario 
Highway #407 east survey results. MICROLOG 
97-00891 (1 fiche) 
Short term directions : annual report on results, 
1993-94. MICROLOG 97-00897 (1 fiche) 
Short term directions : annual report on results, 
1994-95. MICROLOG 97-00895 (1 fiche) 
Yukon Territory 
Yukon Territory. Motor Transport Board : Annual 
report 1994-95. MICROLOG 97-00651 (1 fiche) 


Rock mechanics 
See also Soil mechanics 


Rocks 
See also Granite; Rocks, Crystalline 


Rocks, Crystalline 
A Revised conceptual hydrogeologic model of a 
crystalline rock environment, Whiteshel! research 
area, southeastern Manitoba, Canada. 
MICROLOG 97-01162 (1 fiche) 


Rocks, Igneous 
See also Granite 


Routes 
See also Roads and highways 


Routes (cont’d) 
Aspect de l’environnement 
See also Roads and highways — Environmental 
aspects 
Nouveau-Brunswick 

See also Roads and highways — New Brunswick 
Ruminants 

See also Cattle; Muskox 
Rural crimes See Crime and criminals 


Rural development 
Manitoba 
Manitoba Decentralization : Annual report 1995-96. 
MICROLOG 97-00813 (1 fiche) 
Western Provinces 
See also Rural development -- Manitoba 


Rural land use See Land use, Rural 


S 


Safety, Public 

See also Nuclear power plants — Safety measures; 
Radiation — Safety measures; Work environment 

Alberta. Safety Codes Council : Annual report 
1994. MICROLOG 97-01029 (1 fiche) 

Alberta. Safety Codes Council : Annual report 
1995. MICROLOG 97-01028 (1 fiche) 

Justice Institute of British Columbia : Annual report 
1995-96. MICROLOG 97-00916 (1 fiche) 


Saint Lawrence River 
Voir aussi Saint-Laurent (Fleuve) 


Saint-Laurent (Fleuve 
Bilan régional, secteur d'étude Montréal-Longueuil 
: zone d’intervention prioritaire 9. MICROLOG 
97-00645 (1 fiche) 
Salaires 
Voir aussi Fonction publique — Traitements, 
indemnités, etc. 
Fonction publique 
Voir Fonction publique - Traitements, indemnités, 
etc. 


Sales tax 
See also Value-added tax 


Harmonized sales tax : technical paper. 
MICROLOG 97-01152 (2 fiche) 


Salmon 
See also Pacific salmon 
Habitat 
See also Pacific saimon — Habitat 


Salmonidae 
See also Trout 
The Simultaneous determination of the residual 
components of Romet-30 and Tribrissen in 
salmonid products by HPLC. MICROLOG 
97-01177 (1 fiche) 


Salmonidés 
See also Salmonidae 


Salted fish 
Voir aussi Poisson salé 
Report of the Federal-Provincial Consultation 
Group on the Future of the Canadian Saitfish 
Corporation. MICROLOG 97-00830 (2 fiche) 
Sampling 
Productive capacity of littoral habitats in the Great 
Lakes : field sampling procedures, 1988-95. 
MICROLOG 97-01168 (1 fiche) 


Sand 
Initiation of sand production in the cold production 
process. MICROLOG 97-00838 (1 fiche) 


Sanitary landfills 
See also Groundwater — Pollution; Hazardous 
waste sites 
Santé et sécurité du travail Voir Hygiéne 
industrielle 


Santé mentale, Services de 
See also Mental health services 


Santé, Politique de la Voir Politique sanitaire 


Santé publique 
Voir aussi Hygiéne industrielle 
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Santé publique (cont'd) 
Planification 
See also Health planning 
Manitoba 
See also Public health — Manitoba 


Santé, Services communautaires de 
See also Community health services 


Santé, Services de 
Voir aussi Médecine 
Sapin 
See also Fir 


Satellites artificiels 
See also Artificial satellites 


Scheduling (Management) 
See also Network analysis (Planning); 
Transportation, Automotive — Dispatching 


School administration See School management 
and organization 


School attendance 
Mobility, absenteeism and related factors : Toronto 
Board elementary students, 1992-5. MICROLOG 
97-01137 (1 fiche) 


School employees 
See also Teachers 


School management and organization 
See also School attendance 


Policy for the protection of pupils in the public 
school system from misconduct by adults : pupil 
protection policy. MICROLOG 97-00820 (1 fiche) 


School meals 
British Columbia 


Investing in all our children : a handbook of social 
equity programs. MICROLOG 97-00909 (1 fiche) 


School organization See School management 
and organization 


School surveys See Educational surveys 
School taxes See Education -- Finance 


Schools 
See also Education; French schools; Universities 
and colleges 
New Brunswick 
Voir aussi Écoles - Nouveau-Brunswick 


Policy for the protection of pupils in the public 
school system from misconduct by adults : pupil 
protection policy. MICROLOG 97-00820 (1 fiche) 


Science 

See also Air pollution -- Physiological effect; 
Animal behaviour; Aquatic plants; Bacteriology; 
Biological diversity; Child mental health; 
Cytology; Ecology; Electronic surveillance; 
Environmental mapping; Fish; Forests and 
forestry - Mensuration; Geological mapping; 
Geology; Housing and health; Hydrology; 
Industrial hygiene; Information storage and 
retrieval systems; Limnology; Medicine; 
Mineralogy; Muskox; Network analysis 
(Planning); Oceanography; Public health; 
Research; Technological innovations; Water 
birds 


Study and teaching 
Science North (Ont.) : Annual report 1994-95. 
MICROLOG 97-00873 (1 fiche) 


Science and state 
See also Technology and state 


Science and technology data, 1995. MICROLOG 
97-00859 (1 fiche) 
Alberta 
Alberta Science & Research Authority : Annual 
report 1995-96. MICROLOG 97-01054 (1 fiche) 


Science museums 
Science North (Ont.) : Annual report 1994-95. 
MICROLOG 97-00873 (1 fiche) 


Science policy See Science and state 


Science politique 
Voir aussi Administration publique; Fonction 
publique; Impôt; Législation 


Sciences 
Étude et enseignement 
See also Science — Study and teaching 
Sciences et État Voir Politique scientifique et 
technique 
Sciences naturelles 
Voir aussi Géologie 
Sciences sociales 
Recherche 
See also Social sciences — Research 
Activités financées par le gouvernement fédéral 
par le biais de l'initiative de lutte contre la 
Violence familiale, du 1er avril 1991 au 30 
novembre 1995. MICROLOG 97-01086 (9 fiche) 
Scientific instruments 
See also Hypodermic needies 
Scientists 
See also Research 


Sea birds 
See also Terns 


Sea ice 
Forecasting of ice conditions off the Canadian east 
coast in 1996 : a demonstration of the Ice-Ocean 
Forecast System. MICROLOG 97-01081 (1 fiche) 
A User's guide to the Ice-Ocean Forecast System 
(IOFS). MICROLOG 97-01080 (1 fiche) 


Seafood indus 
The 1995 British Columbia seafood industry : year 
in review. MICROLOG 97-00952 (1 fiche) 
Seaports See Harbours 
Secondary education 
The Nature of teaching and learning by high 


school students in the workplace. MICROLOG 
97-01136 (3 fiche) 


Sécurité d'emploi 
See also Job security 
Evolution de la durée et de la stabilité de l'emploi 
au Canada MICROLOG 97-01083 (1 fiche) 


Sécurité du revenu 
Améliorer le Régime de pensions du Canada : 
rapport. MICROLOG 97-00713 (1 fiche) 
Sécurité du travail 
Manitoba 
See also Industrial safety -- Manitoba 


Sécurité internationale 
L'Avenir éclairé par le passé : réflexion 
pragmatique sur l'option régionale pour le 
règlement des conflits. MICROLOG 97-00972 
(1 fiche) 
Sécurité sociale 
Voir aussi Pensions; Sécurité du revenu 


Securities industry 
Speculative behaviour, regime-switching and stock 
market crashes. MICROLOG 97-00783 (1 fiche) 


Laws and regulation 
See also Corporations 


Security, International 
See also Arms control 


Sediment control 
The Use of diffuser systems for dispersion of 
placer mining effluent. MICROLOG 97-01097 
(1 fiche) 


Sediment transport 
Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
MICROLOG 97-01115 (2 fiche) 
Sedimentation basins See Settling basins 


Sédiments (Géologie) 
Voir aussi Sediments lacustres 


Sediments (Geo 
See also a sr sediments; Sand 


Sédiments fluviaux 
See also River sediments 


Sédiments fluviaux (cont'd) 

Document d'orientation sur la mesure de la 
précision des essais de toxicité sur sédiment de 
contrôle dopé avec un produit toxique de 
référence. MICROLOG 97-01163 (1 M M 

Document d'orientation sur le 
préparation de sédiments en vue de bap 
caractérisation physiochimique et d'essais 
biologiques. MICROLOG 97-01155 (2 fiche) 

Québec (Province) 

Synthèse des connaissances sur les aspects 
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international 
95/02 Changements de partenaires et partenaires 

changeants : tendances des relations 


économiques régionales du Canada 
MICROLOG 97-00786 (1 fiche) 


Economic papers. Canada. Dept. of Foreign 
Affairs & International Trade 
96/03 New growth theory and development 
assistance. MICROLOG 97-00788 (1 fiche) 


Ecosystem monitoring and data reports. 
Parks Canada. Atlantic is me 
no. 2 A Checkiist, with codes, of the vascular 
plants, lichens and bryophytes of Fundy National 
Park, including notes on the park herbarium. 
MICROLOG 97-00971 (2 fiche) 


Ethnocultural data base materials, series 1 
: immigration statistics. Ontario. 
Ethnocultural Data Office 
vol. XII Immigrant landings to Ontario, January 1 

to December 31, 1992 : summary and tables. 
Toronto : The Group, 1996. 32, 33 p. : il. 
MICROLOG 97-00874 (1 fiche) 


File report. Northwest Territories. Dept. of 
Renewable Resources 
no. 117 Distribution and abundance of muskoxen 
on Adelaide Peninsula, NWT, 1986 and 1992. 
MICROLOG 97-01164 (1 fiche) 


Fisheries technical circular. British 
Columbia. Fisheries Branch 
no. 98 Bull trout spawning and rearing habitat 
requirements : summary of the literature. 
MICROLOG 97-00925 (1 fiche) 


Forest research information paper. Ontario 
Forest Research Institute 
no. 134 Natural regeneration of Ontario’s major 
commercial coniferous species : a bibliography. 
MICROLOG 97-00604 (2 fiche) 


Forest research report. Ontario Forest 
Research Institute 
no. 141 Quality assurance in hardwood tree- 
marking : a case study. MICROLOG 97-00603 
(1 fiche) 


FRDA report. Canada-British Columbia 
Partnership Agreement on Forest 
Resource Development: FRDA II 
230 Aspen managers’ handbook for British 

Columbia. MICROLOG 97-01077 (2 fiche) 


GMA reports. Canada. Atomic Energy 
Control Board. Group of Medical Advisers 
GMA-7 Guidelines on the medical management of 
tritiated water overexposures. 
MICROLOG 97-00679 (1 fiche) 

GMA-9 Guidelines on the use of stable iodine as a 
prophylactic measure during nuclear 
emergencies. MICROLOG 97-00617 (1 fiche) 


information circular. British Columbia. 
Geological Survey Branch 
1996-6 Aggregate Forum, developing an inventory 
that works for you : of proceedings. 
MICROLOG 97-00917 (1 fiche) 
Information report. Pacific Forestry Centre 
BC-X-362 Canada's forest inventory 1991, the 
1994 version : an addendum to Canada’s forest 
inventory 1991 / By Joseph J. Lowe, Stephen L. 
Gray and Katja Power. Victoria : Natural 
Resources Canada, Canadian Forest Service, 
Pacific Forestry Centre, 1996. vii, 23 p. : Bibi. 
MICROLOG 97-01068 (1 fiche) 
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MICROLOG 


Titres de collections 


février 1997 


eS SS Ze 


Information update. Manitoba. Farm 

Management 

Guidelines for estimating backgrounding costs for 
weight range of 500-900 Ibs. based on 500 
head,, 1996. Winnipeg : Manitoba Agriculture, 
Farm Business Management, 1996. 11 p. 
MICROLOG 97-00719 (1 fiche) 

Guidelines for estimating cow-calf production costs 
based on a 150 cow herd,, 1996. Winnipeg : 
Manitoba Agriculture, Farm Business 
Management, 1996. 15 p. MICROLOG 97-00724 
(1 fiche) 

Guidelines for estimating feediot finishing costs for 
weight range of 650-1250 Ibs. based on 500 
head,, 1996. Winnipeg : Manitoba Agriculture, 
Farm Business Management, 1996. 11 p. 
MICROLOG 97-00721 (1 fiche) 


Guidelines for estimating shortkeep feeders for 
weight range of 900-1350 Ibs. based on 500 
head,, 1996. Winnipeg : Manitoba Agriculture, 
Farm Business Management, 1996. 10 p. 
MICROLOG 97-00711 (1 fiche) 


Monographies du tourisme. Ontario. 
Ministère de la culture, du tourisme et des 
loisirs 
no 2 Les Marchés intérieurs du tourisme ontarien, 

1992. MICROLOG 97-00985 (2 fiche) 


NEST information report. Ontario. 
Northeast Science & ls) 
IR-017 Ontario’s Growth and Yield 
annual report / By Wayne Lewis...et al. Sacra 
ON : Ministry of Natural Resources, Northeast 
Science & Technology, 1994. 21 p. 
MICROLOG 97-00837 (1 fiche) 


NHRI contribution. National Hydrology 
Research Institute (Canada) 
no. 94009 Evaluation of the origin and fate of 
nitrate in the Abbotsford Aquifer the using 
isotopes of 15N and 180 in NO3- : a final report. 
MICROLOG 97-00804 (1 fiche) 


NODA/NFP technical report. Great Lakes 
Forestry Centre 
TR-26 Regeneration and surface condition trends 
following forest harvesting on peatlands. 
MICROLOG 97-00870 (1 fiche) 


ODP report. Ontario. Occupational Disease 
Panel 
17 Report to the Workers’ Compensation Board on 
Dupuytren’s contracture and hand injury. 
MICROLOG 97-00792 (2 fiche) 


OISE project. Ontario Institute for Studies 
in Education 
Music bibliography. MICROLOG 97-01133 (1 fiche) 


3008 Mental health and depression among 
adolescents in Latvia. MICROLOG 97-01127 
(1 fiche) 

3011 The Differential diagnostic technique : 
scoring the technique. MICROLOG 97-01119 
(1 fiche) 


3012 The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the differential 
diagnostic technique. MICROLOG 97-01117 
(1 fiche) 

3016 Short-term dynamic psychotherapy : 
summary report. MICROLOG 97-01129 (1 fiche) 

3034 Making the politics of education even more 
interesting. MICROLOG 97-01116 (1 fiche) 

3039 School success and school problems, 
parental attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
MICROLOG 97-01123 (1 fiche) 


3044 Friendship selection and quality in children 
with and without learning disabilities : final 
report. MICROLOG 97-01120 (1 fiche) 

3060 Working bibliography : education and 
cultural studies. MICROLOG 97-01121 (1 fiche) 

53-3030 Patterns of participation in Ontario adult 
education : small scale research final report, 
1992-93. MICROLOG 97-01130 (1 fiche) 


53-3033 North American Alliance for Popular and 
Adult Education : historical background. 
MICROLOG 97-01131 (1 fiche) 

53-3034 The Myth of the self-managing team. 
MICROLOG 97-01125 (1 fiche) 

53-3052 Holistic learning /living is lifelong. 
MICROLOG 97-01128 (1 fiche) 

53-3053 International adult education In transition, 
context for the 1990s : final 
MICROLOG 97-01 132 (1 fiche) 

53-3054 Alternatives to hierarchy in feminist 

ization n : a case study. 
MICROLOG 97-01124 (1 fiche) 

57-3023 Curriculum materials used In the Ontario 
French language schools. MICROLOG 97-01122 
(1 fiche) 

60-3071 Attentional lateralization and cognitive 
development. MICROLOG 97-01126 (1 fiche) 


81-5050 The Bruce-Grey County Roman Catholic 
Separate Schoo! Board : needs analysis, impact 
of French education : final , working 
document. MICROLOG 97-01134 (1 re 


Ontario Geological Survey ag aggregate 
resources inventory paper. Ontario. 
Ministry of Northern Development & 

Mines 

156 Aggregate resources Inventory of the Bruce 
ee Je Blind River area. MICROLOG 97-00892 
1 


Open file. Northern Affairs Program 

*{Caneda), Ya Yukon Region 

987-2 of Mount Nansen (115-1/3) and 

Stoddart epee, (115-1/6) map areas, Dawson 
Range, central Yukon. MICROLOG 97-01180 
(3 fiche) 

1989-3 Yukon gold-silver file. 

MICROLOG 97-01096 (3 fiche) 

1994-2(T) Proposed Tombstone area park : a 
preliminary review of mineral potential. 
MICROLOG 97-01114 (2 fiche) 

1995-2(T) Testing the viability of floater dredging 
in frozen ground. MICROLOG 97-01098 (1 fiche) 


1995-3(T) Mineralogical analysis of ore specimens 
from the rare earth deposit of Dodgex Ltd., part 1 
and part 2. MICROLOG 97-01095 (1 fiche) 

1995-4(T) Beneficiation of barite ore. 

MICROLOG 97-01103 (1 fiche) 

1995-14(G) Granitic pegmatites in the Canadian 
Cordillera, Yukon and Northwest Territories. 
MICROLOG 97-01094 (1 fiche) 

1995-15(@) Whitehorse Mine reclamation 
review. MICROLOG 97-01111 (1 fiche) 

1996-1(T) Williams Creek project : thermal leach 
project, test heap leach at Carmacks, Yukon 
Territory, Canada. MICROLOG 97-01104 (1 fiche) 

1996-2(G) Exploration criteria for gemstone 

its and their application to Yukon geology. 
MICROLOG 97-01093 (2 fiche) 

1996-2(T) The Use of diffuser systems for 
dispersion of placer mining effluent. 
MICROLOG 97-01097 (1 fiche) 

1996-3(T) Investigation into the reprocessing of 
Elsa tailings. MICROLOG 97-01 102 (1 fiche) 


Policy staff paper. Canada. Dept. of Foreign 
Affairs & international Trade 
SP40A Canada in the Americas : new 
opportunities and challenges. 
MICROLOG 97-00806 (1 fiche) 
SP76A New growth theory and development 
assistance. MICROLOG 97-00788 (1 fiche) 


Projet IEPO. Institut d’études pédagogiques 
de l’Ontario 
81-5050 Le Conseil des écoles 
catholiques romaines des comtés de Bruce-Grey 
: analyse des besoins, répercussions de 
I enseignement en français : rapport final, 
te de travail. MICROLOG 97-01135 
he 


Publication. Université de Montréal. Centre 


de recherche sur les transports 
no. 96-31 A Discrete-time macroscopic dynamic 
ad nn model. MICROLOG 97-00966 
1 fiche 


no 96-32 Traitement ee la mémoire adaptative 
d'un système parallèle coopératif par des 
algorithmes génétiques. MICROLOG 97-0096 7 
(1 fiche) 

no 96-33 Une de l’arrière-pays du port de 
Trois-Rivières. MICROLOG 97-00968 (1 fiche) 


Publication. Université de Montréal. 
Département d'informatique et de 
recherche opérationnelle 
no. 1044 A Discrete-time macroscopic dynamic 

traffic assigment model. MICROLOG 97-00966 
(1 fiche) 


Rapport. Canada. Commission de contrôle 
de l’énergie atomique 
INFO-0574 Enquête sur les programmes de 
recherche en rad ection au Canada : 
rapport. MICROLOG 97-00626 (1 fiche) 


INFO-0585-2 Sommaire de la réponse du 
personnel de la CCEA à l'étude d'impact 
environnemental concernant le concept 
canadien de stockage permanent des déchets de 
combustible nucléaire. MICROLOG 97-00691 
(1 fiche) 

INFO-0609(F) Les Effets de la position du DTL sur 
l'estimation de la dose foetale. 

MICROLOG 97-00648 (1 fiche) 


INFO-0653 Évaluation par les agents de la CCEA 
de l'exploitation de la centrale nucléaire 
Gentilly-2 en, 1995. Ottawa : Commission de 
contrôle de l'énergie atomique, 1996. iii, 28 p. 
MICROLOG 97-00653 (1 fiche) 


Rapport. Canada. Service de la protection 
de l’environnement 

SPE 1/RM/29 Document d'orientation sur le 
prélévement et la préparation de sédiments en 
vue de leur caractérisation physiochimique et 
d'essais biologiques. MICROLOG 97-01155 
(2 fiche) 

SPE 7/AP/26 Réseau national de surveillance de 
la pollution atmosphérique (NSPA), sommaire 
annuel pour, 1993. Ottawa : Environnement 
Canada, Service de la protection de 
l'environnement, Direction générale pour 
l'avancement des technologies 
environnementales, 1996. xv, 91 p. : Bibl. 
Bilingue (National air pollution surveillance...) . 
ISBN 0-660-60141-9MICROLOG 97-01179 
(2 fiche) 

SPE 1/RM/30 Document d'orientation sur la 
mesure de la précision des essais de toxicité sur 
sédiment de contrôle dopé avec un produit 
toxique de référence. MICROLOG 97-01163 
(1 fiche) 


Rapport. Laboratoires de recherche minière 

(Canada) 

LRM 94-066(TR)F Répertoire de projets en 
technologie miniére,, 1994 / A Boyer...et al. 
Ottawa : Ressources naturelles Canada, Centre 
canadien de la technologie des minéraux et de 
poner Laboratoires de recherche minière, 
1995. i, 291 p. : iil. L’6d. anglaise (Index of 
mining technology. .) : 96-04457/3. 

MICROLOG 97-00658 (4 fiche) 


Rapport scientifique et technique. Centre 
Saint-Laurent 
ST-59 Portrait temporel et spatial du niveau 
d'acidité des eaux de surface du Québec 
méridional de 1985 à 1995. 
MICROLOG 97-01153 (1 fiche) 


Regional trade and economic series. 
Canada. Dept. of Foreign Affairs & 
International Trade 
94/06 Canada in the Americas : new opportunities 

and challenges. MICROLOG 97-00806 (1 fiche) 


Report. Canada. Atomic Energy Control 

Board 

INFO-0301-1 Analysis of quality control tests done 
by the Canadian power utilities on their external 
dosimetry systems, June 1988 to May 1993. 
MICROLOG 97-00632 (1 fiche) 

INFO-0363-6 Physical characteristics and solubility 
of long-lived airbome particulates in uranium 
producing and manufacturing facilities, phase Ill, 
part Il. MICROLOG 97-00631 (1 fiche) 
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February 1997 


Series Titles 


MICROLOG 


INFO-0574 A Survey of research programs in 
radiation protection in Canada : a report. 
MICROLOG 97-00626 (1 fiche) 

INFO-0581 Effects of ionizing radiation on the 
boreal forest. MICROLOG 97-00690 (1 fiche) 

INFO-0582 Assessment of field training for nuclear 
operations personnel. MICROLOG 97-00630 
(1 fiche) 

INFO-0583 Toxicity levels to humans during acute 
exposure to hyd fluoride, an update. 
MICROLOG 97-00635 (1 fiche) 

INFO-0584 Reliability of containment and safety- 
related structures. MICROLOG 97-00629 (1 fiche) 

INFO-0586(E) Guidelines on the medical 
m t of tritiated water overexposures. 
MICROLOG 97-00679 (1 fiche) 

INFO-0587(E) Guidelines on the use of stable 
lodine as a prophylactic measure during nuclear 
emergencies. MICROLOG 97-00617 (1 fiche) 

INFO-0589-1 Improved cytometry method. 
MICROLOG 97-00628 (1 fiche) 

INFO-0589-2 Improved cytometry, phase II. 
MICROLOG 97-00627 (1 fiche) 

INFO-0608 Performance indicators for power 
reactors. MICROLOG 97-00689 (3 fiche) 

INFO-0609(E) Influence of TLD position on the 
estimate of fetal dose. MICROLOG 97-00688 
(1 fiche) 

INFO-0610 Experimental modelling of thermal 
consolidation effects around a high level waste 
repository. MICROLOG 97-00687 (2 fiche) 

INFO-0611 Reliability assessment for safety critical 
systems by statistical random testing. 
MICROLOG 97-00708 (2 fiche) 

INFO-0612 Seismic analysis of mechanical 
systems at Pickering NGS. MICROLOG 97-00707 
(1 fiche) 

INFO-0613 Stratigraphy and structure of Paleozoic 
rocks beneath western Lake Ontario. 
MICROLOG 97-00706 (1 fiche) 

INFO-0614 Review of Ontario Hydro program to 
reduce fuel channel gap. MICROLOG 97-00705 
(1 fiche) 

INFO-0615 Criteria and tools for scientific software 
quality measurements. MICROLOG 97-00686 
(2 fiche) 

INFO-0616 Review of Bruce A reactor regulating 
system software. MICROLOG 97-00704 (2 fiche) 

INFO-0617 Training of troubleshooting skills in 
nuclear power plants. MICROLOG 97-00685 
(2 fiche) 

INFO-0618 Examination of VENTPROG and 
VENTRAD simulations. MICROLOG 97-00684 
(1 fiche) 

INFO-0619 Modern and historic liquefaction in 
Ferland, Quebec. MICROLOG 97-00703 (1 fiche) 

INFO-0621(E) Report on external occupational 
dosimetry in Canada. MICROLOG 97-00625 
(1 fiche) 

INFO-0633 Reference used fuel for the Canadian 
nuclear fuel waste disposal concept. 

MICROLOG 97-00728 (1 fiche) 

INFO-0634 Source term for the bounding 
assessment of Canadian nuclear fuel waste 
disposal concept. MICROLOG 97-00699 (1 fiche) 


INFO-0635 Perspectives of the scale of the 
Canadian nuclear fuel waste disposal concept. 
MICROLOG 97-00729 (1 fiche) 


INFO-0636 Impacts of disturbed rock zones and 
backfill material on groundwater flow and 
radionuclide transport through a generic HLW 
repository. MICROLOG 97-00700 (1 fiche) 

INFO-0637 Probabilistic seismic hazard 
assessment, Gentilly 2. MICROLOG 97-00696 
(2 fiche) 

INFO-0638:1-2 Regulatory Research & Support 
Program (Canada) : Annual report, 1994-95. 
Ottawa : Atomic Energy Control Board, 
Directorate of Research & Safeguards, Research 
& Support Division, 1996. 2 v. Contents: Vol. 1 : 
Report — vol. 2 : Appendices . 

MICROLOG 97-00716 (3 fiche) 


INFO-0639 Reliability-based inspection of 
prestressed concrete containment structures. 
MICROLOG 97-00697 (1 fiche) 

ind) The ete Immobilization of 
uranium in a spent repository in the 
Canadian Shield : evidence from natural 
analogue investigations. MICROLOG 97-00701 
(1 fiche) 

INFO-0642 Lessons for PHWRs learned from the 
Chernobyl accident. MICROLOG 97-00702 
(1 fiche) 

INFO-0643 Seismic stability of tailings dams and 
tailings deposits at Elliot Lake. 

MICROLOG 97-00680 (1 fiche) 


INFO-0644 Fire fighting lity assessment 
program, Pickering NGS. MICROLOG 97-00698 
(1 fiche) 

INFO-0645 Evaluation of the Radiation Monitor. 
MICROLOG 97-00681 (1 fiche) 


INFO-0646 Proof testing of CANDU concrete 
containment structures. MICROLOG 97-00682 
(1 fiche) 

INFO-0647 AECB staff annual assessment of the 
Bruce Heavy Water Plant for the year, 1995. 
Ottawa : Atomic Energy Control Board, 1996. iii, 
12 p. MICROLOG 97-00712 (1 fiche) 


INFO-0648 AECB staff annual assessment of the 
Bruce A Nuclear Generating Station for the year, 
1995. Ottawa : Atomic Energy Control Board, 
1996. ili, 29 p. MICROLOG 97-00717 (1 fiche) 


INFO-0649 AECB staff annual assessment of the 
Point Lepreau Nuclear Generating Station for the 
year, 1995. Ottawa : Atomic Energy Control 
Board, 1996. lil, 29 p. : il. MICROLOG 97-00718 
(1 fiche) 


INFO-0650 AECB staff annual assessment of the 
Pickering A and B Nuclear Generating stations 
for the year, 1995. Ottawa : Atomic Energy 
Control Board, 1996. ili, 32 p. : il. 

MICROLOG 97-00652 (1 fiche) 


INFO-0651 AECB staff annual assessment of the 
Darlington Nuclear Generating Station for the 
year, 1995. Ottawa : Atomic Energy Control 
Board, 1996. ili, 22 p. MICROLOG 97-00663 
(1 fiche) 

INFO-0652 AECB staff annual assessment of the 
Bruce B Nuclear Generating Station for the year, 
1995. Ottawa : Atomic Energy Control Board, 
1996. iii, 29 p. : il. MICROLOG 97-00646 
(1 fiche) 

INFO-0654 Biological effects of low doses of 
radiation at low dose rate. MICROLOG 97-00647 
(2 fiche) 


Report. Canada. Environmental Protection 

Service 

EPS 7/AP/26 National air pollution surveillance 
(NAPS) network annual summary for, 1993. 
Ottawa : Environment Canada, Environmental 
Protection Service, Environmental Technology 
Advancement Directorate, 1996. xxv, 91 p. : Bibl. 
Bilingual (Réseau national de surveillance...) . 
ISBN 0-660-601 41-9MICROLOG 97-01179 
(2 fiche) 


Report. Defence Research Establishment 


Ottawa 
no. 1292 Space radiation environment estimation 
for RADARSAT Il. MICROLOG 97-00787 (1 fiche) 


Report. Ontario. Air Resources Branch 
ARB-049-93 Acidic Precipitation in Ontario Study : 


annual statistics of concentration and deposition, 


cumulative precipitation monitoring network,, 
1991. Toronto : Ministry of Environment & 
Energy, 1994. 76 p. MICROLOG 97-00851 

(1 fiche) 

ARB-050-93 Acidic Precipitation in Ontario Study : 
annual statistics of concentration, cumulative 
ambient air monitoring network,, 1991. Toronto : 
Ministry of Environment & Energy, 1994. 40 p. 
MICROLOG 97-00850 (1 fiche) 

ARB-051-93 Acidic Precipitation in Ontario Study : 
annual statistics of concentration and deposition, 
daily precipitation and air monitoring network,, 
1991. Toronto : Ministry of Environment & 
Energy, 1994. 42 p. MICROLOG 97-00852 
(1 fiche) 


Research paper series. Statistics Canada. 
Anal | Studies Branch 
no. 95 Changes in job tenure and job stability in 
Canada. MICROLOG 97-01083 (1 fiche) 


Research report. Toronto Board of 
Education. Research Services 
no. 220 Mobility, absenteeism and related factors : 
Toronto Board elementary students, 1992-5. 
MICROLOG 97-01137 (1 fiche) 


Série de rapports techniques. Service 
canadien de la faune 
no 258 Assem d'oiseaux en hiver dans des 
parcs urbains de 39 villes des basses-terres du 
Saint-Laurent : richesse, habitat et comparaison 
biogéographique. MICROLOG 97-00643 (2 fiche) 


SOE technical supplement. Canada. State 
of the Environment R ng 
95-4 Technical supplement to the environmental 
indicators on Sustaining Canada’s forest : timber 
harvesting. MICROLOG 97-00881 (1 fiche) 


Technical bulletin. Canada. Agriculture & 
Agri-Food Canada. Research Branch 
1996-4E Response of soil organic matter to crop 

management. MICROLOG 97-00979 (1 fiche) 


Technical report. Bank of Canada 
no. 77 The Bank of Canada’s new quarterly 
projection model (QPM), part 4 : a semi- 
structural method to estimate potential output, 
combining economic theory with a time-series 
fitter. MICROLOG 97-00776 (2 fiche) 


Technical report. Bay of Quinte RAP 
Coordinating Committee 
#18 Aquatic macrophyte survey, Bay of Quinte, 
1994. MICROLOG 97-00868 (1 fiche) 


Technical report series. Canadian Wildlife 

Service 

no. 217 Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting terns on Lake Huron and the lower Great 
Lakes system in 1991. MICROLOG 97-00615 
(1 fiche) 

no. 251 Chlorinated compounds in wildlife from 
the Fraser River Basin. MICROLOG 97-00633 
(1 fiche) 


Technical series. Ontario. Forest 

Management Branch 

Forest management guidelines for the provision of 
marten habitat, version 1.0. 
MICROLOG 97-00599 (1 fiche) 

Forest management guidelines for the provision of 
pileated woodpecker habitat, version 1.0. 
MICROLOG 97-00600 (1 fiche) 


Tourism monographs. Ontario. Ministry of 
Culture, Tourism & Recreation 
no. 4 Ontario's international travel markets, 1994. 
MICROLOG 97-00988 (2 fiche) 


Urban focus series. Canadian Urban 
Institute 
93-1 Disentanglement in several jurisdictions, 
comparisons with Ontario : a report. 
MICROLOG 97-01065 (2 fiche) 


Workingipapec Bank of Canada 
96-12 Commodity-price cycle and regional 
economic performance in Canada. 
MICROLOG 97-00782 (1 fiche) 
96-13 Speculative behaviour, regime-switching 
and stock market crashes. MICROLOG 97-00783 
(1 fiche) 


Working paper. British Columbia. Ministry 


of Forests 
23/1996 Bats and Forests Symposium. 
MICROLOG 97-00957 (4 fiche) 
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Microfiche Collections 


Collections de microfiches 


Agriculture 
Alberta 


Atlantic Provinces 
Behavioural sciences 
British Columbia 
Canada Centre for 
Mineral & Energy 
Technol 
(CANME 
Commerce and 
Economics 
Critical Issues 
Culture, Recreation and 
Humanities 
Depository Program 
Edusation. ye 
Energy 
Environment 
External affairs 


Federal Ontario 
Fisheries ONTERIS (ON 
Fisheries & Oceans collection) 
Canada Physical sciences 
Forestry Planning, Housing and 
Health and Medical Construction 
Care Industry 
Justice and Law Provincial 
Labour Public administration 
Life sciences Public works 
Local/Municipal Quebec 
Manitoba - Science 
Saskatchewan Social affairs 
Native Social sciences 
Natural Resources, Statistics 
Earth Sciences and Telecommunications 
Mining Transportation 
pository 
collections 
Northern regions 


These collections represent the contents of the Microfiche Collections 
which are sold to subscribers on an annual basis. Individual copies of 
these tities can be ordered using the order form at the end of this section. 


Agriculture 

Alberta’s agri-food exports, 1995. 97-00969/2 

Commission ontarienne de l’assurance-récolte : 
Rapport annuel 1995-96. 97-00871 /1 

Conseil de promotion de la coopération (Man.) : 
Rapport annuel 1995-96. 97-00811 /1 

Crop Insurance Commission of Ontario : Annual 
report 1995-96. 97-00871 /1 

The Future quality system for Canadian wheat : a 
discussion paper. 97-00993 /1 

Guidelines for estimating backgrounding costs for 
weight range of 500-900 Ibs. based on 500 head, 
1996. 97-00719/1 

Guidelines for estimating cow-calf production costs 
based on a 150 cow herd, 1996. 97-00724/1 

Guidelines for estimating feediot finishing costs for 
weight range of 650-1250 Ibs. based on 500 
head, 1996. 97-00721/1 

Guidelines for estimating shortkeep feeders for 
weight range of 900-1350 Ibs. based on 500 
head, 1996. 97-00711/1 

Manitoba Agricultural Credit Corporation : Annual 
report 1995-96. 97-00797/1 

Manitoba agriculture yearbook, 1995. 97-00730/3 

Manitoba. Cooperative Promotion Board : Annual 
report 1995-96. 97-00811/1 

Manitoba Crop Insurance Corporation : Annual 
report 1995-96. 97-00745/1 

Manitoba Farm Mediation Board : Annual report 
1995-96. 97-00814/1 

Market feasibility study for value-added strawberry 
products, product and market assessment : final 
report. 97-00578/1 

Ontario Sheep Improvement Programs : Annual 
report 1994. 97-01092/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1988-89. 
97-01088/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1986-87. 
97-01072/1 


Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1987-88. 
97-01073/1 

Rapport conformément à l'article 123 du règlement 
concernant l’état d'urgence et les problèmes 
financiers de l'agriculiure en Ontario. 97-00896 /1 

Report under Standing Order 123 on the state of 
emergency and the income crunch in Ontario 
agriculture. 97-00896 /1 

Response of soil organic matter to crop 
management. 97-00979/1 

Saskatchewan Dairy Study : report of the 1995 
study. 97-00661 /1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1988-89. 
97-01088/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1986-87. 
97-01072/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1987-88. 
97-01073/1 

Yukon farm survey, 1991. 97-00654 /1 

Alberta 

The Alberta advantage, 1996. 97-00649/1 

Alberta. Alberta Economic Development & Tourism 
: Annual report 1995-96. 97-01000/1 

Alberta. Alberta Environmental Protection : Annual 
report 1995-96. 97-01039/1 

Alberta. Alberta Family & Social Services : Annual 
report 1995-96. 97-01025/1 

Alberta. Alberta Justice : Annual report 1995-96. 
97-00998 /1 

Alberta. Alberta Labour : Annual report 1995-96. 
97-01024/1 

Alberta. Alberta Public Works, Supply & Services : 
Annual report 1995-96. 97-01023/1 


Alberta apartment vacancy and rental cost survey, 
1996. 97-01021/2 


Alberta Council on Admissions & Transfer : Annual 
report 1995-96. 97-01022/1 

Alberta economic accounts, 1994. 97-01019/1 

Alberta economic accounts, 1995. 97-01018/1 

Alberta. Office of the Information & Privacy 
Commissioner : Annual report 1995-96. 
97-01053/1 

Alberta Personnel Administration : Annual report 
1995-96. 97-00695/1 

Alberta profile, social and health indicators of 
alcohol and drug abuse : 1996 update, now 
including regional authorities — 4th ed.. 
97-01020/2 

Alberta. Safety Codes Council : Annual report 
1994. 97-01029/1 

Alberta. Safety Codes Council : Annual report 
1995. 97-01028/1 

Alberta Science & Research Authority : Annual 
report 1995-96. 97-01054/1 

Alberta’s agri-food exports, 1995. 97-00969/2 


Appeal mechanisms review : final report. 
97-01051/1 


Bow River synoptic surveys, 1994-95 : preliminary 
evaluation of results. 97-01045/2 

Canada-Alberta Flood Damage Reduction 
Program, Black Diamond-Tumer Valley flood risk 
mapping study : final report. 97-01046/1 

Canadian Heritage Rivers System background 
study : Clearwater/Christina rivers, Alberta. 
97-01042/3 

Canadian Heritage Rivers System : nomination 
document for the Clearwater River system, 
Alberta. 97-01047/1 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 1 : development of a thematic 
framework 97-01015/1 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 3 : final : river integrity 
and management feasibility assessment. 
97-01016/2 
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Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 2 : a preliminary application of 
the evaluation framework 97-01017/3 

Canadian Heritage Rivers Systems study of rivers 
in Alberta : executive summary. 97-01044/1 

Centre for Engineering Research Inc. : Annual 
report 1995. 97-00831 /1 

Cold Lake, subregional integrated resource plan. 
97-01048/1 

Condominium Property Amendment Act, 1996, 
proposed regulations : a discussion paper. 
97-01010/1 

Creating a career resource centre. 97-01002/1 

Current context and selected trends : a profile of 
apprenticeship and industry training in Alberta. 
97-01052/1 

Discussion paper for the review of the cemeteries 
and prearranged funeral legislation. 97-01007/1 

Economy at a glance : Alberta. 97-00999/1 

Environmentally significant areas inventory : 
Grassland and Parkland Natural Regions, 
Alberta. 97-01038/3 

Fetal alcohol syndrome and other alcohol-related 
birth defects — 2d ed.. 97-01001/1 

Fort McMurray-Athabasca Oil Sands, subregional 
integrated resource plan. 97-01041/1 

Guide to the approval process for forest industry 
projects in Alberta. 97-01150/1 


Hinton flood risk mapping study. 97-01043/2 


HIV prevention and injection drug use in Alberta : 
literature review, HIV prevention and non 
prescription needle use project. 97-01003/1 

Horizontal oil wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. 97-01172/1 


Indices of need for social services by community 
districts, 1991-95. 97-01187/2 

Initiation of sand production in the cold production 
process. 97-00838/1 

Inventory of environmentally significant areas in 
the Boreal Dry Mixedwood Natural Subregion, 
Peace River section, 1995-96. 97-01050/1 

Leaming at home : distance education courses in 
Alberta, Saskatchewan and Manitoba, 1996-97. 
97-00997 /4 

Management Employees Pension Plan : Annual 
report 1995. 97-01013/1 

Measuring up : second annual report on the 
performance of the Government of Alberta, 
1995-96 results. 97-00987 /2 

Oldman River Dam Environmental Advisory 
Committee : interim report and 
recommendations. 97-01012/1 

Oldman River Dam, mercury in fish : interim report, 
1994. 97-01037/1 

An Overview of water quality in Frank Lake, 
1990-93. 97-01014/1 

Pembina River Provincial Park management pian. 
97-01049/1 

and prosperity, a human resource strategy 

for Alberta : discussion paper. 97-01004/1 

Post-secondary education programs in Alberta, 
1996-97. 97-00996/7 

Proposals for harmonization of cost of credit 
disclosure laws in Canada. 97-01005/1 

Proposed changes to the legislation regulating the 
cemetery and funeral industries : discussion 
paper Il. 97-01006/1 

The Public Contributions Act : Annual report 1992. 
97-01040/8 

The Public Contributions Act : Annual report 1993. 
97-01009/10 

The Public Contributions Act : Annual report 1994. 
97-01008/8 

Public Service Pension Pian : Annual report 1995. 
97-01030/1 

Regulatory reform report — Updated. 97-01055/1 

Sensitivity of Alberta lakes to acidifying deposition 
: an update of sensitivity maps with emphasis on 
109 northem lakes. 97-01036/1 


Forces Pension Plan : Annual report 1995. 
97-01031/1 
A Vision for the future, Alberta Apprenticeship and 
Industry Training : a discussion paper. 
97-01011/1 


Atlantic Provinces 


Access to the holdings of Nova Scotia libraries : 
final report — Abridged. 97-01173/1 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1995. 97-00718/1 

Annual report as required by the Criminal Code of 
Canada, section 195(5), 1995. 97-00836 /1 

Annual traffic safety report, 1994 & 1995. 
97-00580/2 

Apprenticeship training, now and the future. 
97-00634/1 

Atlantic Fisheries Restructuring Act : Annual report 
1995-96. 97-01062/1 

A Checklist, with codes, of the vascular plants, 
lichens and bryophytes of Fundy National Park, 
including notes on the park herbarium. 
97-00971/2 

A City of towns : alternatives for the planning and 
design of housing in St. John's, Newfoundland. 
97-01190/3 

Community Legal Information Association of 
Prince Edward Island : Annual report 1995-96. 
97-00845/1 

Condominium Act : discussion paper. 97-01141/1 


Cultivating island solutions : interim report. 
97-00833/1 

Directive pour la protection des élèves du système 
scolaire public contre les cas d’inconduite de la 
part d'adultes : directive pour la protection des 
élèves. 97-00820/1 

Environmental protection plan for the New 
Brunswick Department of Transportation. 
97-01084/2 

Forecasting of ice conditions off the Canadian east 
coast in 1996 : a demonstration of the Ice-Ocean 
Forecast System. 97-01081/1 

Harmonized sales tax : technical paper. 
97-01152/2 

Improved health for Newfoundland and Labrador 
through improved health information : final 
report. 97-01079/1 

Lignes directrices sur le traitement des déchets 
extracôtiers. 97-01064/1 

Loi sur la restructuration du secteur des pêches de 
l'Atlantique : Rapport annuel 1995-96. 
97-01062/1 

Long-Term Temperature Monitoring Program, 
Newfoundland Region, 1994-95. 97-01176/4 

New Brunswick. Fisheries & Aquaculture New 
Brunswick : Annual report 1995-96. 97-00842/1 

New Brunswick. Human Resources Development- 
NB : Annual report 1995-96. 97-00709/1 

Nouveau-Brunswick. Développement des 
ressources humaines-NB : Rapport annuel 
1995-96. 97-00709/1 

Nouveau-Brunswick. Péches et aquaculture 
Nouveau-Brunswick : Rapport annuel 1995-96. 
97-00842/1 

Nova Scotia cultural tourism : discussion paper. 
97-01174/1 

Nova Scotia Gaming Control Commission : Annual 
report 1995-96. 97-00642/5 

Nova Scotia Gaming Corporation : Annual report 
1995-96. 97-00619/1 

Offshore waste treatment guidelines. 97-01064 /1 

Policy for the protection of pupils in the public 
school system from misconduct by adults : pupil 
protection policy. 97-00820/1 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
97-00844 /1 

Rapport du Groupe fédéral-provincial de 
consultation sur l'avenir de l'Office canadien du 
poisson salé. 97-00830/2 


Report of the Federal-Provincial Consultation 
Group on the Future of the Canadian Saitfish 
Corporation. 97-00830/2 

Reporting health performance : elective procedure 
waiting times in Nova Scotia, 1992-96. 
97-01169/1 

Saint John Fundy Region pooh sol 
Commission : Annual report 1995-96 
97-00582/1 

h from the Throne delivered at the opening 
of the first session of the forty-third general 
assembly of the Province of Newfoundland, 
Wednesday, March 20th, 1996. 97-01171/1 

Strategic social plan consultation paper. 
97-00762/2 

A Strategy for adult literacy /education in Prince 
Edward Island. 97-00832/1 

La Taxe de vente harmonisée : document 
technique. 97-01167/2 

A User's guide to the Ice-Ocean Forecast System 
(IOFS). 97-01080/1 


Behavioural sciences 


Addictions Foundation of Manitoba : Annual report 
1995-96. 97-00807 /1 

Alberta profile, social and health indicators of 
alcohol and drug abuse : 1996 update, now 
including regional authorities — 4th ed.. 
97-01020/2 

Attentional lateralization and cognitive 
development. 97-01126/1 

The Differential diagnostic technique : scoring the 
technique. 97-01119/1 

Directive pour la protection des élèves du système 
scolaire public contre les cas d’inconduite de la 
part d'adultes : directive pour la protection des 
élèves. 97-00820/1 

The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the differential 
diagnostic technique. 97-01117/1 

Evaluation of the Radiation Monitor. 97-00681 /1 

Friendship selection and quality in children with 
and without learning disabilities : final report. 
97-01120/1 

Guide pour l'amélioration des services aux 
personnes âgées canadiennes, victimes d’abus. 
97-01147/2 


Highway #407 east survey results. 97-00891 /1 

Holistic learning /living is lifelong. 97-01128/1 

Mental health and among adolescents 
in Latvia. 97-01127/1 

The Myth of the self-managing team. 97-01125/1 

Nova Scotia Gaming Control Commission : Annual 
report 1995-96. 97-00642/5 

Ontario Mental Health Foundation : Annual report 
1993-94. 97-00621/1 

Patterns of participation in Ontario adult education 
: small scale research final report, 1992-93. 
97-01130/1 

Policy for the protection of pupils in the public 
school system from misconduct by adults : pupil 
protection policy. 97-00820/1 


Preventing workplace violence, a guide for the BC 
public service. 97-00942/1 
School success and school , parental 


attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
97-01123/1 

Second-language retention, an annotated 
bibliography. 97-01085/1 


Short-term dynamic psychotherapy : summary 
report. 97-01129/1 


British Columbia 


The 1995 British Columbia seafood industry : year 
in review. 97-00952/1 

Aggregate Forum, developing an inventory that 
works for : report of proceedings. 
97-0091 7h 

Aspen * handbook for British Columbia. 
97-01077/2 
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Bats and Forests Symposium. 97-00957 /4 

B.C. Hydro electric load forecast, 1995-6 - 2015-6. 
97-00965 /1 

British Columbia archaeological impact 
assessment guidelines — 3d rev. ed.. 97-00932/1 

British Columbia inquiry into gasoline pricing : 
final report. 97-00906 /1 

British Columbia international commodity exports, 
1995. 97-00934/1 

British Columbia’s child, youth and family serving 
system, recommendations for change : report. 
97-00955/1 

British Columbia’s heritage rivers : candidates for a 
provincial system. 97-00941 /1 

Bull trout spawning and rearing habitat 
requirements : summary of the literature. 
97-00925/1 

Business plan, 1996-97. 97-00953/1 

Canada-British Columbia Agreement Respecting 
Floodplain Mapping : Annual report 1994-95. 
97-00933/1 

Changing directions, building for the future : 
highlights, Canadian Housing and Renewal 
Association 28th annual congress. 97-00879/1 

Characterization of the air within Money’s 
Mushrooms Composting Facility, 4369 - 190th 
Street, Surrey, B.C.. 97-00926/1 

Charting a new course : a strategic plan for the 
future of British Columbia’s college, institute and 
agency system. 97-00923/1 

Chiorinated compounds in wildlife from the Fraser 
River Basin. 97-00633/1 


Creative alternatives : summary report. 97-00921 /1 

Ethical considerations regarding gender selection, 
a discussion of the issues. 97-00908 /1 

Evaluation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 
180 in NOS- : a final report. 97-00804 /1 

A Financial plan for British Columbia : protecting 
medicare and education. 97-01026/1 

Fishing for answers, coastal communities and the 
BC salmon fishery : final report. 97-00958 /4 

Five year forest and range resource program, 
1996-2001. 97-00931/1 

Fort St. John Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective December 31, 1996. 97-00935/1 

Framework for monitoring and reporting regional 
health outcomes, a guide for regional health 
boards. 97-00947 /1 


Geology and mineral deposits of the Quesnel 
River-Horsefly map area, central Quesnel trough, 
British Columbia, NTS map sheets 93A/5, 6, 7, 
11, 12, 13, 93B/9, 16, 93G/1, 93H/4. 97-00961 /2 

Guide pour l'amélioration des services aux 
personnes âgées canadiennes, victimes d'abus. 
97-01147/2 

A Guide to adult basic education in women’s 
bridging programs. 97-00907 /2 

A Guide to British Columbia's Forest Act and 
Forest Practices Code for participants in the 
Woodlot Licence Program and the Small 
Business Forest Enterprise Program. 97-00918/1 

Health service outcome reporting : a guide for 
health agencies. 97-00919/1 

Injury prevention strategies for seniors and 
children in care facilities, and persons with 
disabilities : literature review. 97-00924 /2 

Integrated pest management manual for structural 
pests in British Columbia. 97-00929/2 

Investing in all our children : a handbook of social 
equity programs. 97-00909/1 

Investment climate : British Columbia, Canada, 
1996. 97-01027/1 

Justice Institute of British Columbia : Annual report 
1995-96. 97-00916/1 

Kispiox land and resource management plan. 
97-00946/1 

Lake classification and lakeshore management 


guidebook, Kamloops Forest Region. 
97-00936 /1 


Microfiche Collections 


Morice Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective November 1, 1996. 97-00943/1 

Overview, Sport Discovery II : provincial sport 
organizations best practices. 97-00944/1 

Ports policy In British Columbia. 97-00948 /2 

Preventing workplace violence, a guide for the BC 
public service. 97-00942/1 

Proceedings of the Coho Salmon Workshop. 
97-00726/5 

Progress report on initiatives for the conservation 
of blodiversity in British Columbia. 97-00939/1 

Province of British Columbia pooled investment 
portfolios : financial statements, 1995-96. 
97-00964 /1 

Publications catalogue, 1996. 97-00802/1 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. two : background 
reports. 97-00910/4 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. one : main report. 
97-00911/3 

Services aux nes âgées canadiennes 
victimes d'abus. 97-01069/2 

Setting of stratiform, sediment-hosted lead-zinc 
deposits in Yukon and northeastern British 
Columbia. 97-01107/1 

Seven sources of change in Vancouver housing 
prices, 1981-91. 97-01195/1 

Small business growth and employment in British 
Columbia. 97-00945 /1 

Strathcona-Westmin Provincial Park master pian. 
97-00927 /1 

Summary of Crystal Peak Garnet Quarry project 
review, 1989-96. 97-00940/1 

Teachers’ Pension Pian : Annual report 1995. 
97-00963/1 

Towards quality assurance : an information 
manual for shellfish growers in British Columbia. 
97-00937 /2 

Tree Farm Licence 30, issued to Northwood Pulp 
and Timber Lid. : rationale for allowable annual 
cut (AAC) determination, effective October 1, 
1996. 97-00928/1 

Tree Farm Licence 35, issued to Weyerhaeuser 
Canada Limited : rationale for allowable annual 
cut determination, effective November 1, 1996. 
97-00938/1 

Tree Farm Licence 48, issued to Canadian Forest 
Products Limited : rationale for allowable annual 
cut determination, effective December 31, 1996. 
97-00950/1 

Tree Farm Licence TFL 18 : rationale for allowable 
annual cut (AAC) determination, effective 
October 1, 1995. 97-00951 /1 

Understanding utility regulation, a participants’ 
guide to the British Columbia Utilities 
Commission. 97-00956/2 — 

Vancouver Region, acute care and rehabilitation 
services study : final report. 97-00920/2 

The Woodiot Licence Program : an operational 
overview. 97-01091/1 

Working Group to identify the Regional Resources 
Necessary to Resume the Downsizing of 
Riverview Hospital : report. 97-00949 /1 

Canada Centre for Mineral & Energy 

Technology (CANMET) 

Advanced house technologies assessment : 
supporting documentation. 97-00962/3 

Advanced houses technologies assessment : 
summary report. 97-00973/1 

Air infiltration rate of windows under temperature 
and pressure differentials. 97-00975/2 

Building materials : volatile organic chemical 
emission characterization and database 
development. 97-00974/1 

Buildings and the Environment, an international 
research workshop : proceedings, vol. 1 : 
research questions. 97-00913/2 


MICROLOG 


Design and analysis of a residential greywater heat 
recovery system. 97-00978/1 

Design and performance of the Waterloo Region 
Green Home. 97-00991 /1 

Efficiency housing database development : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. 97-00981/1 

Energy analysis algorithms for dual capacity GSHP 
systems for HOT 2000. 97-00977/1 

Energy impact of ventilation air distribution : final 
report. 97-00579/1 

Fabrication and testing of a monolithic solid-state 
electrochromic device for smart window 
application. 97-00915/2 

Innova House : Ottawa's advanced house. 
97-00994 /2 

Mineralogical analysis of ore specimens from the 
rare earth deposit of Dodgex Ltd., part 1 and part 
2. 97-01095/1 

Répertoire de projets en technologie minière, 
1994. 97-00658 /4 

Résultats d'un sondage auprès des participants 
aux ateliers sur les maisons performantes. 
97-00922/1 

Review of DOE-2 modelling limitations : final 
report. 97-00912/1 

Summary of C-2000 building simulation. 
97-00976/1 

The Synthesis and development of a polymer 
electrolyte film for use in electrochromic (smart) 
window technology. 97-00914/1 


Commerce and Economics 


The 1995 British Columbia seafood industry : year 
in review. 97-00952/1 


The Alberta advantage, 1996. 97-00649/1 

Alberta. Alberta Economic Development & Tourism 
: Annual report 1995-96. 97-01000/1 

Alberta economic accounts, 1994. 97-01019/1 

Alberta economic accounts, 1995. 97-01018/1 

Alberta's agri-food exports, 1995. 97-00969/2 

Annuities annual report, 1994-95. 97-00694 /1 

An Assessment of the benefits and costs of the 
Manitoba Lotteries Corporation. 97-01074/2 

The Bank of Canada’s new quarterly projection 
model (QPM), part 4 : a semi-structural method 
to estimate potential output, combining 
economic theory with a time-series filter. 
97-00776/2 

British Columbia inquiry into gasoline pricing : 
final report. 97-00906 /1 

British Columbia international commodity exports, 
1995. 97-00934/1 

Business Development Fund : Annual report 
1993-94. 97-00672/1 

Business Development Fund : Annual report 
1994-95. 97-00683/1 

Business plan, 1996-97. 97-00953/1 

Canada in the Americas : new opportunities and 
challenges. 97-00806 /1 

The Challenge of encouraging investment in new 
rental housing in Ontario : discussion paper. 
97-00980/2 

Changements de partenaires et partenaires 
changeants : tendances des relations 
économiques régionales du Canada. 97-00786/1 

Commission ontarienne de l'assurance-récolte : 
Rapport annuel 1995-96. 97-00871/1 

The Commodity-price cycle and regional 
economic performance in Canada. 97-00782/1 

Comptes publics du Canada, 1995-96. 
97-01056/12 

Conseil de promotion de la coopération (Man.) : 
Rapport annuel 1995-96. 97-00811/1 

Crop Insurance Commission of Ontario : Annual 
report 1995-96. 97-00871 /1 

Données en sciences et technologie, 1995. 
97-00859/1 

Economic growth, technological change, and 
Canadian economic policy. 97-00618/1 
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Economic reference tables, 1996. 97-00720/2 

Economy at a glance : Alberta. 97-00999/1 

The Exporter’s guide. 97-01156/1 

A Financial plan for British Columbia : protecting 
medicare and education. 97-01026/1 

Fishing for answers, coastal communities and the 
BC salmon fishery : final report. 97-00958 /4 

Freshwater Fish Marketing Corporation (Canada) : 
Annual report 1995-96. 97-01058 /1 

The Future quality system for Canadian wheat : a 
discussion paper. 97-00993/1 

Gouvernement du Canada : dépenses fiscales, 
1995. 97-00761/2 

Government response to the Standing Committee 
on Foreign Affairs and International Trade on 
Canadian SMEs in the world economy : 
developing effective business-government 
partnership for international success. 97-01066/1 

Groupe de travail interministériel sur le marché des 
IF : rapport final. 97-01060/1 

Guidelines for estimating backgrounding costs for 
weight range of 500-900 Ibs. based on 500 head, 
1996. 97-00719/1 

Guidelines for estimating cow-calf production costs 
based on a 150 cow herd, 1996. 97-00724/1 

Guidelines for estimating feediot finishing costs for 
weight range of 650-1250 Ibs. based on 500 
head, 1996. 97-00721/1 

Guidelines for estimating shortkeep feeders for 
weight range of 900-1350 Ibs. based on 500 
head, 1996. 97-00711/1 

Harmonized sales tax : technical paper. 
97-01152/2 

Horizontal oil wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. 97-01172/1 

In the matter of the Ontario Energy Board Act and 
in the matter of an application by the Consumer's 
Gas Company Ltd. for rates : decision with 
reasons. 97-00605/3 

The International Projects Fund. 97-00636 /1 

Investment climate : British Columbia, Canada, 
1996. 97-01027/1 

Manitoba Agricultural Credit Corporation : Annual 
report 1995-96. 97-00797/1 

Manitoba. Cooperative Loans & Loans Guarantee 
Board : Annual report 1995-96. 97-00810/1 

Manitoba. Cooperative Promotion Board : Annual 
report 1995-96. 97-00811/1 

Manitoba Crop Insurance Corporation : Annual 
report 1995-96. 97-00745/1 

Manitoba. Dept. of Northern Affairs : Annual report 
1995-96. 97-00809/1 


Manitoba Farm Mediation Board : Annual report 
1995-96. 97-00814/1 

Manitoba. Fiscal Stabilization Fund : Annual report 
1995-96. 97-00789/1 

Manitoba Hazardous Waste Management 
Corporation : Annual report 1995-96. 97-00835 /1 

Manitoba Hospital Capital Financing Authority : 
Management report 1995-96. 97-00819/1 

Manitoba Lotteries Corporation : Annual report 
1995-96. 97-00765/1 

Manitoba. Manitoba Finance : Annual report 
1995-1996. 97-00808 /1 

Manitoba. Manitoba Industry, Trade & Tourism : 
Annual report 1995-96. 97-00793/1 

Manitoba. Office des préts et de garantie de préts 
aux coopératives : Rapport annuel 1995-96. 
97-00810/1 

Manitoba Properties Inc. Group of Companies : 
Financial statements. 97-00843/1 

Manitoba. Special Operating Agencies Financing 
Authority : Annual report 1995-96. 97-00815/2 

Manitoba Trading Corporation : Annual report 
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area, southeastern Manitoba, Canada. 
97-01162/1 

Sedimentology of placer gravels near Mt. Nansen, 
central Yukon Territory. 97-01113/2 

Seismic stability of tailings dams and tailings 
deposits at Elliot Lake. 97-00680/1 


Sensitivity of Pte lakes to acidifying deposition 
: an update of sensitivity maps with emphasis on 
109 northem lakes. 97-01036/1 

Setting of stratiform, sediment-hosted lead-zinc 
deposits in Yukon and northeastern British 
Columbia. 97-01107/1 

Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
97-01115/2 

Strathcona-Westmin Provincial Park master pian. 
97-00927/1 

Stratigraphy and structure of Paleozoic rocks 
beneath western Lake Ontario. 97-00706/1 

A Study into the feasiblity of small scale 
custom/portable milling in Yukon. 97-01100/2 

Summary of Crystal Peak Gamet Quarry project 
review, 1989-96. 97-00940/1 

Testing the viability of floater dredging in frozen 
ground. 97-01098/1 

The Use of diffuser systems for dispersion of 
placer mining effluent. 97-01097 /1 

A User's guide to the Ice-Ocean Forecast System 
(IOFS). 97-01080/1 

Whitehorse Copper Mine reclamation review. 
97-01111/1 

Willlams Creek : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. 97-01104/1 

Yukon coal inventory, 1994. 97-01105/2 

Yukon geoscience, a blueprint for the future : 
transactions of the first Yukon Geoscience 
Planning Workshop. 97-01108/1 

Yukon gold-silver file. 97-01096/3 

Yukon metallogeny : recent developments. 
97-01110/1 

Yukon placer mining industry, 1993-94. 
97-01146/4 


Yukon quatemary geology, vol. 1. 97-01175/1 


Non-depository collections 

Aboriginal participation in the mining industry of 
Canada : annual report 1996. 97-01148/1 

Access to Information and Privacy Acts : Annual 
report to Parliament 1995-96. 97-01063/1 

Activities funded by the federal government 
through the Family Violence Initiative, April 1, 
1991 to November 30, 1995. 97-01086/9 

Advanced house technologies assessment : 
supporting documentation. 97-00962/3 

Advanced houses technologies assessment : 
summary report. 97-00973/1 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1995. 
97-00717/1 

AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1995. 
97-00646 /1 

AECB staff annual assessment of the Bruce Heavy 
Water Plant for the year 1995. 97-00712/1 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1995. 
97-00663/1 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1995. 97-00652/1 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1995. 97-00718/1 

Air infittration rate of windows under temperature 
and pressure differentials. 97-00975/2 

Air Pollution and Multiple Stresses : international 
meeting for specialists in air pollution effects on 
forest ecosystems. 97-00960/5 

Analysis of quality control tests done by the 
Canadian power utilities on their external 
dosimetry systems, June 1988 to May 1993. 
97-00632/1 

Analytical methodology for detection and 
confirmation of drugs in equine body fluids, vol. 
ll: respiratory drugs. 97-00747/3 


Anti-personnel land mines : an annotated 
bibliography. 97-01070/2 

Aspen * handbook for British Columbia. 
97-01077/2 

Assemblages d'oiseaux en hiver dans des parcs 
urbains de 39 villes des basses-terres du Saint- 
Laurent : richesse, habitat et comparaison 
biogéographique. 97-00643 /2 

Assessment of field training for nuclear operations 
personnel. 97-00630/1 

Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting terns on Lake Huron and the lower Great 
Lakes system in 1991. 97-00615/1 

L’Avenir éclairé par le passé : réflexion 
pragmatique sur l'option régionale pour le 
règlement des conflits. 97-00972/1 

The Bank of Canada's new quarterly projection 
model (QPM), part 4 : a semi-structural method 
to estimate potential output, combining 
economic theory with a time-series filter. 
97-00776/2 

Beneficiation of barite ore. 97-01103/1 

Bibliography on arms contro! verification, 5th 
update. 97-01078/1 

Bilan régional, secteur d'étude Montréal-Longueuil 
: Zone d'intervention prioritaire 9. 97-00645 /1 

Biological effects of low doses of radiation at low 
dose rate. 97-00647 /2 

A Brief history of placer mining in the Yukon. 
97-01106/1 

Building materials : volatile organic chemical 
emission characterization and database 
development. 97-00974/1 

Buildings and the Environment, an international 
research workshop : proceedings, vol. 1 : 
research questions. 97-00913/2 

Canada-China low cost housing demonstration 
project, Shanghai : pre-feasibility assessment, 
final report. 97-01197/1 

Canada in the Americas : new opportunities and 
challenges. 97-00806 /1 

Canada Student Loans Program : master list of 
designated educational institutions. 97-00616/13 

Canada's forest inventory 1991, the 1994 version : 
an addendum to Canada’s forest inventory 1991. 
97-01068/1 

Canadian Conservation Institute : Annual report 
1994-95. 97-00812/1 

Canadian Heritage Rivers Board : Annual report 
1995-96. 97-00723/1 

Capabilities of global positioning system and data 
logging equipment to guide, track and record 
application history of aircraft and ground 
sprayers in forest operations. 97-00992/1 

Changements de partenaires et partenaires 
changeants : tendances des relations 
économiques régionales du Canada. 97-00786/1 

Changes in job tenure and job stability in Canada. 
97-01083/1 

The Chinese elderty : social integration in Metro 
Toronto Housing Company Ltd.. 97-01188/2 

Chlorinated compounds in wildlife from the Fraser 
River Basin. 97-00633/1 

A City of towns : alternatives for the planning and 
design of housing in St. John’s, Newfoundland. 
97-01190/3 

Commission des riviéres du patrimoine canadien : 
Rapport annuel 1995-96. 97-00723/1 

Commission du droit d'auteur (Canada) : Rapport 
annuel 1995-96. 97-00990/1 

Copyright Board Canada : Annual report 1995-96. 
97-00990/1 

Criteria and tools for scientific software quality 
measurements. 97-00686 /2 

Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
97-01178/2 

Design and analysis of a residential greywater heat 
recovery system. 97-00978/1 
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Design and performance of the Waterloo Region 
Green Home. 97-00991/1 

Développement d'un modèle de planification 
forestière qui utilise l’unité écologique comme 
base de travail, projet no 2005. 97-00674/2 

Document d'orientation sur la mesure de la 
précision des essais de toxicité sur sédiment de 
contrôle dopé avec un produit toxique de 
référence. 97-01163/1 

Document d'orientation sur le prélèvement et la 
préparation de sédiments en vue de leur 
caractérisation physiochimique et d'essais 
biologiques. 97-01155/2 

E Z comers metal angle framing accessory. 
97-01189/1 

Effects of ionizing radiation on the boreal forest. 
97-00690 /1 

Les Effets de la position du DTL sur l'estimation de 
la dose foetale. 97-00648/1 

Efficiency housing database development : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. 97-00981 /1 


Energy analysis algorithms for dual capacity GSHP 
systems for HOT 2000. 97-00977 /1 


Energy impact of ventilation air distribution : final 
report. 97-00579/1 


Enquéte sur les programmes de recherche en 
radioprotection au Canada : rapport. 97-00626/1 

Etude de productivité : utilisation de la traction 
animale des chevaux en complément de la force 
mécanique, projet no 1121. 97-00673/1 


Evaluation of the Radiation Monitor. 97-00681 /1 


Evaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1995. 97-00653/1 


Évolution de la durée et de la stabilité de l'emploi 
au Canada. 97-01083/1 

Examination of VENTPROG and VENTRAD 
simulations. 97-00684 /1 

Experimental modelling of thermal consolidation 
effects around a high level waste repository. 
97-00687 /2 

Exploration criteria for gemstone deposits and 
their application to Yukon geology. 97-01093/2 


An Exploration of the desirability of housing 
location by consumers of psychiatric services. 
97-01192/2 


Fabrication and testing of a monolithic solid-state 
electrochromic device for smart window 
application. 97-00915/2 

Fire fighting capability assessment program, 
Pickering NGS. 97-00698 /1 

Forecasting of ice conditions off the Canadian east 
coast in 1996 : a demonstration of the Ice-Ocean 
Forecast System. 97-01081 /1 


The Future quality system for Canadian wheat : a 
discussion paper. 97-00993/1 


The Geochemical immobilization of uranium in a 
spent fuel repository in the Canadian Shield : 
evidence from natural analogue investigations. 
97-00701/1 


Geology and sulphide deposits of Anvil Range, 
Yukon. 97-01109/1 


Geology of Mount Nansen (115-1/3) and Stoddart 
Creek (115-1/6) map areas, Dawson Range, 
central Yukon. 97-01180/3 

Geology of the White River native copper deposit, 
Yukon Territory. 97-01112/1 


Government response to the Standing Committee 
on Foreign Affairs and International Trade on 
Canadian SMEs in the world economy : 
developing effective business-government 
partnership for international success. 97-01066/1 

Granitic pegmatites in the Canadian Cordillera, 
Yukon and Northwest Territories. 97-01094/1 

Groupe de travail interministériel sur le marché des 
IF : rapport final. 97-01060/1 

Guide for residential indoor air quality 
investigations. 97-01201 /2 

Guide pour l'amélioration des services aux 


personnes âgées canadiennes, victimes d'abus. 
97-01147/2 


Guidelines on the medical management of tritiated 
water overexposures. 97-00679/1 

Guidelines on the use of stable lodine as a 
prophylactic measure during nuclear 
emergencies. 97-00617/1 

Horizontal oll wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. 97-01172/1 

Impact d’un programme paramunicipal sur le 
marché du logement locatif. 97-01199/2 

Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
transport through a generic HLW repository. 
97-00700/1 

Improved cytometry method. 97-00628 /1 

Improved cytometry, phase II. 97-00627 /1 

influence of TLD position on the estimate of fetal 
dose. 97-00688 /1 

Innova House : Ottawa's advanced house. 
97-00994 /2 

Institut canadien de conservation : Rapport annuel 
1994-95. 97-00812/1 

Investigation into the reprocessing of Elsa tailings. 
97-01102/1 

Lessons for PHWRs learned from the Chemobyl 
accident. 97-00702/1 
Long-Term Temperature Monitoring Program, 
Newfoundland Region, 1994-95. 97-01176/4 

Maintaining indoor air quality through the use of 
HVAC systems. 97-00598 /1 

Maintien de la qualité de l'air intérieur au moyen 
des systèmes CVCA 97-00598/1 

Marine oil spill preparedness and response regime 
: report to Parliament, 1996. 97-01082/1 

Mineralogical analysis of ore specimens from the 
rare earth deposit of Dodgex Lid., part 1 and part 
2. 97-01095/1 

Modelling of road noise and optimal barrier 
design. 97-01202/2 

Modern and historic liquefaction in Ferland, 
Quebec. 97-00703/1 

National air pollution surveillance (NAPS) network 
annual summary for 1993. $7-01179/2 

Natural land reclamation for mineral exploration 
properties and placer mines in Yukon. 
97-01101/3 

New growth theory and development assistance. 
97-00788 /1 

Offshore waste treatment guidelines. 97-01064/1 

A Passive facultative wastewater treatment system 
for single-family residential use. 97-01203/1 

Performance indicators for power reactors. 
97-00689/3 

Performance monitoring of a bubble pumped solar 
domestic hot water system : final report. 
97-01204/1 

Perspectives of the scale of the Canadian nuclear 
fuel waste disposal concept. 97-00729/1 

Physical characteristics and solubility of long-lived 
airborne particulates in uranium producing and 
manufacturing facilities, phase III, part Il. 
97-00631/1 

Placement-Habitat Desjardins : appréciation du 
programme. 97-01198/1 

Placer mining settling ponds, vol. one : design 
principles. 97-01099/2 

Plan d’activités, 1996-97. 97-00664 /1 

Portrait temporel et spatial du niveau d’acidité des 
eaux de surface du Québec méridional de 1985 
à 1995. 97-01153/1 

Preliminary assessment of clay deposits in 
selected areas of the Whitehorse map sheet area 
105D for the manufacture of clay based products 
: report. 97-01057/1 

Probabilistic seismic hazard assessment, Gentilly 
2. 97-00696 /2 

Proceedings of the Coho Salmon Workshop. 
97-00726/5 

Productive capacity of littoral habitats in the Great 
Lakes : field sampling procedures, 1988-95. 
97-01168/1 


Programme canadien de prêts aux étudiants : 
répertoire des établissements d'enseignement 
agréés. 97-00616/13 

Programme de lutte intégrée contre les ravageurs 
forestiers : Rapport annuel 1994-95. 97-00576/2 


Proof testing of CANDU concrete containment 
structures. 97-00682/1 

Proposed Tombstone area park : a preliminary 
review of mineral potential. 97-01114/2 

annuel au Parlement sur la Loi sur l'accès 

à l'information et sur la Loi sur la protection des 
renseignements personnels 1995-96. 97-01063/1 

Rapport du Groupe fédéral-provincial de 
consultation sur l'avenir de l'Office canadien du 
poisson salé. 97-00830/2 

Reference used fuel for the Canadian nuclear fuel 
waste disposal concept. 97-00728/1 

Regeneration and surface condition trends 
following forest harvesting on peatlands. 
97-00870/1 

Régime de préparation et d'intervention en cas de 
déversement d’hydrocarbures en milieu marin : 
rapport au Partement, 1996. 97-01082/1 

Regulatory Research & Support Program (Canada) 
: Annual report 1994-95. 97-00716/3 

Reliability assessment for safety critical systems by 
statistical random testing. 97-00708 /2 

Reliability-based inspection of prestressed 
concrete containment structures. 97-00697 /1 

Reliability of containment and safety-related 
structures. 97-00629/1 

Répertoire de projets en technologie minière, 
1994. 97-00658 /4 

Réponse du gouvernement au rapport du Comité 
permanent des affaires étrangères et du 
commerce international intitulé les PME 
canadiennes dans l'économie mondiale : 
optimiser le partenariat entreprises-secteur 
public pour réussir sur les marchés 
internationaux. 97-01066/1 

Report of the Federal-Provincial Consultation 
Group on the Future of the Canadian Saltfish 
Corporation. 97-00830 /2 

Report on external occupational dosimetry in 
Canada 97-00625/1 

Réseau national de surveillance de la pollution 
atmosphérique (NSPA), sommaire annuel pour 
1993. 97-01179/2 

Response of soil organic matter to crop 
management. 97-00979/1 

Résultats d’un sondage auprès des participants 
aux ateliers sur les maisons performantes. 
97-00922/1 

Review of Bruce A reactor regulating system 
software. 97-00704/2 

Review of DOE-2 modelling limitations : final 
report. 97-00912/1 

Review of Ontario Hydro program to reduce fuel 
channel gap. 97-00705/1 

Second-language retention, an annotated 
bibliography. 97-01085/1 

Sedimentology of placer gravels near Mt. Nansen, 
central Yukon Territory. 97-01113/2 

Seismic analysis of mechanical systems at 
Pickering NGS. 97-00707/1 

Seismic stability of tailings dams and tailings 
deposits at Elliot Lake. 97-00680/1 

Services aux personnes âgées canadiennes 
victimes d'abus. 97-01069/2 

Setting of stratiform, sediment-hosted lead-zinc 
deposits in Yukon and northeastem British 
Columbia. 97-01107/1 

Seven sources of change in Vancouver housing 
prices, 1981-91. 97-01195/1 

Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
97-01115/2 

The Simultaneous determination of the residual 
components of Romet-30 and Tribrissen in 
salmonid products by HPLC. 97-01177/1 
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Sommaire de la réponse du personnel de la CCEA 
à l'étude d'impact environnemental concernant 
le concept canadien de st permanent des 
déchets de combustible nucléaire. 97-00691 /1 

Source term for the bounding assessment of 
Canadian nuclear fuel waste disposal concept. 
97-00699 /1 

Space radiation environment estimation for 
RADARSAT II. 97-00787 /1 

Stratigraphy and structure of Paleozoic rocks 
beneath western Lake Ontario. 97-00706/1 

Structural investigation of slender prestressed 
brick walls : a report. 97-01205/2 

A Study into the feasiblity of small scale 
custom/portable milling in Yukon. 97-01100/2 

Summary of C-2000 building simulation. 
97-00976/1 

A Survey of problem homes of the environmentally 
hypersensitive. 97-01200/1 

A Survey of research programs in radiation 
protection in Canada : a report. 97-00626 /1 

Synthése des connaissances sur les aspects 
physiques et chimiques de l'eau et des 
sédiments du Saguenay : rapport technique, 
zones d'intervention prioritaire 22 et 23. 
97-00644/3 

The Synthesis and development of a polymer 
electrolyte film for use in electrochromic (smart) 
window technology. 97-00914/1 

Testing the viability of floater dredging in frozen 
ground. 97-01098/1 

Three decades of innovation in housing 
technology, 1966-96 : final report. 97-01196/2 

Toxicity levels to humans during acute exposure to 
hydrogen fluoride, an update. 97-00635/11 

Training of troubleshooting skills in nuclear power 
plants. 97-00685 /2 

UK market for pumps and vaives : profile. 
97-00714/1 

The Use of diffuser systems for dispersion of 
placer mining effluent. 97-01097/1 

A User’s guide to the Ice-Ocean Forecast System 
(IOFS). 97-01080/1 

Ventilation system for new and existing houses 
with baseboard heating — Rev.. 97-01194/2 

Vents, ventilation, drying and pressure 
moderation. 97-01193/2 

Whitehorse Copper Mine reclamation review. 
97-01111/1 

Williams Creek project : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. 97-01104/1 

Yukon coal inventory, 1994. 97-01105/2 

Yukon geoscience, a blueprint for the future : 
transactions of the first Yukon Geoscience 
Planning Workshop. 97-01108/1 

Yukon gold-silver file. 97-01096/3 

Yukon metallogeny : recent developments. 
97-01110/1 

Yukon placer mining industry, 1993-94. 
97-01146/4 

Yukon quaternary geology, vol. 1. 97-01175/1 


Northern regions 

Aurora College (N.W.T.) : Annual report 1995. 
97-00846/1 

Beneficiation of barite ore. 97-01103/1 

A Brief history of placer mining in the Yukon. 
97-01106/1 

Business Development Fund : Annual report 
1993-94. 97-00672/1 

Business Development Fund : Annual report 
1994-95. 97-00683/1 

Canadian Heritage Rivers System : nomination 
document for the Bonnet Piume River, Yukon 
Territory. 97-00656 /1 

Corporate plan 1995-2000 : a biueprint for the 
future. 97-01184/1 

Distribution and abundance of muskoxen on 
Adelaide Peninsula, NWT, 1986 and 1992. 
97-01164/1 


Exploration criteria for gemstone deposits and 
their application to Yukon geology. 97-01 0893/2 

Geology and sulphide deposits of Anvil Range, 
Yukon. 97-01109/1 

Geology of Mount Nansen (115-1/3) and Stoddart 
Creek (115-1/6) map areas, Dawson Range 
central Yukon. 97-01180/3 

Geology of the White River native copper deposit, 
Yukon Territory. 97-01112/1 

Granitic pegmatites in the Canadian Cordillera, 
Yukon and Northwest Territories. 97-01094/1 

Identification of ferry options for Yukon River 
crossing, Dawson City, Yukon. 97-00959/11 

Investigation into the reprocessing of Elsa tailings. 
97-01102/1 te se 


Mineralogical ob tar of ore specimens from the 
rare earth deposit of Dodgex Ltd., part 1 and part 
2. 97-01095/1 

Natural land reclamation for mineral exploration 
properties and placer mines in Yukon. 
97-01101/3 

Northwest Territories. Office of the Fire Marshal : 
Annual report 1994. 97-00597 /2 

Northwest Territories. Victims Assistance 
Committee : Annual report 1992-93. 97-01191 /1 

Northwest Territories. Victims Assistance 
Committee : Annual report 1994-95. 97-01181/1 

Piacer mining settling ponds, vol. one : design 
principles. 97-01099/2 

Pian d'activités, 1996-97. 97-00664/1 

Preliminary assessment of clay deposits in 
selected areas of the Whitehorse map sheet area 
105D for the manufacture of clay based products 
: report. 97-01057/1 

Proposed Tombstone area park : a preliminary 
review of mineral potential. 97-01114/2 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1992. 
97-00640/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1993. 
97-00639/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1994. 
97-00660 /1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1995. 
97-00659 /1 

Sedimentology of gravels near Mt. Nansen, 
central Yukon Territory. 97-01113/2 

Setting of stratiform, sediment-hosted lead-zinc 
deposits in Yukon and northeastern British 
Columbia. 97-01107/1 

Shape and composition of lode and placer gold 
from the Klondike District, Yukon, Canada. 
97-01115/2 

Sport and recreation, towards 2000 : draft 
summary of findings and strategies for action. 
97-00655 /1 

A Study into the feasiblity of small scale 
custom/portable milling in Yukon. 97-01100/2 

Talking about crime : Committee report. 
97-00760/2 

Testing the viabilliy of floater dredging in frozen 
ground. 97-01098/1 

Turn-key public housing : development proposal 
guidelines, up to 19 housing units, Whitehorse. 
97-00657 /2 

The Use of diffuser systems for dispersion of 
placer mining effiuent. 97-01097/1 

Whitehorse Copper Mine reclamation review. 
97-01111/1 

Williams Creek project : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. 97-01104/1 

Yukon coal inventory, 1994. 97-01105/2 


Yukon Driver Control Board : Report to the Minister 
1995. 97-00780/1 
Yukon farm survey, 1991. 97-00654/1 


Yukon geoscience, a blueprint for the future : 
transactions of the first Yukon Geoscience 
Planning Workshop. 97-01108/1 

Yukon goki-siiver file. 97-01096/3 

Yukon Health & Social Services Council : Annual 
report 1994-95. 97-00662/1 

Yukon Human Rights Commission : Report on 
activities 1994-95. 97-00671 /1 

Yukon Lottery Commission : Annual report 
1994-95. 97-00781/1 

Yukon metallogeny : recent developments. 
97-01110/1 

Yukon placer mining industry, 1993-94. 
97-01146/4 

Yukon Public Service Staff Relations Board : 
Annual report 1991-92. 97-00771/1 

Yukon Public Service Staff Relations Board : 
Annual report 1993-94. 97-00770/1 

Yukon Public Service Staff Relations Board : 
Annual report 1994-95. 97-00769/1 

Yukon quaternary geology, vol. 1. 97-01175/1 

Yukon Teachers’ Staff Relations Board : Annual 
report 1991-92. 97-00768/1 

Yukon Teachers’ Staff Relations Board : Annual 
report 1993-94. 97-00767/1 

Yukon Teachers’ Staff Relations Board : Annual 
report 1994-95. 97-00766/1 

Yukon Territory. Dept. of Government Services : 
Annual report 1994-95. 97-00779/1 

Yukon Territory. Motor Transport Board : Annual 
report 1994-95. 97-00651/1 


Ontario 


1993 Alternative Transportation Fuels Seminar. 
97-00841 /2 

1993 GO Rail passenger survey : survey 
processing and survey results. 97-00834/3 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration, cumulative ambient air 
monitoring network, 1990. 97-00649/1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, 
cumulative precipitation monitoring network, 
1991. 97-00851/1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, daily 
precipitation and air monitoring network, 1991. 
97-00852/1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration, cumulative ambient air 
monitoring network, 1991. 97-00850/1 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1995. 
97-00717/1 

AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1995. 
97-00646 /1 

AECB staff annual assessment of the Bruce Heavy 
Water Piant for the year 1995. 97-00712/1 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1995. 
97-00663/1 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1995. 97-00652/1 

Aggregate resources inventory of the Bruce Mines 
to Blind River area. 97-00892/1 

Alternatives to hierarchy in feminist organization 
design : a case study. 97-01124/1 

Amélioration des services de garde d'enfants en 
Ontario. 97-00867 /2 

Aquatic macrophyte survey, Bay of Quinte, 1994. 
97-00868 /1 

Art Gallery of Ontario : Annual report 1985-86. 
97-01140/1 

Art Gallery of Ontario : Annual report 1986-87. 
97-01145/1 

Art Gallery of Ontario : Annual report 1987-88. 
97-01143/1 

Art Gallery of Ontario : Annual report 1988-89. 
97-01144/1 
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Art Gallery of Ontario : Annual report 1989-90. 
97-01142/1 

Art Gallery of Ontario : Annual report 1990-91. 
97-00758/1 


Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting terns on Lake Huron and the lower Great 
Lakes system in 1991. 97-00615/1 

Attentional lateralization and cognitive 
development. 97-01126/1 

The Bruce-Grey County Roman Catholic Separate 
School Board : needs analysis, impact of French 
education : final report, working document. 
97-01134/1 


Rapport annuel 1986-87. 97-00775/1 

Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1987-88. 97-00774/1 

Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1988-89. 97-00773/1 

The Challenge of encouraging investment in new 
rental housing in Ontario : discussion paper. 
97-00980/2 

Children at risk. 97-00901 /2 

The Chinese elderly : social integration in Metro 
Toronto Housing Company Ltd.. 97-01188/2 

Commission ontarienne de l'assurance-récolite : 
Rapport annuel 1995-96. 97-00871/1 

Le Conseil des écoles séparées catholiques 
romaines des comtés de Bruce-Grey : analyse 
des besoins, répercussions de l’enseignement 
en français : rapport final, document de travail. 
97-01135/1 

Court statistics : Annual report 1990-91. 
97-00741/2 

Court statistics : Annual report 1991-92. 
97-00737/1 


Court statistics : Annual report 1992-93. 
97-00736/1 

Crop Insurance Commission of Ontario : Annual 
report 1995-96. 97-00871/1 

Curriculum materials used in the Ontario French 
language schools. 97-01122/1 

Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
97-01178/2 


The Differential diagnostic technique : scoring the 
technique. 97-01119/1 


Disentanglement in several jurisdictions, 
comparisons with Ontario : a report. 97-01065/2 

The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the differential 
diagnostic technique. 97-01117/1 


Election laws and process : first report. 
97-00822/1 
Les Enfants à risque. 97-00901 /2 


Étude de la Loi de 1987 sur l'accès à l'information 
et la protection de la vie privée. 97-00670/4 


Evaluation of the Radiation Monitor. 97-00681 /1 

Family directed support : diversity, hopes, 
struggles, dignity : Special Services at Home 
evaluation. 97-00839/2 

Feature film and television productions [version 
française] 1990. 97-00823/1 

Feature film and television productions 1990. 
97-00823/1 

The Flexible Services Development Project, 1991 : 
interim status report. 97-00840/2 


Fondation ontarienne pour la recherche en 
ie et le traitement du cancer : Rapport 
annuel 1995-96. 97-00876/1 


Forest management guidelines for the provision of 
marten habitat, version 1.0. 97-00599/1 


Forest management guidelines for the provision of 
pileated woodpecker habitat, version 1.0. 
97-00600/1 

Friendship selection and quality in children with 
and without leaming disabilities : final report. 
97-01120/1 


A Guide to emergency orto in residential 
programs. 97-00890 

Guideline for use at cae sites in Ontario. 
97-00602 /2 

Guidelines for the Special Services at Home 
Program. 97-00863/1 

Highway #407 east survey results. 97-00891 /1 

Holistic leaming/living Is lifetong. 97-01128/1 

Immigrant landings to Ontario, January 1 to 
December 31, 1992 : summary and tables. 
97-00874/1 

Immigrants admis en Ontario du 1er janvier au 31 
décembre 1992 : sommaire et tableaux. 
97-00874/1 

Improving Ontario's child care system. 97-00867 /2 

In the matter of the Ontario Energy Board Act and 
in the matter of an application by the Consumer's 
Gas Company Ltd. for rates : decision with 
reasons. 97-00605/3 


Information kit, emergency response systems. 
97-00862/1 


intergenerational programming, a bibliography of 
written reference material. 97-00791 /2 

International adult education in transition, context 
for the 1990s : final report. 97-01132/1 

The International Projects Fund. 97-00636 /1 

Making the politics of education even more 
interesting. 97-01116/1 

Managing Ontario’s social services, agency 
relations and accountability : a discussion paper. 
97-00860 /2 

Les Marchés intérieurs du tourisme ontarien, 1992. 
97-00985 /2 

Mental health and 
in Latvia. 97-01127/1 

Mobility, absenteeism and related factors : Toronto 
Board elementary students, 1992-5. 97-01137/1 

A More progressive system for determining 
disability in Ontario’s social assistance programs 
: report. 97-00861 /3 

Music bibliography. 97-01133/1 

The Myth of the self-managing team. 97-01125/1 

Natural regeneration of Ontario’s major 
commercial coniferous species : a bibliography. 
97-00604 /2 

The Nature of teaching and leaming by high 
school students in the workplace. 97-01136/3 

North American Alliance for Popular and Adult 
Education : historical background. 97-01131/1 

Northern Ontario Heritage Fund Corporation : 
Annual report 1990-91. 97-01149/1 

Ontario. Agence pour la santé et la sécurité au 
travail : Rapport annuel 1990. 97-00778/1 

Ontario. Bureau du registraire général : Rapport 
annuel 1992. 97-00905/1 

Ontario. Bureau du registraire général : Rapport 
annuel 1993. 97-00930/1 

Ontario Cancer Treatment & Research Foundation 
: Annual report 1995-96. 97-00875/1 

Ontario. Commission de révision de l’aide sociale : 
Rapport annuel 1993-94. 97-00796/2 

Ontario. Commission des accidents du travail : 
Rapport annuel 1993. 97-00764/1 

Ontario dimension stone producers and 
processors : directory 94. 97-00678/1 

Ontario. Environmental Assessment Board : 
Annual report 1976-77. 97-00611/1 

Ontario. Environmental Assessment Board : 
Annual report 1977-78. 97-00612/1 

Ontario. Environmental Assessment Board : 
Annual report 1978-79. 97-00606 /1 

Ontario. Environmental Assessment Board : 
Annual report 1979-80. 97-00610/1 

Ontario. Environmental Assessment Board : 
Annual report 1980-81. 97-00609/1 

Ontario. Environmental Assessment Board : 
Annual report 1981-82. 97-00608 /1 

Ontario. Environmental Assessment Board : 
Annual report 1982-83. 97-00607 /1 
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Ontario International Corporation : Annual report 
1981-82. 97-00669/1 

Ontario International Corporation 
1982-83. 97-00668 /1 

Ontario International Corporation : Annual report 
1987-88. 97-00624/1 

Ontario International Corporation : Annual report 
1988-89. 97-00623/1 

Ontario International Corporation : Annual report 
1989-90. 97-00622/1 

Ontario Mental Health Foundation : Annual report 
1993-94. 97-00621/1 

Ontario Mental Health Foundation : Annual report 
1995-96. 97-00872/1 

Ontario. Ministére de la consommation et du 
commerce : Rapport annuel 1979-80. 
97-00878/2 

Ontario. Ministère de la consommation et du 


: Annual report 


Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1981-82. 
97-00880/1 

Ontario. Ministére de la consommation et du 
commerce : Rapport annuel 1991-92. 
97-00848/1 

Ontario. Ministry of Consumer & Commercial 
Relations : Annual report 1979-80. 97-00878/2 

Ontario. Ministry of Consumer & Commercial 
Relations : Annual report 1991-92. 97-00848/1 

Ontario. Ministry of Correctional Services : Annual 
report 1979-80. 97-01035/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1979-80. 
97-00889/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1980-81. 
97-00888/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1981-82. 
97-00887 /1 

Ontario. Office of the Public Trustee : Financial 
Statements and report on the audit 1983-84. 
97-00885/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1985-86. 
97-00884/1 

Ontario. Office of the istrar General : Annual 
report 1980. 97-00857 /1 

Ontario. Office of the istrar General : Annual 
report 1981. 97-00856/1 

Ontario. Office of the Registrar General : Annual 
report 1982-83. 97-00995/1 

Ontario. Office of the Registrar General : Annual 
report 1982. 97-00855/1 

Ontario. Office of the Registrar General : Annual 
report 1984. 97-00854 /1 

Ontario. Office of the istrar General : Annual 
report 1985. 97-01034/1 

Ontario. Office of the istrar General : Annual 
report 1986. 97-01033/1 

Ontario. Office of the istrar General : Annual 
report 1987. 97-00853/1 

Ontario. Office of the istrar General : Annual 
report 1991. 97-00904 /1 

Ontario. Office of the istrar General : Annual 
report 1992. 97-00905/1 

Ontario Place Corporation : Annual report 1981-82. 
97-00637 /1 

Ontario Place Corporation : Annual report 1982-83. 
97-00667 /1 

Ontario Piace Corporation : Annual report 1983-84. 
97-00666 /1 

Ontario Piace Corporation : Annual report 1987-88. 
97-00614/1 

Ontario Place Corporation : Annual report 1991-92. 
97-00641 /1 

Ontario Place : Rapport annuel 1987-88. 
97-00614/1 
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Ontario Place : Rapport annuel 1991-92. 
97-00641 /1 

Ontario : Rapport annuel 1995-96. 97-00865 /1 

Ontario Sheep Im t Programs : Annual 
report 1994. 97-01092/1 

Ontario. Social Assistance Review Board : Annual 
report 1993-94. 97-00796/2 

Ontario. Sustainable Forestry Program : Annual 
report 1992-93. 97-01087/1 

Ontario. Workers’ Compensation Board : Annual 
report 1993. 97-00763/1 

Ontario. W Health & Safety Agency : 
Annual report 1990. 97-00778/1 

Ontario’s Growth and Yield : 1993-94 annual 
report. 97-00837 /1 

Ontario’s international travel markets, 1994. 
97-00988 /2 

Ottawa ress Centre (Ont.) : Annual report 
1986-87. 97-00775/1 

Ottawa Congress Centre (Ont.) : Annual report 
1987-88. 97-00774/1 

Ottawa Congress Centre (Ont.) : Annual report 
1988-89. 97-00773/1 

Patterns of participation in Ontario adult education 
: small scale research final report, 1992-93. 
97-01130/1 

Pianning Ontario’s health care services in the 
1990s : guide to District Health Council planning. 
97-00883/1 

Les Producteurs et les entreprises de 
transformation de la pierre d’échantilion de 
l'Ontario : répertoire 94. 97-00678 /1 

Productive capacity of littoral habitats in the Great 
Lakes : field sampling procedures, 1988-95. 
97-01168/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1988-89. 
97-01088/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1986-87. 
97-01072/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1987-88. 
97-01073/1 


Quality assurance in hardwood tree-marking : a 
case study. 97-00603/1 

Rapport conformément à l'article 123 du règlement 
concernant l’état d'urgence et les problèmes 
financiers de l’agriculture en Ontario. 97-00896 /1 

Rapport conformément à l'article 123 du règlement 
concernant la prestation des services à la 
Commission des accidents du travail. 
97-00898 /2 

Rapport en vertu du Règlement 108 sur les 
casques de cycliste. 97-00900/1 

Rapport sur la délivrance graduelle des permis de 
conduire. 97-00954 /1 

Rapport sur l'ensemble de mesures de protection 
des locataires. 97-00601/5 

Rapport sur les allégations d'infraction aux 
consignes sur les conflits d'interêt du premier 
ministre faites à l'encontre d'Evelyn Gigantes, 
députée et ministre du logement. 97-00677 /4 

Recommendations from the Task Force on Strict 
Discipline for Young Offenders. 97-00866 /1 

Regeneration and surface condition trends 
following forest harvesting on peatlands. 
97-00870/1 

Report no. 2 for consideration by the Council of 
the Corporation of the City of Toronto at 1996 
Council Meeting no. 2 on December 18, 1995. 
97-01186/3 

Report on Argosy Financial Group of Canada. 
97-00847 /1 

Report on graduated licensing. 97-00954 /1 

Report on plant closures and community and 
employee adjustment. 97-00899/1 

Report on small scale : preparing a study of 
introductory courses. 97-01118/1 


Report on tenant protection package. 97-00601 /5 

Report on the Municipal Freedom of Information 
and Protection of Privacy Act, 1989. 97-00676 /2 

Report regarding allegations of breach of the 
Premier's conflict of interest guidelines made 
against Evetyn Gigantes, M.PP. and Minister of 
Housing. 97-00677 /4 

Report to the Workers’ Com lon Board on 
Dupuytren’s contracture and hand injury. 
97-00792/2 

Report under Standing Order 108 on bicycle 
heimets. 97-00900/1 

Report under Standing Order 123 on service 
delivery at the Workers’ Compensation Board. 
97-00898 /2 

Report under Standing Order 123 on the state of 
emergency and the income crunch in Ontario 
agriculture. 97-00896 /1 

Résumé du programme Ontario au travail. 
97-00869/1 

Review of the Freedom of Information and 
Protection of Privacy Act, 1987. 97-00670/4 

Review Panel on the Greater Toronto Area Task 
Force report. 97-00970/1 

School success and school problems, parental 
attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
97-01123/1 

Science North (Ont.) : Annual report 1994-95. 
97-00873/1 

Seismic stability of tailings dams and tailings 
deposits at Elliot Lake. 97-00680/1 

Service des bibliothèques de l'Ontario Sud : 
Rapport annuel 1992-93. 97-00903/1 

Service des bibliothèques de l'Ontario Sud : 
Rapport annuel 1993-94. 97-00902/1 

Short term directions : annual report on results, 
1993-94. 97-00897 /1 

Short term directions : annual report on results, 
1994-95. 97-00895/1 

Short-term dynamic psychotherapy : summary 
report. 97-01129/1 

La Situation des petites entreprises : rapport 
annuel sur les petites entreprises en Ontario, 
1990. 97-00824 /2 

Société de gestion du fonds du patrimoine du nord 
de l'Ontario : Rapport annuel 1990-91. 
97-01149/1 

Société internationale de l'Ontario : Rapport 
annuel 1987-88. 97-00624/1 

Société internationale de l'Ontario : Rapport 
annuel 1988-89. 97-00623/1 

Société internationale de l'Ontario : Rapport 
annuel 1989-90. 97-00622/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1988-89. 
97-01088/1 f 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1986-87. 
97-01072/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1987-88. 
97-01073/1 

Special report on Farm Q Lid.. 97-00821/1 

St. Clair Parkway Commission (Ont.) : Annual 
report 1981. 97-00894/1 

St. Clair Parkway Commission (Ont.) : Annual 
report 1982. 97-00893/1 

Statistical supplement to the annual report 1993. 
97-00772/1 

Stratigraphy and structure of Paleozoic rocks 
beneath western Lake Ontario. 97-00706/1 

A Summary of the Ontario works program. 
97-00869/1 

Trillium Foundation (Ont.) : Annual report 1988-89. 
97-00784/1 

Working bibliography : education and cultural 
studies. 97-01121/1 
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Alternatives to hierarchy in feminist organization 
design : a case study. 97-01124/1 


Attentional lateralization and cognitive 
development. 97-01126/1 

The Bruce-Grey County Roman Catholic Separate 
School Board : needs analysis, impact of French 
education : final report, working document. 
97-01134/1 

Le Conseil des écoles séparées catholiq 
romaines des comtés de Bruce-Grey : 
des besoins, répercussions de l'enseignement 
en français : rapport final, document de travail. 
97-01135/1 

Curriculum materials used in the Ontario French 
language schools. 97-01122/1 

The Differential diagnostic technique : scoring the 
technique. 97-01119/1 

The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the differential 
diagnostic technique. 97-01117/1 

Friendship selection and quality in children with 
and without learning disabilities : final report. 
97-01120/1 

Holistic learning/living is lifelong. 97-01128 /1 

International adult education in transition, context 
for the 1990s : final report. 97-01132/1 

Making the politics of education even more 
interesting. 97-01116/1 

Mental health and depression among adolescents 
in Latvia. 97-01127/1 

Mobility, absenteeism and related factors : Toronto 
Board elementary students, 1992-5. 97-01137/1 

Music bibliography. 97-01133/1 

The Myth of the self-managing team. 97-01125/1 

The Nature of teaching and learning by high 
school students in the workplace. 97-01136/3 

North American Alliance for Popular and Adult 
Education : historical background. 97-01131/1 

Patterns of participation in Ontario adult education 
: small scale research final report, 1992-93. 
97-01130/1 

Report on small scale : preparing a study of 
introductory courses. 97-01118/1 

School success and school problems, parental 
attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
97-01123/1 

Short-term dynamic psychotherapy : summary 
report. 97-01129/1 

Working bibliography : education and cultural 
Studies. 97-01121/1 


Physical sciences 
CB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1995. 
97-00717/1 


AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1995. 
97-00646 /1 

AECB staff annual assessment of the Bruce Heavy 
Water Piant for the year 1995. 97-00712/1 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1995. 
97-00663/1 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1995. 97-00652/1 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1995. 97-00718/1 

Air infittration rate of windows under temperature 
and pressure differentials. 97-00975/2 

Alberta Science & Research Authority : Annual 
report 1995-96. 97-01054/1 

Analysis of quality control tests done by the 
Canadian power utilities on their external 
dosimetry systems, June 1988 to May 1993. 
97-00632/1 

Anti-personnel land mines : an annotated 
bibliography. 97-01070/2 

The Bank of Canada’s new quarterty projection 
model (QPM), part 4 : a semi-structural method 
to estimate potential output, combining 
economic theory with a time-series filter. 
97-00776/2 
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Biological effects of low doses of radiation at low 
dose rate. 97-00647/2 

Capabilities of global positioning system and data 
logging equipment to guide, track and record 
application history of aircraft and ground 
sprayers in forest operations. 97-00992/1 


Centre for Engineering Research Inc. : Annual 
report 1995. 97-00831 /1 

Criteria and tools for scientific software quality 
measurements. 97-00686 /2 

A Discrete-time macroscopic dynamic traffic 
assigment model. 97-00966 /1 

Document d'orientation sur la mesure de la 
précision des essais de toxicité sur sédiment de 
contrôle dopé avec un produit toxique de 
référence. 97-01163/1 

Document d'orientation sur le prélèvement et la 
préparation de sédiments en vue de leur 
caractérisation physiochimique et d'essais 
biologiques. 97-01155/2 

Données en sciences et technologie, 1995. 
97-00859/1 

Economic growth, technological change, and 
Canadian economic policy. 97-00618/1 

Effects of ionizing radiation on the boreal forest. 
97-00690/1 

Les Effets de la position du DTL sur l'estimation de 
la dose foetale. 97-00648/1 


Enquête sur les programmes de recherche en 
radioprotection au Canada : rapport. 97-00626 /1 

Evaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1995. 97-00653/1 

Examination of VENTPROG and VENTRAD 
simulations. 97-00684/1 

Experimental modelling of thermal consolidation 
effects around a high level waste repository. 
97-00687 /2 

Fabrication and testing of a monolithic solid-state 
electrochromic device for smart window 
application. 97-00915/2 

Factors affecting the differences in reactivity and 
dissolution rates between UO2 and spent nuclear 
fuel. 97-00983/1 

Forecasting of ice conditions off the Canadian east 
coast in 1996 : a demonstration of the Ice-Ocean 
Forecast System. 97-01081/1 

The Geochemical immobilization of uranium in a 
spent fuel repository in the Canadian Shield : 
evidence from natural analogue investigations. 
97-00701/1 


Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
transport through a generic HLW repository. 
97-00700/1 


Improved cytometry method. 97-00628 /1 
Improved cytometry, phase Il. 97-00627 /1 


Improving the service life and performance of 
CANDU fuel channels. 97-00829/1 


Influence of TLD position on the estimate of fetal 
dose. 97-00688 /1 


Initiation of sand production in the cold production 
process. 97-00838 /1 


Introduction of microbial nutrients in a nuclear fuel 
waste disposal vault as a result of excavation and 
operation activities. 97-00984 /1 

Modeling flow-accelerated corrosion in CANDU. 
97-00826/1 


Modelling of road noise and optimal barrier 
design. 97-01202/2 


Modelling the effects of porous and semi- 
permeable layers on corrosion processes. 
97-00989/1 

Perspectives of the scale of the Canadian nuclear 
fuel waste disposal concept. 97-00729/1 

Photon and electron energy deposition in CANDU 
reactor fuel channels : a study using SANDYL 
and EGS4. 97-00825/1 

Physical characteristics and solubility of long-lived 
airbome particulates in uranium producing and 
manufacturing facilities, phase III, part Il. 
97-00631/1 


Post-irradiation examination of BEATRIX:-II phase II 
Li27r03 pebble-bed. 97-00827/1 

Proof testing of CANDU concrete containment 
structures. 97-00682/1 


La Réalité virtuelle dans le logement et 
l'urbanisme. 97-01059/2 

Reference used fuel for the Canadian nuclear fuel 
waste disposal concept. 97-00728/1 

Regulatory Research & Support Program (Canada) 

: Annual report 1994-95. 97-00716/3 

Reliability assessment for safety critical systems by 
statistical random testing. 97-00708 /2 

Reliability-based inspection of prestressed 
concrete containment structures. 97-00697 /1 

Reliability of containment and safety-related 
structures. 97-00629/1 


Report on external occupational dosimetry in 
Canada. 97-00625/1 

Review of Bruce A reactor regulating system 
software. 97-00704/2 

Review of Ontario Hydro program to reduce fuel 
channel gap. 97-00705/1 


A Revised compilation of sorption coefficients for 
use in geosphere models in performance 
assessments of used fuel disposal in granitic 
environments. 97-00982/1 

Science and technology data, 1995. 97-00859/1 


Seismic analysis of mechanical systems at 
Pickering NGS. 97-00707/1 

Sommaire de la réponse du personnel de la CCEA 
à l'étude d’impact environnemental concernant 
le concept canadien de st permanent des 
déchets de combustible nucléaire. 97-00691 /1 

Source term for the bounding assessment of 
Canadian nuclear fuel waste disposal concept. 
97-00699/1 


Space radiation environment estimation for 
RADARSAT Il. 97-00787/1 


Speculative behaviour, regime-switching and stock 
market crashes. 97-00783/1 

A Survey of research programs in radiation 
protection in Canada : a report. 97-00626/1 

The Synthesis and development of a polymer 
electrolyte film for use in electrochromic (smart) 
window technology. 97-00914/1 


Traitement de la mémoire adaptative d’un système 
parallèle coopératif par des algorithmes 
génétiques. 97-00967 /1 

A User’s guide to the Ice-Ocean Forecast System 
(IOFS). 97-01080/1 


Virtual reality in housing and community planning. 
97-01059/2 


Planning, Housing and Construction 
Indus 
Advanced house technologies assessment : 
supporting documentation. 97-00962/3 


Advanced houses technologies assessment : 
summary report. 97-00973/1 

Air infiltration rate of windows under temperature 
and pressure differentials. 97-00975/2 


Building materials : volatile organic chemical 
emission characterization and database 
development. 97-00974/1 


Bulldings and the Environment, an international 
research workshop : proceedings, vol. 1 : 
research questions. 97-00913/2 

Canada-China low cost housing demonstration 
project, Shanghai : pre-feasibility assessment, 
final report. 97-01197/1 


Canadian housing statistics, 1995. 97-00638 /2 


A City of towns : alternatives for the planning and 
design of housing in St. John’s, Newfoundland. 
97-01190/3 

Comment se conformer aux exigences de 
ventilation des bâtiments résidentiels du Code 
national du bâtiment de 1995. 97-01090/1 

Commissioning plan for the building envelope : 
report. 97-01157/1 

Complying with residential ventilation 
requirements in the 1995 National Building 
Code. 97-01089/1 


Condominium Act : discussion paper. 97-01141/1 

Design and analysis of a residential greywater heat 
recovery system. 97-00978/1 

Design and performance of the Waterloo Region 
Green Home. 97-00991 /1 

E Z comers metal angle framing accessory. 
97-01189/1 

The Ecological city : Canada’s overview. 
97-01182/3 

Efficiency housing database t : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. 97-00981 /1 

Energy analysis algorithms for dual capacity GSHP 
systems for HOT 2000. 97-00977/1 

Energy impact of ventilation air distribution : final 
report. 97-00579/1 

Guide d'application de la partie 9 du Code national 
du bâtiment aux immeubles existants. 
97-01076/3 

Guide for residential indoor air quality 
investigations. 97-01201 /2 

Guide for the application of part 9 of the National 
Building Code to existing buildings. 97-01161/2 

Impact d'un programme paramunicipal sur le 
marché du logement locatif. 97-01199/2 

Innova House : Ottawa’s advanced house. 
97-00994 /2 

oe SM pour les personnes handicapées. 

97-00986 /1 


Maintaining indoor air quality through the use of 
HVAC systems. 97-00598 /1 

Maintien de la qualité de l'air intérieur au moyen 
des systèmes CVCA 97-00598/1 

La Moisissure dans les sous-sols aménagées : 
rapport final. 97-01159/1 

Molds in finished basements : final report. 
97-01159/1 

Performance monitoring of a bubble pumped solar 
domestic hot water system : final report. 
97-01204/1 

Pilacement-Habitat Desjardins : appréciation du 
programme. 97-01198/1 

Pian de mise en service de l'enveloppe du 
bâtiment. 97-01157/1 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
97-00844/1 

La Réalité virtuelle dans le logement et 
l'urbanisme. 97-01059/2 

Résultats d'un sondage auprès des participants 
aux ateliers sur les maisons performantes. 
97-00922/1 

Review of DOE-2 modelling limitations : final 
report. 97-00912/1 

Review Panel on the Greater Toronto Area Task 
Force report. 97-00970/1 

Statistiques du logement au Canada, 1995. 
97-00638/2 

Structural investigation of slender prestressed 
brick walls : a report. 97-01205/2 

Summary of C-2000 building simulation. 
97-00976/1 

Three decades of innovation in housing 
technology, 1966-96 : final report. 97-01196 /2 

Turn-key public housing : development proposal 
guidelines, up to 19 housing units, Whitehorse. 
97-00657 /2 

Ventilation system for new and existing houses 
with baseboard heating — Rev.. 97-01194/2 

Vents, ventilation, drying and pressure 
moderation. 97-01193/2 

La Ville écologique : aperçu de la situation au 
Canada 97-01183/2 

Virtual reality in housing and community planning. 
97-01059/2 


Provincial 


1993 Alternative Transportation Fuels Seminar. 
97-00841/2 


162 


February 1997 


Microfiche Collections 


MICROLOG 


— 


1993 GO Rail passenger survey : survey 
processing and survey results. 97-00834/3 

The 1995 British Columbia seafood industry : year 
in review. 97-00952/1 

1997 assessment valuation system. 97-00577 /1 

Access to the holdings of Nova Scotia libraries : 
final report — Abridged. 97-01173/1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration, cumulative ambient air 
monitoring network, 1990. 97-00849/1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, 
cumulative precipitation monitoring network, 
1991. 97-00851 /1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, daily 
precipitation and air monitoring network, 1991. 
97-00852/1 

Acidic Precipitation in Ontario Study : annual 
Statistics of concentration, cumulative ambient air 
monitoring network, 1991. 97-00850/1 

Addictions Foundation of Manitoba : Annual report 
1995-96. 97-00807 /1 

Aggregate Forum, developing an inventory that 
works for you : report of proceedings. 
97-00917/1 

Aggregate resources inventory of the Bruce Mines 
to Blind River area. 97-00892/1 

The Alberta advantage, 1996. 97-00649/1 

Alberta. Alberta Economic Development & Tourism 
: Annual report 1995-96. 97-01000/1 

Alberta. Alberta Environmental Protection : Annual 
report 1995-96. 97-01039/1 

Alberta. Alberta Family & Social Services : Annual 
report 1995-96. 97-01025/1 

Alberta. Alberta Justice : Annual report 1995-96. 
97-00998 /1 

Alberta. Alberta Labour : Annual report 1995-96. 
97-01024/1 

Alberta. Alberta Public Works, Supply & Services : 
Annual report 1995-96. 97-01023/1 

Alberta apartment vacancy and rental cost survey, 
1996. 97-01021/2 

Alberta Council on Admissions & Transfer : Annual 
report 1995-96. 97-01022/1 

Alberta economic accounts, 1994. 97-01019/1 

Alberta economic accounts, 1995. 97-01018/1 

Alberta. Office of the Information & Privacy 
Commissioner : Annual report 1995-96. 
97-01053/1 

Alberta Personnel Administration : Annual report 
1995-96. 97-00695/1 

Alberta profile, social and health indicators of 
alcohol and drug abuse : 1996 update, now 
including regional authorities — 4th ed.. 
97-01020/2 

Alberta. Safety Codes Council : Annual report 
1994. 97-01029/1 

Alberta. Safety Codes Council : Annual report 
1995. 97-01028/1 

Alberta Science & Research Authority : Annual 
report 1995-96. 97-01054/1 

Alberta’s agri-food exports, 1995. 97-00969/2 

Alternatives to hierarchy in feminist organization 
design : a case study. 97-01124/1 

Amélioration des services de garde d'enfants en 
Ontario. 97-00867 /2 

Une Analyse de l’arrière-pays du port de Trois- 
Rivières. 97-00968 /1 

Annual report as required by the Criminal Code of 
Canada, section 195(5), 1995. 97-00836/1 

Annual traffic safety report, 1994 & 1995. 
97-00580/2 

Appeal mechanisms review : final report. 
97-01051/1 

Apprenticeship training, now and the future. 
97-00634/1 


Aquatic macrophyte survey, Bay of Quinte, 1994. 
97-00868 /1 


Art Gallery of Ontario : Annual report 1985-86. 
97-01140/1 

Art Gallery of Ontario : Annual report 1986-87. 
97-01145/1 

Art Gallery of Ontario : Annual 1987-88. 
97-01143/1 one 

Art Gallery of Ontario : Annual 1988-89. 
97-01144/1 aah 

Art Gallery of Ontario : Annual 1989-90. 
97-01142/1 pa 

Art Gallery of Ontario : Annual report 1990-91. 
97-00758/1 

Arts support, 1995-96. 97-00805 /1 

Aspen managers’ handbook for British Columbia. 
97-01077/2 

An Assessment of the benefits and costs of the 
Manitoba Lotteries Corporation. 97-01074/2 

Attentional lateralization and cognitive 
development. 97-01126/1 

Aurora College (N.W.T.) : Annual report 1995. 
97-00846/1 

Bats and Forests Symposium. 97-00957 /4 

B.C. Hydro electric load forecast, 1995-6 - 2015-6. 
97-00965 /1 

Beneficiation of barite ore. 97-01103/1 

Bilan régional, secteur d'étude Montréal-Longueuil 
: Zone d'intervention prioritaire 9. 97-00645/1 

Bow River s Ic surveys, 1994-95 : preliminary 
evaluation of results. 97-01045 /2 

British Columbia archaeological impact 
assessment guidelines — 3d rev. ed.. 97-00932/1 

British Columbia inquiry into gasoline pricing : 
final report. 97-00906 /1 

British Columbia international commodity exports, 
1995. 97-00934/1 

British Columbia’s child, youth and family serving 
system, recommendations for change : report. 
97-00955/1 

British Columbia's heritage rivers : candidates for a 
provincial system. 97-00941 /1 

The Bruce-Grey County Roman Catholic Separate 
School Board : needs analysis, impact of French 
education : final report, working document. 
97-01134/1 

Bull trout spawning and rearing habitat 
requirements : summary of the literature. 
97-00925/1 

Business Developmen 
1993-94. 97-00672/1 

Business Development 
1994-95. 97-00683/1 

Business plan, 1996-97. 97-00953/1 

Canada-Alberta Flood Damage Reduction 
Program, Black Diamond-Turner Valley flood risk 
mapping study : final report. 97-01046/1 

Canada-British Columbia Agreement Respecting 
Floodplain Mapping : Annual report 1994-95. 
97-00933/1 

Canadian Rivers System background 
study : Clearwater/Christina rivers, Alberta. 
97-01042/3 

Canadian Heritage Rivers System : nomination 
document for the Clearwater River system, 
Alberta. 97-01047/1 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 1 : development of a thematic 
framework. 97-01015/1 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 3 : final report : river integrity 
and management feasibility assessment. 
97-01016/2 

Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 2 : a preliminary application of 
the evaluation framework. 97-01017/3 

Canadian Heritage Rivers Systems study of rivers 
in Alberta : executive summary. 97-01044/1 

Rapport annuel 1986-87. 97-00775/1 

Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1987-88. 97-00774/1 


t Fund : Annual report 


Fund : Annual report 


Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1988-89. 97-00773/1 

Centre for Engineering Research Inc. : Annual 
report 1995. 97-00831 /1 

The Challenge of encouraging investment in new 
rental housing in Ontario : discussion paper. 
97-00980 /2 

Characterization of the air within Money’s 
Mushrooms Composting Facility, 4369 - 190th 
Street, Surrey, B.C.. 97-00926/1 

Charting a new course : a strategic plan for the 
future of British Columbia’s college, institute and 
agency system. 97-00923/1 

Children at risk. 97-00901 /2 

Cold Lake, subregional integrated resource plan. 
97-01048/1 

Commission ontarienne de l'assurance-récolte : 
Rapport annuel 1995-96. 97-00871 /1 

Community Legal Information Association of 
Prince Edward Island : Annual report 1995-96. 
97-00845/1 

Condominium Act : discussion paper. 97-01141/1 

Condominium Property Amendment Act, 1996, 
proposed regulations : a discussion paper. 
97-01010/1 

Conseil de promotion de la coopération (Man.) : 
Rapport annuel 1995-96. 97-00811/1 

Le Conseil des écoles séparées catholiques 
romaines des comtés de Bruce-Grey : 
des besoins, répercussions de l'enseignement 
en français : rapport final, document de travail. 
97-01135/1 


Conservation Districts Authority 

report 1995-96. 97-00751/2 
e plan 1995-2000 : a blueprint for the 

future. 97-01184/1 

Court statistics : Annual report 1990-91. 
97-00741/2 

Court statistics : Annual report 1991-92. 
97-00737/1 

Court statistics : Annual report 1992-93. 
97-00736/1 

Creating a career resource centre. 97-01002/1 

Creative alternatives : summary report. 97-00921 /1 

Crop Insurance Commission of Ontario : Annual 
report 1995-96. 97-00871/1 

Cultivating island solutions : interim report. 
97-00833/1 

Current context and selected trends : a profile of 
apprenticeship and industry training in Alberta 
97-01052/1 

Curriculum materials used in the Ontario French 
language schools. 97-01122/1 

The Differential diagnostic technique : scoring the 
technique. 97-01119/1 

Directive pour la protection des élèves du système 
scolaire public contre les cas d’inconduite de la 
part d'adultes : directive pour la protection des 
élèves. 97-00820/1 

A Discrete-time macroscopic dynamic traffic 
assigment model. 97-00966 /1 

Discussion paper for the review of the cemeteries 
and prearranged funeral legislation. 97-01007 /1 

Distribution and abundance of muskoxen on 
Adelaide Peninsula, NWT, 1986 and 1992. 
97-01164/1 

Economy at a glance : Alberta. 97-00999/1 

The Effects of residential treatment upon 
personality factors in seriously disturbed 
adolescents as measured by the differential 
diagnostic technique. 97-01117/1 

Election laws and process : first report. 
97-00822/1 

Les Enfants à risque. 97-00901 /2 


Environmental protection plan for the New 
Brunswick Department of Transportation. 
97-01084/2 

Environmentally significant areas inventory : 
Grassland and Parkland Natural Regions, 
Alberta. 97-01038/3 


(Man.) : Annual 


163 


MICROLOG 


Collections de microfiches 


février 1997 


Ethical considerations ing gender selection, 
a discussion of the issues. 97-00908 /1 

Etude de la Lol de 1987 sur l'accès à l'information 
et la protection de la vie privée. 97-00670/4 

Evaluation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 
180 in NO3- : a final report. 97-00804/1 

Family directed support : diversity, hopes, 
struggles, dignity : Special Services at Home 
evaluation. 97-00839/2 

Feature film and television productions [version 
française] 1990. 97-00823/1 

Feature film and television productions 1990. 
97-00823/1 

Fetal alcohol syndrome and other alcohol-related 
birth defects -- 2d ed.. 97-01001/1 

A Financial plan for British Columbia : protecting 
medicare and education. 97-01026/1 

Fishing for answers, coastal communities and the 
BC salmon fishery : final report. 97-00958 /4 

Five year forest and range resource program, 
1996-2001. 97-00931 /1 

The Flexible Services Development Project, 1991 : 
interim status report. 97-00840/2 

Fondation ontarienne pour la recherche en 
cancérologie et le traitement du cancer : Rapport 
annuel 1995-96. 97-00876/1 


Forest management guidelines for the provision of 
marten habitat, version 1.0. 97-00599/1 


Forest management guidelines for the provision of 
pileated woodpecker habitat, version 1.0. 
97-00600/1 

Fort McMurray-Athabasca Oil Sands, subregional 
integrated resource plan. 97-01041/1 

Fort St. John Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective December 31, 1996. 97-00935/1 

Framework for monitoring and reporting regional 
health outcomes, a guide for regional health 
boards. 97-00947 /1 

The Freedom of Information Act : Annual report 
1995. 97-00692/1 


Friendship selection and quality in children with 
and without learning disabilities : final report. 
97-01120/1 

Geology and mineral deposits of the Quesnel 
River-Horsefly map area, central Quesnel trough, 
British Columbia, NTS map sheets 93A/5, 6, 7, 
11, 12, 13, 93B/9, 16, 93G/1, 93H/4. 97-00961 /2 

Geology of Mount Nansen (115-1/3) and Stoddart 
Creek (115-1/6) map areas, Dawson Range, 
central Yukon. 97-01180/3 


Granitic pegmatites in the Canadian Cordillera, 
Yukon and Northwest Territories. 97-01094 /1 


Guide pour l’amélioration des services aux 
personnes âgées canadiennes, victimes d'abus. 
97-01147/2 


A Guide to adult basic education in women’s 
bridging programs. 97-00907 /2 

A Guide to British Columbia's Forest Act and 
Forest Practices Code for participants in the 
Woodlot Licence Program and the Small 
Business Forest Enterprise Program. 97-00918/1 


A Guide to emergency planning in residential 
programs. 97-00890/2 

A Guide to promote community involvement in 
mental health planning. 97-00759/1 

Guide to the approval process for forest industry 
projects in Alberta. 97-01150/1 

Guideline for use at contaminated sites in Ontario. 
97-00602/2 

Guidelines for estimating backgrounding costs for 
weight range of 500-900 Ibs. based on 500 head, 
1996. 97-00719/1 

Guidelines for estimating cow-calf production costs 
based on a 150 cow herd, 1996. 97-00724/1 


Guidelines for estimating feedlot finishing costs for 
weight range of 650-1250 Ibs. based on 500 
head, 1996. 97-00721/1 


Guidelines for estimating shortkeep feeders for 


weight range of 900-1350 Ibs. based on 500 
head, 1996. 97-00711/1 


Guidelines for the Special Services at Home 
Program. 97-00863/1 

Harmonized sales tax : technical paper. 
97-01152/2 

Health service outcome reporting : a guide for 
health agencies. 97-00919/1 

Highway #407 east survey results. 97-00891 /1 

Hinton flood risk mapping study. 97-01043/2 

HIV prevention and injection drug use in Alberta : 
literature review, HIV prevention and non 
prescription needie use project. 97-01003/1 

Holistic learning /living is lifetong. 97-01128/1 

Identification of ferry options for Yukon River 
crossing, Dawson City, Yukon. 97-00959/1 

Immigrant landings to Ontario, January 1 to 
December 31, 1992 : summary and tables. 
97-00874/1 

Immigrants admis en Ontario du 1er janvier au 31 
décembre 1992 : sommaire et tableaux. 
97-00874/1 

Improved health for Newfoundland and Labrador 
through improved health information : final 
report. 97-01079/1 

Improving Ontario's child care system. 97-00867 /2 

In the matter of the Ontario Energy Board Act and 
in the matter of an application by the Consumer's 
Gas Company Lid. for rates : decision with 
reasons. 97-00605/3 

Information kit, emergency response systems. 
97-00862/1 

Initiation of sand production in the cold production 
process. 97-00838/1 

Injury prevention strategies for seniors and 
children in care facilities, and persons with 
disabilities : literature review. 97-00924/2 

Integrated pest management manual for structural 
pests in British Columbia. 97-00929/2 

Intergenerational programming, a bibliography of 
written reference material. 97-00791 /2 

International adult education in transition, context 
for the 1990s : final report. 97-01132/1 

The International Projects Fund. 97-00636 /1 

Inventory of environmentally significant areas in 
the Boreal Dry Mixedwood Natural Subregion, 
Peace River section, 1995-96. 97-01050/1 

Investigation into the reprocessing of Elsa tailings. 
97-01102/1 

Investing in ail our children : a handbook of social 
equity programs. 97-00909/1 

Investment climate : British Columbia, Canada, 
1996. 97-01027/1 

Justice Institute of British Columbia : Annual report 
1995-96. 97-00916/1 

Kispiox land and resource management plan. 
97-00946/1 

Lake classification and lakeshore management 
guidebook, Kamloops Forest Region. 
97-00936 /1 

Learning at home : distance education courses in 
Alberta, Saskatchewan and Manitoba, 1996-97. 
97-00997 /4 

Legal Aid Services Society of Manitoba : Annual 
report 1995-96. 97-00746/1 

Lignes directrices sur le traitement des déchets 
extracôtiers. 97-01064 /1 

Loi sur la liberté d'accès à l'information : Rapport 
annuel 1995. 97-00692/1 

Making the politics of education even more 
interesting. 97-01116/1 

Management Em 
report 1995. 97-01013/1 

Managing Ontario’s social services, agency 
relations and accountability : a discussion paper. 
97-00860 /2 

Manitoba Agricultural Credit Corporation : Annual 
report 1995-96. 97-00797 /1 

Manitoba agriculture yearbook, 1995. 97-00730/3 


Manitoba. Bureau de l'Ombudsman : Rapport 
annuel 1995. 97-00882/2 


Pension Pian : Annual 


Manitoba Centennial Centre Corporation : Annual 
report 1995-96. 97-00864 /1 

Manitoba Civil Justice Review Task Force report. 
97-00715/1 

Manitoba. Civil Legal Services : Annual report 
1995-96. 97-00777 /1 

Manitoba. Clean Environment Commission : 
Annual report 1995-96. 97-00725/1 

Manitoba. Commission des finances des écoles 
publiques : Rapport annuel 1994-95. 97-00665/1 

Manitoba Community Support Programs : Annual 
report 1995-96. 97-00733/1 

Manitoba Cooperative Loans & Loans Guarantee 
Board : Annual report 1995-96. 97-00810/1 

Manitoba. Cooperative Promotion Board : Annual 
report 1995-96. 97-00811/1 

Manitoba Crop Insurance Corporation : Annual 
report 1995-96. 97-00745/1 

Manitoba. Crown ions Council : Annual 
report 1995. 97-00753/1 

Manitoba Decentralization : Annual report 1995-96. 
97-00813/1 

Manitoba. Dept. of Northern Affairs : Annual report 
1995-96. 97-00809/1 

Manitoba. Education et formation professionnelle 
Manitoba : Rapport annuel 1995-96. 97-00744/3 

Manitoba Farm Mediation Board : Annual report 
1995-96. 97-00814/1 

Manitoba. Fiscal Stabilization Fund : Annual report 
1995-96. 97-00789/1 

Manitoba. Fitness Directorate [and] Manitoba. 
Sport Directorate : Annual report 1995-96. 
97-00734/1 

Manitoba Hazardous Waste Management 
Corporation : Annual report 1995-96. 97-00835/1 

Manitoba Health Research Council : Annual report 
1995-96. 97-00731/1 

Manitoba Hospital Capital Financing Authority : 
Management report 1995-96. 97-00819/1 

Manitoba Human Rights Commission : Annual 
report 1995. 97-00748/1 

Manitoba Labour : Annual report 1995-96. 
97-00742/1 

Manitoba. Land Management Services Agency : 
Annual report 1995-96. 97-00620/1 

Manitoba Lotteries Corporation : Annual report 
1995-96. 97-00765/1 

Manitoba. Manitoba Education & Training : Annual 
report 1995-96. 97-00744/3 

Manitoba. Manitoba Environment. Annual report 
1995-96. 97-00790/1 

Manitoba. Manitoba Family Services : Annual 
report 1995-96. 97-00794 /2 

Manitoba. Manitoba Finance : Annual report 
1995-1996. 97-00808 /1 

Manitoba. Manitoba Government Services : Annual 
report 1995-96. 97-00799/1 

Manitoba. Manitoba Health : Annual report 
1995-96. 97-00800 /2 

Manitoba. Manitoba Highways & Transportation : 
Annual report 1995-96. 97-00798 /1 

Manitoba. Manitoba Industry, Trade & Tourism : 
Annual report 1995-96. 97-00793/1 

Manitoba. Multiculturalism Secretariat : Annual 
report 1995-96. 97-00754/1 

Manitoba. Office des préts et de garantie de préts 
aux coopératives : Rapport annuel 1995-96. 
97-00810/1 

Manitoba. Office of the Ombudsman : Annual 
report 1995. 97-00882/2 

Manitoba Properties Inc. Group of Companies : 
Financial statements. 97-00843/1 

Manitoba Public Trustee : Annual report 1995-96. 
97-00743/1 

Manitoba. Seniors Directorate : Annual report 
1995-96. 97-00795/1 


Manitoba. Special Operating Agencies Financing 
Authority : Annual report 1995-96. 97-00815/2 


164 


February 1997 


Manitoba Sustainable Development Innovations 
Fund : Annual report 1995-96. 97-00803/1 

Manitoba Trading Corporation : Annual report 
1995-96. 97-00732/1 

Manitoba Universities Grants Commission : 
Annual report 1995-96. 97-00749/1 

Manitoba. Victims Assistance Committee : Annual 
report 1993-94. 97-00755/1 

Manitoba Women’s Advi 
report 1995-96. 97-00752/1 

Manitou Sand Hills integrated resource 
management plan. 97-00596 /2 


Council : Annual 


97 

elie Aarons 4 study for value-added strawberry 

ucts, product and market assessment : final 

ase 97-00578/1 

Measuring up : second annual report on the 
performance of the Government of Alberta, 
1995-96 results. 97-00987 /2 

Mental health and depression among adolescents 
in Latvia. 97-01127/1 

Moose Jaw-Thunder Creek Health District, 1995 
elections : final report. 97-00593/1 

Moose Mountain Health District, 1995 elections : 
final report. 97-00592/1 

A More progressive system for determining 
disability in Ontario’s social assistance programs 
: report. 97-00861 /3 

Morice Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective November 1, 1996. 97-00943/1 

Music bibliography. 97-01133/1 

The Myth of the self-managing team. 97-01125/1 

Natural regeneration of Ontario’s major 
commercial coniferous species : a bibliography. 
97-00604 /2 

The Nature of teaching and learning by high 
school students in the workplace. 97-01136/3 

New Brunswick. Fisheries & Aquaculture New 
Brunswick : Annual report 1995-96. 97-00842/1 

New Brunswick. Human Resources Development- 
NB: Annual report 1995-96. 97-00709/1 

New Careers Corporation (Sask.) : Annual report 
1995-96. 97-00858 /1 

North American Alliance for Popular and Adult 
Education : historical background. 97-01131/1 

North Central Health District, 1995 elections : final 
report. 97-00591 /1 

North-East Health District, 1995 elections : final 
report. 97-00590/1 

North Valley Health District, 1995 elections : final 
report. 97-00589/1 

Northern Ontario Heritage Fund Corporation : 
Annual report 1990-91. 97-01149/1 

Northwest Health District, 1995 elections : final 
report. 97-00588 /1 

Northwest Territories. Office of the Fire Marshal : 
Annual report 1994. 97-00597 /2 

Northwest Territories. Victims Assistance 
Committee : Annual report 1992-93. 97-01191/1 

Northwest Territories. Victims Assistance 
Committee : Annual report 1994-95. 97-01181/1 

Nouveau-Brunswick. Développement des 
ressources humaines-NB : Rapport annuel 
1995-96. 97-00709/1 

Nouveau-Brunswick. Péches et aquaculture 
Nouveau-Brunswick : Rapport annuel 1995-96. 
97-00842/1 

Nova Scotia cultural tourism : discussion paper. 
97-01174/1 

Nova Scotia Gaming Control Commission : Annual 
report 1995-96. 97-00642/5 

Nova Scotia Gaming Corporation : Annual report 
1995-96. 97-00619/1 

Offshore waste treatment guidelines. 97-01064/1 

Oldman River Dam Environmental Advisory 
Committee : interim report and 
recommendations. 97-01012/1 


Les Marchés intérieurs du tourisme ontarien, 1992. 
00985 /2 


Microfiche Collections 


Oldman River Dam, mercury in fish : interim report, 
1994. 97-01037/1 a. 

Ontario. Agence pour la santé et la sécurité au 
travail : Rapport annuel 1990. 97-00778/1 


Ontario. Bureau du registraire général : Rapport 
annuel 1992. 97-00905/1 


Ontario. Bureau du registraire général : Rapport 
annuel 1993. 97-00930/1 


Ontario Cancer Treatment & Research Foundation 
: Annual report 1995-96. 97-00875/1 


Ontario. Commission de révision de l’aide sociale : 


Rapport annuel 1993-94. 97-00796 /2 

Ontario. Commission des accidents du travail : 
Rapport annuel 1993. 97-00764/1 

Ontario dimension stone producers and 
processors : directory 94. 97-00678/1 

Ontario. Environmental Assessment Board 
Annual report 1976-77. 97-00611/1 

Ontario. Environmental Assessment Board : 
Annual report 1977-78. 97-00612/1 

Ontario. Environmental Assessment Board : 
Annual report 1978-79. 97-00606 /1 

Ontario. Environmental Assessment Board : 
Annual report 1979-80. 97-00610/1 

Ontario. Environmental Assessment Board : 
Annual report 1980-81. 97-00609/1 

Ontario. Environmental Assessment Board : 
Annual report 1981-82. 97-00608 /1 

Ontario. Environmental Assessment Board : 
Annual report 1982-83. 97-00607 /1 

Ontario International Corporation : Annual report 
1981-82. 97-00669/1 

Ontario International Corporation : Annual report 
1982-83. 97-00668 /1 

Ontario International Corporation : Annual report 
1987-88. 97-00624/1 

Ontario International Corporation : Annual report 
1988-89. 97-00623/1 

Ontario International Corporation : Annual report 
1989-90. 97-00622/1 

Ontario Mental Health Foundation : Annual report 
1993-94. 97-00621 /1 

Ontario Mental Health Foundation : Annual report 
1995-96. 97-00872/1 

Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1979-80. 
97-00878/2 

Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1980-81. 
97-00877 /1 

Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1981-82. 
97-00880/1 

Ontario. Ministère de la consommation et du 
commerce : Rapport annuel 1991-92. 
97-00848/1 

Ontario. Ministry of Consumer.& Commercial 
Relations : Annual report 1979-80. 97-00878/2 


Ontario. Ministry of Consumer & Commercial 
Relations : Annual report 1991-92. 97-00848 /1 

Ontario. Ministry of Correctional Services : Annual 
report 1979-80. 97-01035/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1979-80. 
97-00889/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1980-81. 
97-00888 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1981-82. 
97-00887 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1982-83. 
97-00886 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1983-84. 
97-00885/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1985-86. 
97-00884/1 


MICROLOG 


Ontario. Office of the istrar General : Annual 
report 1980. 97-00857 /1 

Ontario. Office of the istrar General : Annual 
report 1981. 97-00856/1 

Ontario. Office of the Registrar General : Annual 
report 1982-83. 97-00995/1 

Ontario. Office of the istrar General : Annual 
report 1982. 97-00855/1 

Ontario. Office of the istrar General : Annual 
report 1984. 97-00854 /1 

Ontario. Office of the istrar General : Annual 
report 1985. 97-01034/1 

Ontario. Office of the istrar General : Annual 
report 1986. 97-01033/1 

Ontario. Office of the istrar General : Annual 
report 1987. 97-00853/1 

Ontario. Office of the istrar General : Annual 
report 1991. 97-00904 /1 

Ontario. Office of the istrar General : Annual 
report 1992. 97-00905 /1 

Ontario Piace Corporation : Annual report 1981-82. 
97-00637 /1 

Ontario Place Corporation : Annual report 1982-83. 
97-00667 /1 

Ontario Place Corporation : Annual report 1983-84. 
97-00666 /1 

Ontario Place Corporation : Annual report 1987-88. 
97-00614/1 

Ontario Piace Corporation : Annual report 1991-92. 
97-00641 /1 

Ontario Place : Rapport annuel 1987-88. 
97-00614/1 

Ontario Place : Rapport annuel 1991-92. 
97-00641 /1 

Ontario : Rapport annuel 1995-96. 97-00865/1 

Ontario Sheep Improvement Programs : Annual 
report 1994. 97-01092/1 

Ontario. Social Assistance Review Board : Annual 
report 1993-94. 97-00796/2 

Ontario. Sustainable Forestry Program : Annual 
report 1992-93. 97-01087/1 

Ontario. Workers’ Compensation Board : Annual 
report 1993. 97-00763/1 

Ontario. Workplace Health & Safety Agency : 
Annual report 1990. 97-00778/1 

Ontario’s Growth and Yield : 1993-94 annual 
report. 97-00837 /1 

Ontario’s international travel markets, 1994. 
97-00988 /2 

Ottawa Congress Centre (Ont.) : Annual report 
1986-87. 97-00775/1 

Ottawa Congress Centre (Ont.) : Annual report 
1987-88. 97-00774/1 

Ottawa Congress Centre (Ont.) : Annual report 
1988-89. 97-00773/1 

An Overview of water quality in Frank Lake, 
1990-93. 97-01014/1 

Overview, Sport Discovery II : provincial sport 
organizations best practices. 97-00944/1 

Parkland Health District, 1995 elections : final 
report. 97-00613/1 

Pasquia Health District, 1995 elections : final 
report. 97-00587 /1 

Patterns of participation in Ontario adult education 
: small scale research final report, 1992-93. 
97-01130/1 

Pembina River Provincial Park management plan. 
97-01049/1 

People and prosperity, a human resource strategy 
for Alberta : discussion paper. 97-01004/1 

Pipestone Health District, 1995 elections : final 
report. 97-00586 /1 

Pianning Ontario’s health care services in the 
1990s : guide to District Health Council planning. 
97-00883/1 

Policy for the protection of pupils in the public 
school system from misconduct by adults : pupil 
protection policy. 97-00820/1 


165 


MICROLOG 


Collections de microfiches 


février 1997 


Ports policy in British Columbia. 97-00948/2 

Post-secondary education programs in Alberta, 
1996-97. 97-00996/7 

Prairie West Health District, 1995 elections : final 
report. 97-00585 /1 

Preventing workplace violence, a guide for the BC 
public service. 97-00942/1 

Primary health care review. 97-00816/2 

Prince Albert Health District, 1995 elections : final 
report. 97-00584 /1 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
97-00844/1 

Les Producteurs et les entreprises de 
transformation de la pierre d’échantillon de 
l'Ontario : répertoire 94. 97-00678/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1988-89. 
97-01088/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1986-87. 
97-01072/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1987-88. 
97-01073/1 

Progress report on initiatives for the conservation 
of biodiversity in British Columbia. 97-00939/1 

Proposals for harmonization of cost of credit 
disclosure laws in Canada. 97-01005/1 


Proposed changes to the legislation regulating the 
cemetery and funeral industries : discussion 
paper Il. 97-01006 /1 

Province of British Columbia pooled investment 
portfolios : financial statements, 1995-96. 
97-00964 /1 

Public accounts, vol. 3 : summary financial 
statements, 1995-96. 97-00740/1 

Public accounts, 1995-96. 97-00750/4 

The Public Contributions Act : Annual report 1992. 
97-01040/8 

The Public Contributions Act : Annual report 1993. 
97-01009/10 

The Public Contributions Act : Annual report 1994. 
97-01008 /8 

The Public Service Group Insurance Fund : 
benefits summary and auditor’s report and 
financial statements, 1995-96. 97-00735/1 

Public Service Pension Pian : Annual report 1995. 
97-01030/1 

Publications catalogue, 1996. 97-00802/1 

Quality assurance in hardwood tree-marking : a 
case study. 97-00603/1 

Rapport conformément à l’article 123 du règlement 
concernant l'état d'urgence et les problèmes 
financiers de l’agriculture en Ontario. 97-00896 /1 

Rapport conformément à l’article 123 du règlement 
concernant la prestation des services à la 
Commission des accidents du travail. 
97-00898 /2 

Rapport en vertu du Règlement 108 sur les 
casques de cycliste. 97-00900 /1 

Rapport sur la délivrance graduelle des permis de 
conduire. 97-00954 /1 

Rapport sur l'ensemble de mesures de protection 
des locataires. 97-00601 /5 

Rapport sur les allégations d'infraction aux 
consignes sur les conflits d'interêt du premier 
ministre faites à l'encontre d’Evelyn Gigantes, 
députée et ministre du logement. 97-00677 /4 

Recommendations from the Task Force on Strict 
Discipline for Young Offenders. 97-00866 /1 

Regeneration and surface condition trends 
following forest harvesting on peatlands. 
97-00870/1 

Regina Health District, 1995 elections : final report. 
97-00583/1 

Regulatory reform report -- Updated. 97-01055/11 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1992. 
97-00640 /1 


Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1993. 
97-00639/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1994. 
97-00660/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1995. 
97-00659/1 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. two : background 
reports. 97-00910/4 


Report of the Special Commission on the Greater 
Victoria Water Supply, vol. one : main report. 
97-00911/3 


on Argosy Financial Group of Canada. 

97-00847 /1 

Report on graduated licensing. 97-00954 /1 

Report on plant closures and community and 
employee adjustment. 97-00899/1 

Report on small scale : preparing a study of 
introductory courses. 97-01118/1 

Report on tenant protection package. 97-00601 /5 


Report on the Municipal Freedom of Information 
and Protection of Privacy Act, 1989. 97-00676 /2 


Report regarding allegations of breach of the 
Premiers conflict of interest guidelines made 
against Evelyn Gigantes, M.P.P. and Minister of 
Housing. 97-00677 /4 


A Report to Manitoba Lotteries Corporation 
reviewing analysis of the net social benefits from 
legalized bling in the province of Manitoba. 
97-01075/1 

Report to the Workers’ Compensation Board on 
Dupuytren's contracture and hand injury. 
97-00792/2 

Report under Standing Order 108 on bicycle 
helmets. 97-00900/1 

Report under Standing Order 123 on service 
delivery at the Workers’ Compensation Board. 
97-00898 /2 

Report under Standing Order 123 on the state of 
emergency and the income crunch in Ontario 
agriculture. 97-00896 /1 

Reporting health performance : elective procedure 
waiting times in Nova Scotia, 1992-96. 
97-01169/1 

Résumé du programme Ontario au travail. 
97-00869/1 

Review of the Freedom of Information and 
Protection of Privacy Act, 1987. 97-00670/4 

Review Panel on the Greater Toronto Area Task 
Force report. 97-00970/1 


Saint John Fundy Region Development 
Commission : Annual report 1995-96. 
$7-00582/1 

Saskatchewan Dairy Study : report of the 1995 
study. 97-00661 /1 

Saskatchewan state of the environment report : 
contributor guidelines. 97-00675/1 

School success and school problems, parental 
attributes in the multicultural settings : 
departmental small scale 1993/94 report. 
97-01123/1 

Science North (Ont.) : Annual report 1994-95. 
97-00873/1 

Sensitivity of Alberta lakes to acidifying deposition 
: an update of sensitivity maps with emphasis on 
109 northem lakes. 97-01036/1 

Service des bibliothèques de l'Ontario Sud : 
Rapport annuel 1992-93. 97-00903/1 

Service des bibliothèques de l'Ontario Sud : 
Rapport annuel 1993-94. 97-00902/1 

Services aux personnes âgées canadiennes 
victimes d'abus. 97-01069/2 

Short term directions : annual report on results, 
1993-94. 97-00897 /1 

Short term directions : annual report on results, 
1994-95. 97-00895 /1 

Short-term dynamic psychotherapy : summary 
report. 97-01129/1 


La Situation des petites entreprises : rapport 
annuel sur les petites entreprises en Ontario, 
1990. 97-00824 /2 

Small business growth and employment in British 
Columbia. 97-00945/1 

Société de gestion du fonds du patrimoine du nord 
de I’Ontario : Rapport annuel 1990-91. 
97-01149/1 

Société internationale de l'Ontario : Rapport 
annuel 1987-88. 97-00624/1 

Société internationale de l'Ontario : Rapport 
annuel 1988-89. 97-00623/1 

Société internationale de l'Ontario : Rapport 
annuel 1989-90. 97-00622/1 

Société québécoise des transports : Rapport 
annuel 1995. 97-00785/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1988-89. 
97-01088/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1986-87. 
97-01072/1 

Soil & Water Environmental Enhancement 
Program (Canada) : Annual report 1987-88. 
97-01073/1 

Les Soins de santé primaires. 97-00817/2 

South Central Health District, 1995 elections : final 
report. 97-00650/1 

South Country Health District, 1995 elections : final 
report. 97-00693/1 

Special Forces Pension Pian : Annual report 1995. 
97-01031/1 

Special report on Farm Q Lid.. 97-00821/1 

Speech from the Throne delivered at the opening 
of the first session of the forty-third general 
assembly of the Province of Newfoundland, 
Wednesday, March 20th, 1996. 97-01171/1 

Sport and recreation, towards 2000 : draft 
summary of findings and strategies for action. 
97-00655/1 

St. Clair Parkway Commission (Oni.) : Annual 
report 1981. 97-00894/1 

St. Clair Parkway Commission (Ont.) : Annual 
report 1982. 97-00893/1 

Statistical supplement to the annual report 1993. 
97-00772/1 

Statistiques fiscales des particuliers, année 
d'imposition 1994. 97-01061/3 

Strategic social plan consultation paper. 
97-00762/2 

A Strategy for adult literacy /education in Prince 
Edward Island. 97-00832/1 


Strathcona-Westmin Provincial Park master plan. 
97-00927 /1 

Summary of Crystal Peak Garnet Quarry project 
review, 1989-96. 97-00940/1 

A Summary of the Ontario works program. 
97-00869 /1 


Synthése des connaissances sur les aspects 
physiques et chimiques de l'eau et des 
sédiments du Saguenay : rapport technique, 
zones d'intervention prioritaire 22 et 23. 
97-00644/3 

Talking about crime : Committee report. 
97-00760/2 

La Taxe de vente harmonisée : document 
technique. 97-01167/2 

Teachers’ Pension Pian : Annual report 1995. 
97-00963/1 

Testing the viability of floater dredging in frozen 
ground. 97-01098/1 

Think globally, search locally : a strategic plan for 
the implementation of a multitype library system 
in Saskatchewan, part Il : multitype library 
system workbook. 97-00595 /1 

Towards quality assurance : an information 
manual for shellfish growers in British Columbia. 
97-00937 /2 

Traitement de la mémoire adaptative d'un système 
parallèle coopératif par des algorithmes 
génétiques. 97-00967 /1 


166 


February 1997 


Microfiche Collections 


MICROLOG 


eee 


Tree Farm Licence 30, issued to Northwood Pulp 
and Timber Ltd. : rationale for allowable annual 
cut (AAC) determination, effective October 1, 
1996. 97-00928/1 

Tree Farm Licence 35, issued to Weyerhaeuser 
Canada Limited : rationale for allowable annual 
cut determination, effective November 1, 1996. 
97-00938/1 

Tree Farm Licence 48, issued to Canadian Forest 
Products Limited : rationale for allowable annual 
cut determination, effective December 31, 1996. 
97-00950/1 

Tree Farm Licence TFL 18 : rationale for allowable 
annual cut (AAC) determination, effective 
October 1, 1995. 97-00951 /1 

Trillium Foundation (Ont.) : Annual report 1988-89. 
97-00784/1 

Turn-key public housing : development proposal 
guidelines, up to 19 housing units, Whitehorse. 
97-00657 /2 

Twenty-third general election, June 21, 1995 : 
report. 97-00581 /2 

Twin Rivers Health District, 1995 elections : final 
report. 97-00594 /1 

Understanding utility regulation, a participants’ 
guide to the British Columbia Utilities 
Commission. 97-00956 /2 

University of Manitoba : Annual financial report 
1995-96. 97-00727/1 

Vancouver Region, acute care and rehabilitation 
services study : final report. 97-00920/2 

Venture Manitoba Tours Lid. : Financial statements 
1996 and 1995. 97-00818/1 

A Vision for the future, Alberta Apprenticeship and 
Industry Training : a discussion paper. 
97-01011/1 

Williams Creek project : thermal leach project, test 
heap leach at Carmacks, Yukon Territory, 
Canada. 97-01104/1 

The Woodiot Licence Program : an operational 
overview. 97-01091 /1 

Working bibliography : education and cultural 
studies. 97-01121/1 

Working Group to Identify the Regional Resources 
Necessary to Resume the Downsizing of 
Riverview Hospital : report. 97-00949/1 

Yukon coal inventory, 1994. 97-01105/2 

Yukon Driver Control Board : Report to the Minister 
1995. 97-00780/1 

Yukon farm survey, 1991. 97-00654/1 

Yukon geoscience, a blueprint for the future : 
transactions of the first Yukon Geoscience 
Planning Workshop. 97-01108/1 

Yukon Health & Social Services Council : Annual 
report 1994-95. 97-00662/1 

Yukon Human Rights Commission : Report on 
activities 1994-95. 97-00671/1 

Yukon Lottery Commission : Annual report 
1994-95. 97-00781 /1 

Yukon metallogeny : recent developments. 
97-01110/1 

Yukon Public Service Staff Relations Board : 
Annual report 1991-92. 97-00771/1 

Yukon Public Service Staff Relations Board : 
Annual report 1993-94. 97-00770/1 

Yukon Public Service Staff Relations Board : 
Annual report 1994-95. 97-00769/1 

Yukon Teachers’ Staff Relations Board : Annual 
report 1991-92. 97-00768/1 

Yukon Teachers’ Staff Relations Board : Annual 
report 1993-94. 97-00767/1 

Yukon Teachers’ Staff Relations Board : Annual 
report 1994-95. 97-00766/1 

Yukon Territory. Dept. of Government Services : 
Annual report 1994-95. 97-00779/1 

Yukon Territory. Motor Transport Board : Annual 
report 1994-95. 97-00651 /1 


Public administration 
1997 assessment valuation system. 97-00577 /1 


Alberta. Alberta Public Works, Supply 
Annual report 1995-96. 97-01023/1 

Alberta economic accounts, 1994. 97-01019/1 

Alberta economic accounts, 1995. 97-01018/1 

Alberta. Office of the Information & 
Commissioner : Annual report 1995-96. 
97-01053/1 

Alberta Personnel Administration : Annual report 
1995-96. 97-00695 /1 

Arts support, 1995-96. 97-00805 /1 

pris Columbia's child, youth and family serving 
system, recommendations for change : report. 
97-00955 /1 

Commission du droit d'auteur (Canada) : Rapport 
annuel 1995-96. 97-00990/1 

Comptes publics du Canada, 1995-96. 
97-01056/12 

Copyright Board Canada : Annual report 1995-96. 
97-00990 /1 

Disentanglement in several jurisdictions, 
comparisons with Ontario : a report. 97-01065/2 

Economic reference tables, 1996. 97-00720/2 

Election laws and process : first report. 
97-00822/1 

A Financial plan for British Columbia : protecting 
medicare and education. 97-01026/1 

Gouvernement du Canada : dépenses fiscales, 
1995. 97-00761 /2 

Government response to the Standing Committee 
on Foreign Affairs and International Trade on 
Canadian SMEs in the world economy : 

ing effective business-government 

partnership for international success. 97-01066/1 

Guide de restructuration des procédés liés à la 
rémunération et aux avantages sociaux. 
97-00757/3 

Guide for re-engineering pay and benefits. 
97-00756/3 

Harmonized sales tax : technical paper. 
97-01152/2 

Les Langues officielles dans les institutions 
fédérales : Rapport annuel 1995-96. 97-00739/2 

Management Employees Pension Pian : Annual 
report 1995. 97-01013/1 

Managing Ontario's social services, agency 
relations and accountability : a discussion paper. 
97-00860/2 

Manitoba. Bureau de l'Ombudsman : Rapport 
annuel 1995. 97-00882/2 

Manitoba. Civil Legal Services : Annual report 
1995-96. 97-00777/1 

Manitoba. Cooperative Loans & Loans Guarantee 
Board : Annual report 1995-96. 97-00810/1 

Manitoba. Crown Corporations Council : Annual 
report 1995. 97-00753/1 

Manitoba Decentralization : Annual report 1995-96. 
97-00813/1 

Manitoba. Dept. of Northern Affairs : Annual report 
1995-96. 97-00809/1 

Manitoba. Fiscal Stabilization Fund : Annual report 
1995-96. 97-00789/1 

Manitoba Land Management Services Agency : 
Annual report 1995-96. 97-00620/1 

Manitoba. Manitoba Finance : Annual report 
1995-1996. 97-00808 /1 

Manitoba. Manitoba Government Services : Annual 
report 1995-96. 97-00799/1 

Manitoba. Office des prêts et de garantie de prêts 
aux coopératives : Rapport annuel 1995-96. 
97-00810/1 

Manitoba. Office of the Ombudsman : Annual 
report 1995. 97-00882/2 

Manitoba Properties Inc. Group of Companies : 
Financial statements. 97-00843/1 

Manitoba Public Trustee : Annual report 1995-96. 


97-00743/1 
Manitoba. Special Operating Agencies Financing 


Authority : Annual report 1995-96. 97-00815/2 

Measuring up : second annual report on the 
performance of the Government of Alberta, 
1995-96 results. 97-00987 /2 


& Services : 


Moose Jaw-Thunder Creek Health District, 1995 
elections : final report. 97-00593 /1 

Moose Mountain Health District, 1995 elections : 
final report. 97-00592/1 

North Central Health District, 1995 elections : final 
report. 97-00591 /1 

North-East Health District, 1995 elections : final 
report. 97-00590/1 

North Valley Health District, 1995 elections : final 
report. 97-00589/1 

Northern Ontario Heritage Fund Corporation : 
Annual report 1990-91. 97-01149/1 

Northwest Health District, 1995 elections : final 
report. 97-00588 /1 

Official languages in federal institutions : Annual 
report 1995-96. 97-00739/2 

Ontario. Commission de révision de l’aide sociale : 
Rapport annuel 1993-94. 97-00796 /2 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1979-80. 
97-00889/1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1980-81. 
97-00888 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1981-82. 
97-00887 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1982-83. 
97-00886 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1983-84. 
97-00885 /1 

Ontario. Office of the Public Trustee : Financial 
statements and report on the audit 1985-86. 
97-00884 /1 

Ontario. Office of the Registrar General : Annual 
report 1982-83. 97-00995 /1 

Ontario : Rapport annuel 1995-96. 97-00865 /1 

Ontario. Social Assistance Review Board : Annual 
report 1993-94. 97-00796/2 

Parkland Health District, 1995 elections : final 
report. 97-00613/1 

Pasquia Health District, 1995 elections : final 
report. 97-00587 /1 

Pipestone Health District, 1995 elections : final 
report. 97-00586 /1 

Plan d'activités, 1996-97. 97-00664/1 

Prairie West Health District, 1995 elections : final 
report. 97-00585 /1 

Les Présidents de la Chambre des communes. 
97-01166/2 

Prince Albert Health District, 1995 elections : final 
report. 97-00584 /1 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
97-00844 /1 

Province of British Columbia pooled investment 
portfolios : financial statements, 1995-96. 
97-00964 /1 

Public accounts of Canada, 1995-96. 97-01139/11 

Public accounts, vol. 3 : summary financial 
statements, 1995-96. 97-00740/1 

Public accounts, 1995-96. 97-00750/4 

The Public Contributions Act : Annual report 1992. 
97-01040/8 

The Public Contributions Act : Annual report 1993. 
97-01009/10 

The Public Contributions Act : Annual report 1994. 
97-01008/8 

The Public Service Group Insurance Fund : 
benefits summary and auditor's report and 
financial statements, 1995-96. 97-00735/1 

Public Service Pension Plan : Annual report 1995. 
97-01030/1 

Rapport sur les allégations d'infraction aux 
consignes sur les conflits d'interêt du premier 
ministre faites à l'encontre d’Evetyn Gigantes, 
députée et ministre du logement. 97-00677 /4 


167 


MICROLOG 


Collections de microfiches 


février 1997 


Regina Health District, 1995 elections : final report. 
97-00583/1 

Regulatory reform report — Updated. 97-01055/1 

Réponse du gouvernement au rapport du Comité 
permanent des affaires étrangéres et du 
commerce international intitulé les PME 
canadiennes dans l’économie mondiale : 
optimiser le partenariat entreprises-secteur 
public pour réussir sur les marchés 
internationaux. 97-01066/1 

Report no. 2 for consideration by the Council of 
the Corporation of the City of Toronto at 1996 
Council Meeting no. 2 on December 18, 1995. 
97-01186/3 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1992. 
97-00640/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1993. 
97-00639/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1994. 
97-00660/1 

Report of the Chief Electoral Officer of the Yukon 
on contributions to political parties during 1995. 
97-00659/1 

Report on Argosy Financial Group of Canada. 
97-00847 /1 

Report on the Municipal Freedom of Information 
and Protection of Privacy Act, 1989. 97-00676 /2 

Report regarding allegations of breach of the 
Premier’s conflict of interest guidelines made 
against Evelyn Gigantes, M.P.P. and Minister of 
Housing. 97-00677 /4 

Review of the Freedom of Information and 
Protection of Privacy Act, 1987. 97-00670/4 

Review Panel on the Greater Toronto Area Task 
Force report. 97-00970/1 

Société de gestion du fonds du patrimoine du nord 
de l'Ontario : Rapport annuel 1990-91. 
97-01149/1 

South Central Health District, 1995 elections : final 
report. 97-00650 /1 

South Country Health District, 1995 elections : final 
report. 97-00693/1 

Speakers of the House of Commons. 97-01165/2 

Special Forces Pension Plan : Annual report 1995. 
97-01031/1 

Special report on Farm Q Lid.. 97-00821/1 

Speech from the Throne delivered at the opening 
of the first session of the forty-third general 
assembly of the Province of Newfoundiand, 
Wednesday, March 20th, 1996. 97-01171/1 

Statistiques fiscales des particuliers, année 
d'imposition 1994. 97-01061/3 

Tableaux de référence économiques, 1996. 
97-00722/2 

La Taxe de vente harmonisée : document 
technique. 97-01167/2 

Twenty-third general election, June 21, 1995 : 
report. 97-00581 /2 

Twin Rivers Health District, 1995 elections : final 
report. 97-00594 /1 

Yukon Public Service Staff Relations Board : 
Annual report 1991-92. 97-00771/1 

Yukon Public Service Staff Relations Board : 
Annual report 1993-94. 97-00770/1 

Yukon Public Service Staff Relations Board : 
Annual report 1994-95. 97-00769/1 

Yukon Territory. Dept. of Government Services : 
Annual report 1994-95. 97-00779/1 

Public works 

Alberta. Alberta Public Works, Supply & Services : 
Annual report 1995-96. 97-01023/1 

Alberta. Safety Codes Council : Annual report 
1994. 97-01029/1 

Alberta. Safety Codes Council : Annual report 
1995. 97-01028/1 

B.C. Hydro electric load forecast, 1995-6 - 2015-6. 
97-00965/1 
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Rapport annuel 1986-87. 97-00775/1 

Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1987-88. 97-00774/1 

Centre des congrès d'Ottawa (Ont.) : Rapport 
annuel 1988-89. 97-00773/1 

Environmental protection plan for the New 
Brunswick Department of Transportation. 
97-01084/2 

Fire fighting capability assessment program, 
Pickering NGS. 97-00698 /1 

A Guide to emergency planning in residential 
programs. 97-00890 /2 

Guide to the Federal Real Act and Federal 
Real Property Regulations. 97-00738/2 

Guidelines on the use of stable lodine as a 
prophylactic measure during nuclear 
emergencies. 97-00617/1 

Identification of ferry options for Yukon River 
crossing, Dawson City, Yukon. 97-00959/1 

Information kit, emergency response systems. 
97-00862/1 

Manitoba. Crown 
report 1995. 97-00753/1 

Marine oil spill preparedness and se regime 
: report to Parliament, 1996. 97-01082/1 

Northwest Territories. Office of the Fire Marshal : 
Annual report 1994. 97-00597 /2 

Ottawa Congress Centre (Ont.) : Annual report 
1986-87. 97-00775/1 

Ottawa Congress Centre (Ont.) : Annual report 
1987-88. 97-00774/1 

Ottawa Congress Centre (Ont.) : Annual report 
1988-89. 97-00773/1 

Ports policy in British Columbia. 97-00948 /2 

Prince Edward Island. Island og eid! & Appeals 
Commission : Annual report 1995- 
97-00844 /1 

Régime de préparation et d'intervention en cas de 
déversement d'hydrocarbures en milieu marin : 
rapport au Parlement, 1996. 97-01082/1 

Report no. 2 for consideration by the Council of 
the Corporation of the City of Toronto at 1996 
Council Meeting no. 2 on December 18, 1995. 
97-01186/3 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. two : background 
reports. 97-00910/4 

Report of the Special Commission on the Greater 
Victoria Water Supply, vol. one : main report. 
97-00911/3 

Short term directions : annual report on results, 
1993-94. 97-00897/1 

Short term directions : annual report on results, 
1994-95. 97-00895 /1 

St. Clair Parkway Commission (Ont.) : Annual 
report 1981. 97-00894 /1 

St. Clair Parkway Commission (Ont.) : Annual 
report 1982. 97-00893/1 

Understanding utility regulation, a participants’ 
guide to the British Columbia Utilities 
Commission. 97-00956 /2 


ions Council : Annual 


Quebec 


Une Analyse de l'arrière-pays du port de Trois- 
Rivières. 97-00968/1 

Assem d'oiseaux en hiver dans des 
urbains de 39 villes des basses-terres du Saint- 
Laurent : richesse, habitat et comparaison 
biogéographique. 97-00643 /2 

Bilan régional, secteur d'étude Montréal-Longueuil 
: Zone d'intervention prioritaire 9. 97-00645 /1 

Développement d'un modèle de planification 
forestière qui utilise l’unité écologique comme 
base de travail, projet no 2005. 97-00674/2 

A Discrete-time macroscopic dynamic traffic 
assigment model. 97-00966 /1 

Étude de productivité : utilisation de la traction 
animale des chevaux en complément de la force 
mécanique, projet no 1121. 97-00673/1 

Évaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1995. 97-00653/1 


Impact d'un programme paramunicipal sur le 
marché du logement locatif. 97-01199/2 

Modern and historic liquefaction in Ferland, 
Quebec. 97-00703/1 

Les Péches maritimes du Québec : revue 
statistique annuelle, 1994-95. 97-01032/3 


Piacement-Habitat Desjardins : appréciation du 
programme. 97-01198/1 

Portrait temporel et spatial du niveau d’acidité des 
eaux de surface du Québec méridional de 1985 
à 1995. 97-01153/1 


Probabilistic seismic hazard assessment, Gentilly 
2. 97-00696/2 

Société québécoise des transports : Rapport 
annuel 1995. 97-00785/1 

Statistiques fiscales des particuliers, année 
d'imposition 1994. 97-01061/3 

Synthèse des connaissances sur les aspects 
physiques et chimiques de l'eau et des 
sédiments du Saguenay : rapport technique, 
zones d'intervention prioritaire 22 et 23. 
97-00644/3 

Traitement de la mémoire adaptative d'un système 
parallèle coopératif par des algorithmes 

génétiques. 97-00967 /1 


Science 

1993 Alternative Transportation Fuels Seminar. 
97-00841/2 

1993 GO Rail passenger survey : survey 
processing and survey results. 97-00834/3 

The 1995 British Columbia seafood industry : year 
in review. 97-00952/1 

Aboriginal participation in the mining industry of 
Canada : annual report 1996. 97-01148/1 

Access to the holdings of Nova Scotia libraries : 
final report — Abridged. 97-01173/1 

Acidic Precipitation in Ontario Study : annual 
statistics of concentration, cumulative ambient air 
monitoring network, 1990. 97-00849/1 

Acidic Precipitation in Ontario Study : annual 
statistics of concentration and deposition, 
cumulative precipitation monitoring network, 
1991. 97-00851/1 


Acidic Precipitation in Ontario Study : annual 
Statistics of concentration and deposition, daily 
precipitation and air monitoring network, 1991. 
97-00852/1 

Acidic Precipitation in Ontario Study : annual 
statistics of concentration, cumulative ambient air 
monitoring network, 1991. 97-00850/1 


Advanced house technologies assessment : 
supporting documentation. 97-00962/3 

Advanced houses technologies assessment : 
summary report. 97-00973/1 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1995. 
97-00717/1 


AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1995. 
97-00646/1 

AECB staff annual assessment of the Bruce Heavy 
Water Plant for the year 1995. 97-00712/1 


AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1995. 
97-00663/1 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1995. 97-00652/1 


AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1995. 97-00718/1 

Aggregate Forum, developing an inventory that 
works for you : report of proceedings. 
97-00917/1 

Aggregate resources inventory of the Bruce Mines 
to Blind River area. 97-00892/1 

Air infiltration rate of windows under temperature 
and pressure differentials. 97-00975 /2 

Air Poliution and Multiple Stresses : international 
meeting for specialists in air pollution effects on 
forest ecosystems. 97-00960/5 


February 1997 Microfiche Collections MICROLOG 
Alberta. Alberta Environmental Protection : Annual Canadian Heritage Rivers ems st of rive The Ecological : Canada’ rview. 
report 1995-96. 97-01039/1 in Alberta, phase 1 ble weer, 97-01182/3 ps! MU 
Alberta Science & Authority : Annual framework. 97-01015/1 


Research 
report 1995-96. 97-01054/1 
Alberta's agri-food exports, 1995. 97-00969/2 
Une Analyse de l’arrière-pays du port de Trois- 
Rivières. 97-00968 /1 
MO of quality control tests done by the 
Canadian power utilities on their external 
dosimetry systems, June 1988 to May 1993. 
97-00632/1 
Analytical methodology for detection and 
confirmation of drugs in equine body fiuids, vol. 
Il : respiratory drugs. 97-00747/3 
Annual traffic safety report, 1994 & 1995. 
97-00580 /2 
Anti-personnel land mines : an annotated 
bibliography. 97-01070/2 
Aquatic macrophyte survey, Bay of Quinte, 1994. 
97-00868/1 
Aspen managers’ handbook for British Columbia. 
97-01077/2 
Assem d'oiseaux en hiver dans des parcs 
urbains de 39 villes des basses-terres du Saint- 
Laurent : richesse, habitat et comparaison 
biogéographique. 97-00643 /2 
Atlantic Fisheries Restructuring Act : Annual report 
1995-96. 97-01062/1 
Atlas of colonial waterbirds nesting on the 
Canadian Great Lakes, 1989-91, part 4 : marsh- 
nesting terns on Lake Huron and the lower Great 
Lakes system in 1991. 97-00615/1 
Bats and Forests Symposium. 97-00957 /4 
B.C. Hydro electric load forecast, 1995-6 - 2015-6. 
97-00965 /1 
Beneficiation of barite ore. 97-01103/1 
Bilan régional, secteur d'étude Montréal-Longueuil 
: Zone d'intervention prioritaire 9. 97-00645/1 
Biological effects of low doses of radiation at low 
dose rate. 97-00647 /2 
Bow River synoptic surveys, 1994-95 : preliminary 
evaluation of results. 97-01045/2 
A Brief history of placer mining in the Yukon. 
97-01106/1 
British Columbia archaeological impact 
assessment guidelines — 3d rev. ed.. 97-00932/1 
British Columbia's heritage rivers : candidates for a 
provincial system. 97-00941/1 
Building materials : volatile organic chemical 
emission characterization and database 
development. 97-00974/1 


Buildings and the Environment, an international 
research workshop : proceedings, vol. 1 : 
research questions. 97-00913/2 


Bull trout spawning and rearing habitat 
requirements : summary of the literature. 
97-00925/1 

Canada-Alberta Flood Damage Reduction 
Program, Black Diamond-Turner Valley flood risk 
mapping study : final report. 97-01046/1 

Canada-British Columbia Agreement Respecting 
Floodplain Mapping : Annual report 1994-95. 
97-00933/1 

Canada-China low cost housing demonstration 
project, Shanghai : pre-feasibility assessment, 
final report. 97-01197/1 

Canada’s forest inventory 1991, the 1994 version : 
an addendum to Canada’s forest inventory 1991. 
97-01068/1 


Canadian Heritage Rivers Board : Annual report 
1995-96. 97-00723/1 

Canadian Heritage Rivers System background 
study : Clearwater/Christina rivers, Alberta. 
97-01042/3 

Canadian Heritage Rivers System : nomination 
document for the Bonnet Plume River, Yukon 
Territory. 97-00656 /1 

Canadian Heritage Rivers System : nomination 
document for the Clearwater River system, 
Alberta. 97-01047/1 


Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 3 : final report : river integrity 
and feasibility assessment. 
97-01016/2 


Canadian Heritage Rivers Systems study of rivers 
in Alberta, phase 2 : a preliminary application of 
the evaluation framework. 97-01017/3 

Canadian Heritage Rivers Systems study of rivers 
in Alberta : executive summary. 97-01044/1 

Capabilities of global positioning system and data 
logging equipment to guide, track and record 
application history of aircraft and ground 
sprayers in forest operations. 97-00992/1 

Catalogue de la Commission ique du 
Canada, 1988-94. 97-00801 /2 

Centre for Engineering Research Inc. : Annual 
report 1995. 97-00831 /1 

Characterization of the air within Money’s 
Mushrooms Composting Facility, 4369 - 190th 
Street, Surrey, B.C.. 97-00926/1 

A Checklist, with codes, of the vascular plants, 
lichens and bryophytes of Fundy National Park, 
including notes on the park herbarium. 
97-00971 /2 

Chlorinated compounds in wildlife from the Fraser 
River Basin. 97-00633/1 

A City of towns : alternatives for the planning and 
design of housing in St. John’s, Newfoundiand. 
97-01190/3 

Cold Lake, subregional integrated resource plan. 
97-01048/1 

Comment se conformer aux exigences de 
ventilation des batiments résidentiels du Code 
national du bâtiment de 1995. 97-01090/1 

Commission des riviéres du patrimoine canadien : 
Rapport annuel 1995-96. 97-00723/1 

Commissioning plan for the building envelope : 
report. 97-01157/1 

Complying with residential ventilation 
requirements in the 1995 National Building 
Code. 97-01089/1 

Conseil de promotion de la coopération (Man.) : 
Rapport annuel 1995-96. 97-00811/1 

Conservation Districts Authority (Man.) : Annual 
report 1995-96. 97-00751/2 

Criteria and tools for scientific software quality 
measurements. 97-00686 /2 

Cultivating island solutions : interim report. 
97-00833/1 

Defensible methods of assessing fish habitat : 
physical habitat assessment and modelling of the 
coastal areas of the lower Great Lakes. 
97-01178/2 

Design and analysis of a residential greywater heat 
recovery system. 97-00978/1 

Design and performance of the Waterloo Region 
Green Home. 97-00991 /1 

Développement d'un modèle de planification 
forestière qui utilise l'unité écologique comme 
base de travail, projet no 2005. 97-00674/2 

A Discrete-time macroscopic dynamic traffic 
assigment model. 97-00966/1 

Distribution and abundance of muskoxen on 
Adelaide Peninsula, NWT, 1986 and 1992. 
97-01164/1 

Document d'orientation sur la mesure de la 
précision des essais de toxicité sur sédiment de 
contrôle dopé avec un produit toxique de 
référence. 97-01163/1 

Document d'orientation sur le prélèvement et la 
préparation de sédiments en vue de leur 
caractérisation physiochimique et d'essais 
biologiques. 97-01155/2 

Données en sciences et technologie, 1995. 
97-00859/1 

E Z comers metal angle framing accessory. 
97-01189/1 


Effects of ionizing radiation on the boreal forest. 
97-00690/1 

Les Effets de la position du DTL sur l'estimation de 
la dose foetale. 97-00648 /1 

Efficiency housing database development : field 
energy audit of existing dwellings, phase 1 report 
for the Alberta houses. 97-00981 /1 

Emission reductions from federal operations : 
government plan submitted to the Voluntary 
Challenge and Registry (VCR). 97-00710/1 

Energy analysis algorithms for dual capacity GSHP 
systems for HOT 2000. 97-00977 /1 

Energy impact of ventilation air distribution : final 
report. 97-00579/1 

Enquéte sur les programmes de recherche en 
radioprotection au Canada : rapport. 97-00626 /1 

Environmental protection plan for the New 
Brunswick Department of Transportation. 
97-01084/2 

Environmentally significant areas inventory : 
Grassland and Parkland Natural Regions, 
Alberta. 97-01038/3 

Etude de productivité : utilisation de la traction 
animale des chevaux en complément de la force 
mécanique, projet no 1121. 97-00673/1 

Evaluation of the origin and fate of nitrate in the 
Abbotsford Aquifer the using isotopes of 15N and 

_ 180 in NOS- : a final report. 97-00804/1 

Evaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1995. 97-00653/1 

Examination of VENTPROG and VENTRAD 
simulations. 97-00684 /1 

Experimental modelling of thermal consolidation 
effects around a high level waste repository. 
97-00687/2 

Exploration criteria for gemstone deposits and 
their application to Yukon geology. 97-01093/2 

Fabrication and testing of a monolithic solid-state 
electrochromic device for smart window 
application. 97-00915/2 

Factors affecting the differences in reactivity and 
dissolution rates between UO2 and spent nuclear 
fuel. 97-00983/1 

Fetal alcohol syndrome and other alcohol-related 
birth defects — 2d ed.. 97-01001/1 

Fire fighting capability assessment program, 
Pickering NGS. 97-00698 /1 

Fishing for answers, coastal communities and the 
BC salmon fishery : final report. 97-00958 /4 

Five year forest and range resource program, 
1996-2001. 97-00931/1 

Fondation ontarienne pour la recherche en 
cancérologie et le traitement du cancer : Rapport 
annuel 1995-96. 97-00876/1 

Forecasting of ice conditions off the Canadian east 
coast in 1996 : a demonstration of the Ice-Ocean 
Forecast System. 97-01081/1 

Forest management guidelines for the provision of 
marten habitat, version 1.0. 97-00599/1 

Forest management guidelines for the provision of 
piteated woodpecker habitat, version 1.0. 
97-00600/1 

Fort McMurray-Athabasca Oil Sands, subregional 
integrated resource plan. 97-01041/1 

Fort St. John Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective December 31, 1996. 97-00935/1 

Freshwater Fish Marketing Corporation (Canada) : 
Annual report 1995-96. 97-01058/1 

The Future quality system for Canadian wheat : a 
discussion paper. 97-00993/1 

The Geochemical immobilization of uranium in a 
spent fuel repository in the Canadian Shield : 
evidence from natural analogue investigations. 
97-00701 /1 

Geological Survey of Canada catalogue, 1988-94. 
97-00801/2 
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Geology and mineral deposits of the Quesnel 
River-Horsefiy map area, central Quesnel a 
British Columbia, NTS map sheets 93A/5, 

11, 12, 13, 93B/9, 16, 93G/1, 93H/4. 37-0086 1 /2 

Geology and sulphide deposits of Anvil Range, 
Yukon. 97-01109/1 

Geology of Mount Nansen (115-1/3) and Stoddart 
Creek (115-1/6) map areas, Dawson Range, 
central Yukon. 97-01180/3 

Geology of the White River native copper deposit, 
Yukon Territory. 97-01112/1 

Granitic pegmatites in the Canadian Cordillera, 
Yukon and Northwest Territories. 97-01094/1 

Guide d’application de la partie 9 du Code national 
du batiment aux immeubles existants. 
97-01076/3 

Guide for residential indoor air quality 
investigations. 97-01201 /2 

Guide for the application of part 9 of the National 
Building Code to existing buildings. 97-01161/2 

A Guide to British Columbia’s Forest Act and 
Forest Practices Code for participants in the 
Woodlot Licence Program and the Small 
Business Forest Enterprise Program. 97-00918/1 

Guide to the approval process for forest industry 
projects in Alberta. 97-01150/1 

Guideline for use at contaminated sites in Ontario. 
97-00602/2 

Guidelines for estimating backgrounding costs for 
weight range of 500-900 Ibs. based on 500 head, 
1996. 97-00719/1 

Guidelines for estimating cow-calf production costs 
based on a 150 cow herd, 1996. 97-00724/1 

Guidelines for estimating feedlot finishing costs for 
weight range of 650-1250 Ibs. based on 500 
head, 1996. 97-00721/1 

Guidelines for estimating shortkeep feeders for 
weight range of 900-1350 Ibs. based on 500 
head, 1996. 97-00711/1 

Guidelines on the medical management of tritiated 
water overexposures. 97-00679/1 

Guidelines on the use of stable lodine as a 
prophylactic measure during nuclear 
emergencies. 97-00617/1 

Hinton fiood risk mapping study. 97-01043/2 

Horizontal oil wells : economics and potential 
impact on reserves and supply of Canadian 
conventional oil, working document. 97-01172/1 

Identification of ferry options for Yukon River 
crossing, Dawson City, Yukon. 97-00959/11 

Impacts of disturbed rock zones and backfill 
material on groundwater flow and radionuclide 
transport through a generic HLW repository. 
97-00700/1 


Improved cytometry method. 97-00628 /1 
Improved cytometry, phase II. 97-00627 /1 


Improving the service life and performance of 
CANDU fuel channels. 97-00829/1 


In the matter of the Ontario Energy Board Act and 
in the matter of an application by the Consumer's 
Gas Company Lid. for rates : decision with 
reasons. 97-00605/3 


Influence of TLD position on the estimate of fetal 
dose. 97-00688 /1 


Information kit, emergency response systems. 
97-00862/1 

Initiation of sand production in the cold production 
process. 97-00838/1 


Innova House : Ottawa’s advanced house. 
97-00994 /2 

Integrated pest management manual for structural 
pests in British Columbia. 97-00929/2 

Introduction of microbial nutrients in a nuclear fuel 
waste disposal vault as a result of excavation and 
operation activities. 97-00984 /1 

Inventory of environmentally significant areas in 
the Boreal Dry Mixedwood Natural Subregion, 
Peace River section, 1995-96. 97-01050/1 


Investigation into the reprocessing of Elsa tailings. 
97-01102/1 


Kispiox land and resource management plan. 
97-00946 /1 
Lake classification and lakeshore avers 


Lessons for PHWRs learned from the Chernobyl 
accident. 97-00702/1 

Lignes directrices sur le traitement des déchets 
extracôtiers. 97-01064/1 

Logements r les personnes handicapées. 
97-00986 /1 

Loi sur la restructuration du secteur des pêches de 
l'Atlantique : Rapport annuel 1995-96. 
97-01062/1 

Long-Term Temperature Monitoring Program, 
Newfoundiand Region, 1994-95. 97-01176/4 

Maintaining indoor air quality through the use of 
HVAC systems. 97-00598 /1 

Maintien de la qualité de l'air intérieur au moyen 
des systèmes CVCA 97-00598 /1 

Manitoba Agricultural Credit Corporation : Annual 
report 1995-96. 97-00797 /1 

Manitoba agriculture yearbook, 1995. 97-00730/3 

Manitoba. Clean Environment Commission : 
Annual report 1995-96. 97-00725/1 

Manitoba. Ive Promotion Board : Annual 
report 1995-96. 97-00811/1 

Manitoba Crop Insurance Corporation : Annual 
report 1995-96. 97-00745/1 

Manitoba Farm Mediation Board : Annual report 
1995-96. 97-00814/1 

Manitoba Hazardous Waste Management 
Corporation : Annual report 1995-96. 97-00835/1 

Manitoba. Manitoba Environment. Annual report 
1995-96. 97-00790/1 

Manitoba. Manitoba Highways & Transportation : 
Annual report 1995-96. 97-00798/1 

Manitoba Sustainable Development Innovations 
Fund : Annual report 1995-96. 97-00803/1 

Manitou Sand Hills integrated resource 
management plan. 97-00596 /2 

Marine oil spill preparedness and response regime 
: report to Parliament, 1996. 97-01082/1 

Market feasibility study for value-added strawberry 
products, product and market assessment : final 
report. 97-00578/1 

Mineralogical analysis of ore specimens from the 
rare earth deposit of Dodgex Lid., part 1 and part 
2. 97-01095/1 

Modeling flow-accelerated corrosion in CANDU. 
97-00826 /1 

Modelling of road noise and optimal barrier 
design. 97-01202/2 

Modelling the effects of porous and semi- 
permeable layers on corrosion processes. 
97-00989/1 

Modern and historic liquefaction in Ferland, 
Quebec. 97-00703/1 

La Moisissure dans les sous-sols aménagées : 
rapport final. 97-01159/1 

Molds in finished basements : final report. 
97-01159/1 

Morice Timber Supply Area : rationale for 
allowable annual cut (AAC) determination, 
effective November 1, 1996. 97-00943/1 

National air pollution surveillance (NAPS) network 
annual summary for 1993. 97-01179/2 

National Pollutant Release Inventory : summary 
report, 1994. 97-01151/3 

Natural land reclamation for mineral exploration 
properties and placer mines in Yukon. 
97-01101/3 

Natural regeneration of Ontario's major 
commercial coniferous species : a bibliography. 
97-00604 /2 

New Brunswick. Fisheries & Aquaculture New 
Brunswick : Annual report 1995-96. 97-00842/1 

Northwest Territories. Office of the Fire Marshal : 
Annual report 1994. 97-00597 /2 


Nouveau-Brunswick. Péches et aquaculture 
Nouveau-Brunswick : Rapport annuel 1995-96. 
97-00842/1 

Office de commercialisation du poisson d’eau 
douce (Canada) : Rapport annuel 1995-96. 
97-01058/1 

Offshore waste treatment guidelines. 97-01064/1 

Oldman River Dam Environmental Advisory 
Committee : interim report and 
recommendations. 97-01012/1 

Oldman River Dam, mercury in fish : interim report, 
1994. 97-01037/1 

Ontario Cancer Treatment & Research Foundation 
: Annual report 1995-96. 97-00875/1 

Ontario dimension stone producers and 
processors : directory 94. 97-00678/1 

Ontario. Environmental Assessment Board : 
Annual report 1976-77. 97-00611/1 

Ontario. Environmental Assessment Board : 
Annual report 1977-78. 97-00612/1 

Ontario. Environmental Assessment Board : 
Annual report 1978-79. 97-00606 /1 

Ontario. Environmental Assessment Board : 
Annual report 1979-80. 97-00610/1 

Ontario. Environmental Assessment Board : 
Annual report 1980-81. 97-00609/1 

Ontario. Environmental Assessment Board : 
Annual report 1981-82. 97-00606 /1 

Ontario. Environmental Assessment Board : 
Annual report 1982-83. 97-00607 /1 

Ontario Mental Health Foundation : Annual report 
1993-94. 97-00621 /1 

Ontario Mental Health Foundation : Annual report 
1995-96. 97-00872/1 

Ontario Sheep Improvement Programs : Annual 
report 1994. 97-01092/1 

Ontario. Sustainable Forestry Program : Annual 
report 1992-93. 97-01087/1 

Ontario’s Growth and Yield : 1993-94 annual 
report. 97-00837/1 

An Overview of water quality in Frank Lake, 
1990-93. 97-01014/1 

A Passive facultative wastewater treatment system 
for single-famity residential use. 97-01203/1 

Les Pêches maritimes du Québec : revue 
statistique annuelle, 1994-95. 97-01032/3 

Pembina River Provincial Park management plan. 
97-01049/1 

Performance indicators for power reactors. 
97-00689/3 

Performance monitoring of a bubble pumped solar 
domestic hot water system : final report. 
97-01204/1 


Perspectives of the scale of the Canadian nuclear 
fuel waste disposal concept. 97-00729/1 


Photon and electron energy lon in CANDU 
reactor fuel channels : a study using SANDYL 
and EGS4. 97-00825/1 


Physical characteristics and solubility of long-lived 
airborne particulates in uranium producing and 
manufacturing facilities, phase lil, part Il. 
97-00631 /1 

Placer mining settling ponds, vol. one : design 
principles. 97-01099/2 

Pian de mise en service de l'enveloppe du 
bâtiment. 97-01157/1 

Portrait temporel et spatial du niveau d'acidité des 
eaux de surface du méridional de 1985 
à 1995. 97-01153/1 

Ports policy in British Columbia. 97-00948 /2 

Post-irradiation examination of BEATRIX-II phase II 
Li2ZrO3 pebble-bed. 97-00827 /1 

Preliminary assessment of clay deposits in 
selected areas of the Whitehorse map sheet area 
105D for the manufacture of clay based products 
: report. 97-01057/1 

Prince Edward Island. Island Regulatory & Appeals 
Commission : Annual report 1995-96. 
97-00844/1 
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Probabilistic seismic hazard assessment, Gentilly 
2. 97-00696 /2 

Proceedings of the Coho Salmon Workshop. 
97-00726/5 

Les Producteurs et les entreprises de 
transformation de la pierre d'échantillon de 
l'Ontario : répertoire 94. 97-00678/1 

Productive capacity of littoral habitats in the Great 
Lakes : field sampling procedures, 1988-95. 
97-01168/1 

Programme d'amélioration du milieu pédologique 
et aquatique (Canada) : Rapport annuel 1988-89. 
97-01088/1 
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ORDER INFORMATION 


Documents in Microlog are available on microfiche or 
Paper copy as shown in each citation. To order, record 
the document number and price, indicating whether 
paper or microfiche is required. If the order form has 
been removed, please use telephone, fax, or e-mail 
service. 


MICROLOG DOCUMENT PRICE STRUCTURE 


Paper Copy Prices Microfiche Copy Prices 
Page count Price Microfiche count Price 
fie 10  $20.00 122 $20.00 

11- 50 25.00 3-4 25.00 
51- 100 35.00 528 35.00 

101- 200 45.00 9+ 4.00/ 

201 - 400 55.00 per fiche 

401 - 600 75.00 

601 + .20/ page 


Micromedia’s service is fast - most orders are shipped 
within 72 hours. 


Mail Telephone 
Micromedia Limited (613) 237-4250 
Technical Information Centre North America - 


240 Catherine St. Ste 305 
Ottawa, ON K2P 2G8 


1-800-567-1914. 


Facsimile 
e-mail: tic@micromedia.on.ca (613) 237-4251 
(613) 237-4193 
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Micromedia will send all reports by first class mail 
unless you specify otherwise. 


Minimum: Canada: $5.00, USA: $8.00, Other: $13.00 


Courier Service Charge 


Local (Ottawa/Hull): minimum $ 5.00 
Canada: $ 20.00 
Continental U.S.A.: $ 40.00 
Overseas: $ 60.00* 
Courier Collect (your courier is used) $ 5.00 


*Surcharges may apply on overweight shipments. 


Facsimile Service 

Local (Ottawa/Hull) $ 0.50 per page 
North America $ 1.00 per page 
Overseas $ 3.00 per page 
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Expiry Date 
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FAÇON DE COMMANDER 


Les publications du Microlog sont disponibles sur 
microfiche ou sur papier, tel qu’indiqué dans la 
citation. Pour commander, indiquez le numéro, le coût 
et le format désiré (fiche ou papier). 


Prix relatifs aux documents de MICROLOG 


Prix - Papier Prix - Microfiche 
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| - 10 $20.00 1-2 $20.00 

11 - 50 25.00 3-4 25.00 
SI - 100 35.00 5-8 35.00 

101 - 200 45.00 9 + 4.00/ 

201 - 400 55.00 la fiche 

401 - 600 75.00 

601 + 20 la page 


La majorité des commandes sont expédiées en 72 
heures. 
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Centre d’information technique Amérique du Nord 
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tic@micromedia.on.ca (613) 237-4251 
(613) 237-4193 

LIVRAISON 
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Other Canadian Reference Sources 


- Available from Micromedia - 


Canadian Index 
À comprehensive index providing access to nearly 100,000 citations each year from: nine major daily 


newspapers, over 200 Canadian trade and business periodicals, over 50 specialized Canadian trade magazines 
for which indexing is unavailable elsewhere, and more than 350 general periodicals. 
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KIOSK: CBC 


KIOSK: CBCA is a reference tool which combines a high quality indexing and abstracting database (CBCA) with 
direct access to the fulltext content of the articles indexed. 


CBCA Fulltext 


CBCA Fulltext provides fulltext access to Canadian periodicals and current affairs information, and incorporates 
the largest and most comprehensive subject guide to periodical literature. CBCA Fulltext allows searching on 
Windows, Macintosh, DOS and UNIX platforms. 


CBCA OnDisc 


CBCA OnDisc is the Knight Ridder CD-ROM version of the Canadian Index, giving you access to ten years of 
indexing. It includes every citation in the Canadian Index, plus thousands of informative abstracts which do not 
appear in the print edition. 
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KIOSK: Maclean’s 


Published in cooperation with Maclean’s magazine, KIOSK: Maclean’s contains every article and news report 
published by Canada’s Weekly Newsmagazine over an eight year period. 
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CNI Clips: Press Clippings on Microfiche 


CNI Clips is a unique service which provides the full text of more than 40,000 Canadian Press news stories and 
feature articles each year, and is delivered in a practical and economical microfiche format. 


Canadian Education Index 


Canadian Education Index covers more than 200 Canadian education periodicals, as well as reports and 
monographs from the educational research community across Canada. In addition, the Index covers report 
literature from government agencies, educational faculties and teachers’ associations, and large school boards. 


Canadian Education Index Thesaurus 


Canadian Education Index Thesaurus is a bilingual controlled vocabulary of over 5,000 terms, developed for the 
indexing and retrieval of French or English-language material in Canadian education, and is an invaluable 
research aid for users of the Canadian Education Index. 


For pricing and additional information, please coftact Micromedia Limited at 


(416) 362-5211 or toll free 1-800-387-2689, or visit our World Wide Web site at http://www.micromedia.on.ca 
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